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Introduction 


This first edition of NASA Specifications and Standards is an effort to assemble in 
one publication an up-to-date listing of specifications and standards originated by NASA, 
its Centers and the Jet Propulsion Laboratory through December 1966. This publication has 
been compiled from listings submitted by staff members of the NASA Centers who cooper- 
ated in developing lists or who maintained them on a regular- basis. This publication is 
intended to help determine what specifications and standards have been generated, where 
they were developed, and the organizational component responsible. It is arranged in 
three sections: 

Section 1 is a listing of specifications and standards, displayed by the alpha-numeric 
designations assigned by the originating organizations. (Those designations that are entirely 
numeric follow all of the alpha-numeric designations.) The title appears below the alpha- 
numeric designation, followed by the date of issue plus the date(s) of any amendment(s). 
To the right of the alpha-numeric designation is the code for the Center at which the speci- 
fication and/or standard was generated, followed by the four-digit code (e.g., 00-01) for the 
organizational component serving as source. (These origin codes and source codes are 
at the end of this introduction.) 

An example of an entry from the alpha-numeric section: 


SPECIFICATION NUMBER ORIGIN CODE SOURCE CODE 


\ 


ABMA-STD— 21 HSFC 

Acceptability Halts for All Selectively 
^Etched Aluminum Components, Standard for 
06/30/1958 


\ 

08 01 


TITLE 


X 

DATE 


Section 2 is a Subject Index containing subject headings, arranged alphabetically, 
derived from the significant terms in the titles of the items listed in this publication. 
Under each term are listed the titles of those specifications and standards containing that 
term. The titles are followed by the alpha-numeric designation and the source code. 

An example of an entry from the Subject Index appears below: 


SUBJECT HEADING 

/ 

ABBREVIATION 

Abbreviations for Use on Drawings, Standard 
for, 05/07/64, Aaendaent 1, 06/30/64 

MSEC- STD-3 50 08-01 

\ / 

TITLE SPECIFICATION NUMBER SOURCE CODE 


AD 

/ 


iij 



Section 3 is an Originator Index, which is comparable to Section 1 except that the 
listing of specifications and standards is grouped by NASA Center of origin. 

Domestic organizations eligible to receive documents without charge from NASA 
may request copies of specifications and standards cited in this publication from the 
organizational component identified by the source code. Foreign organizations and experi- 
menters requiring copies of the specifications and standards in connection with approved 
cooperative projects with NASA should direct their requests through the appropriate Working 
Group channels or the Office of International Affairs, NASA Headquarters. 

Organizations that are registered with NASA to receive documents without charge 
may request copies of the NASA Specifications and Standards (SP-9000) itself from: 

NASA Scientific and Technical Information Facility 

P. O. Box 33 

College Park, Maryland 20740 

Others desiring copies of NASA Specifications and Standards (SP-9000) may pur- 
chase copies, at $3.00 per copy, from: 

Clearinghouse for Federal Scientific and Technical Information 

(CFSTI) 

Springfield, Virginia 22151 

It is recognized that the present listing may not be complete, since all NASA com- 
ponents which originate specifications and standards may not have provided comprehensive 
input for this purpose. As indicated in the title of this publication, it includes only specifi- 
cations and standards originated by NASA and therefore does not include contractor- 
generated specifications and standards which NASA may use from time to time. 

It will be appreciated if suggestions and comments relating to omissions, errors, or 
improvements are directed to: 

National Aeronautics and Space Administration 

Scientific and Technical Information Division 

Code UST 

Washington, D. C. 20546 


Origin Code 
NASA Hq. 

NASA Hq. 

NASA Hq. 

ARC 

FRC 

GSFC 

MSFC 

MSFC 

MSC 


Source Code Address 

00-01 National Aeronautics and Space Administration 
Washington, D. C. 20546 
Attn: Management Issuances Section 
Code DH A- 11 


00-02 National Aeronautics and Space Administration 
Washington, D.C. 20546 
Attn: Apollo Data Manager 
Program Control Office 
Code MAP-2 

00-03 National Aeronautics and Space Administration 
Washington, D.C. 20546 
Attn: Information Services Branch 
Code UST 

02-01 Ames Research Center 

Moffett Field, California 94035 
Attn: Reliability and Quality Assurance Branch 
Mail Stop 211-7 

04- 01 Flight Research Center 

P. O. Box 273 
Edwards, California 93523 
Attn: Technical Order Library 
Quality Assurance Office 

05- 01 Goddard Space Flight Center 

Greenbelt, Maryland 2077 1 
Attn: Specification Depository 
Code 252 

08-01 George C. Marshall Space Flfght Center 
Huntsville, Alabama 35812 
Attn: Documentation Repository Branch 
Code MS-D 

08- 02 George C. Marshall Space Flight Center 

Huntsville, Alabama 35812 
Attn: Apollo Data Manager 

Resources Management Office 
Code I-RM-M 

09- 01 Manned Spacecraft Center 

Houston, Texas 77058 
Attn: Microreproduction Supervisor 
Code BM6C 


v 



MSC 


MSC 


KSC 


KSC 


KSC 


JPL 


l 

ERC 


09-02 Manned Spacecraft Center 

Houston, Texas 77058 
Attn: Apollo Data Manager 

Plans and Analysis Branch 
Code PP-3 

09- 03 Manned Spacecraft Center 

Houston, Texas 77058 
Attn: Checkout Systems Branch 
Code EB5 

10- 01 John F. Kennedy Space Center 

Kennedy Space Center, Florida 32899 
Attn: Specifications and Standards Section 
Code ASO-315 

10-02 John F. Kennedy Space Center 

Kennedy Space Center, Florida 32899 
Attn: Apollo Data Management Branch 
Code PPR-33 

10- 03 John F. Kennedy Space Center 

Kennedy Space Center, Florida 32899 
Attn: Administrative Support Branch 
Code INS-53 

11- 01 Jet Propulsion Laboratory 

4800 Oak Grove Drive 

Pasadena, California 91 103 
Attn: Document Services 
Mail Stop 111-122 

1 2- 0 1 Electronics Research Center 

575 Technology Square 

Cambridge, Massachusetts 02139 
Attn: Research Engineering Branch 
Code ATR 


vi 


I 


TABLE OF CONTENTS 


Introduction i 

Alpha-Numeric Listing of NASA Specifications 

and Standards 1 

Subject Index 71 

Originator Index 297 

Ames Research Center 299 

Electronics Research Center 301 

Flight Research Center 303 

Goddard Space Flight Center 305 

Headquarters 331 

Jet Propulsion Laboratory 333 

Kennedy Space Center . 339 

Manned Spacecraft Center 345 

Marshall Space Flight Center 349 


vii 



ALPHA-NUMERIC LISTING 


NASA SPECIFICATIONS AND STANDARDS 


MAY 1967 


Listing of Items by Alpha-Numeric Designation 


This is a listing of items by alpha-numeric designations assigned by the origi- 
nating organization. In listing designations beginning with ABMA, ARC. KSC. 
MSC, and MSFC, the second element is disregarded. Designations that are 
entirely numeric are listed following the alpha-numeric designations. The title 
of the items appears below the specification number, followed by the date of 
tssue. To the right of the designation is the code for the NASA Center at 
which the specification was generated, followed by a four-digit code (00-01) 
for the organizational component serving as source. The origin codes and 
source codes are explained at the end of the Introduction. 


ABMA-STD-3 MSFC 08 01 

Etching of Aluminum before Spotwelding, 

Standard for 09/23/1958 


ARC-RQA-2A ARC 

Aaes Research Center School for Reliable 
Electrical Connections Program Plan 


ARC-RQA-6 ARC 

Aaes Research Center Quality and Reliabl 
Survey Checklist 


02 01 

lity 


ARC-RQA-7 ARC 

School of Reliability and Quality Assurance 
for Hand Soldering Student Handbook 


ARC-RQA-8 ARC 02 01 

Aaes Research Center Establ i shaent and 
Maintenance of Identification to Provide 
Article and Record Traceability 

ARC-RQA-9 A R C 0 2 01 

Aaes Research Center Quality Status Staaplng 
Procedure 


ABMA-STD-18 MSFC 08 01 

Torque Spec 1 f 1 cat i on. Threaded Fasteners* 

Standard for 07/07/1958 

ABMA-STD-21 MSFC 08 01 

Acceptability Units for All Selectively 
Etched Aluainus Components* Standard for 
06/30/1958 

ABMA-PD-W-45 MSFC 08 01 

Welding* Fusion* Shielded Arc, Missile 

Components* Aluminum and Magnesium Manual 
or Automatic 01/10/1958 


ARC-STD-200B ARC 

Printed Wiring for Electronic Assembl 

ARC— STD— 201 ARC 

Welded Electronic Modules, Design and 
Construction* Standard for 

ARC— STD— 203 ARC 

Electronic Equipment Product List 

ARC— STD— 204 ARC 

Magnetic Field Restraints for Low Magnetism 
Systems 


02 01 


02 01 


02 01 
02 01 


ABMA-PD-A-46A MSFC 08 01 

Arming Unit* Remote, Destruction* and 
Separation, 09/21/59 

ABMA-V-53 MSFC 06 01 

Valves, Pressure Regulating for Missile Use, 
General Specification for 05/04/1959 

ABMA— PD-D— 46 1 MSFC 08 01 

Aluminum Drum, Type 42D* Double-Head 
/86-Gallon Capacity/* Specification for 
02/27/1959 

ABMA-PD-C-71 1A MSFC 08 01 

Cable and Harness Assemblies* Electrical* 

Missile Systems, General Specification for 
12/15/1959 

ARC— P ROC— 1 00 A ARC 02 01 

Cable Assemblies, General Specification for 

ARC— P ROC— 1 01 A ARC 02 01 

Potting of Electronic and Electrical 
Assemblies, Procedure for 

ARC-PR0C-102A ARC 02 01 

Conformal Coating of Electronic and Electrical 
Assemblies, Procedure for 

ARC-RQA-1 ARC 02 01 


Reliability and Quality Assurance Procedures 
for Ames Research Center 


ARC— SPEC— 302 ARC 02 01 

Electronic Equipment* General Specification for 

ARC-SPEC-303 ARC 02 01 

Screening Inspection for Electronic Parts 


ARC-SPEC-350 ARC 

Magnetic Field Screening of Parts 

ARC-SPEC-351 ARC 

Magnetic Field Testing of Subassemblies 

ARC-SPEC-352 ARC 

Magnetic Field Testing of Low Magnetism 
Spacecraft 


BCC— 50305-GEN 


JPL 


02 01 
02 01 
02 01 

11 01 


Deep Space Network Teletype Format* 7/22/64 
CM 017-041-1 NHQ 00 02 


Weight/Performance Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6006/, 8/15/65 


CM 018-001-1 NHQ 00 

Hass Properties Standard /National Aeronautics 
and Space Administration SP-6004/, 6/01/65 


CM 


019-000-1 
El ectri cal 
Aeronautics 
SP— 6005/, 


NHQ 00 02 

Power Management Standard /National 
and Space Administration 
06/15/65 


1 



ALPHA-NUMERIC LISTING 


CM 019-002-1 NHQ 00 02 

Electrical Power Management Survey Manual 

/National Aeronautics and Space 
Administration SP— 6007/, 09/01/65 

DD M-50442— GEN-B JPL 11 01 

Manufacturing Requirements HI-REL Digital 
Modules, 2/02/67 

DF Z— 1 197— GEN JPL 11 01 

Requirements for Interim Antenna Pointing 
Subsystem /IAPS/, 11/01/66 

DDQ-1021— GEN JPL 11 01 

Preparation of Deep Space Instrumentation 
Facility Standard Subsystem Test 
Procedures, 7/16/64 

D0G-1 022-GEN -A JPL 11 01 

Preparation of Deep Space Instrumentation 
Facility Engineering Drawings and 
Associated Lists, 1/13/65 

D3G-1023-GEN JPL 11 01 

Requirements for Preparation of Deep Space 
Instrumentation Facility Technical Manuals, 

2/02/65 

DOG-1024— GEN JPL 11 01 


Requirements for Contractor Preparation of Deep 
Space Instrumentation Facility Periodic, 
Technical, and Final Project Reports, 

9/22/64 

D0U— 1025-GEN JPL 11 01 

Deep Space Instrumentation Facility 
Documentation Requirements for Contractor 
Furnished Services and Hardware, 2/15/65 

DOS-891 3-GEN— B JPL 11 01 

Deep Space Instrumentation Facility, 

Manufacturing Requirements, Cables and 
Harness, 4/06/66 

DOS- 50271-GEN -A JPL 11 01 

Deep Space Network, Display and Presentation 
of Time and Timing Information, 4/14/66 

EftC/F-C-10001 ERC 12 01 

Commercial Equipment Specification for A 

Versatile Leak Detector, 12/08/65 


ERC/FR- 1 00 0 1 ERC 12 01 

Electron Probe Mi croanal yzer , Research 
Equipment, 07/09/65, Revision 1, 11/24/65 

ERC/FR— 1 00 02 ERC 12 01 

Metallography Research Equipment, with 
Accessories, 05/13/65 

ERC/FR— 100 03 ERC 12 01 

Versatile Crystal Growing Furnace, 07/30/65 

ESD-106001 MSC 09 03 

Digital Computer Complex for Apollo Checkout 
Equipment, Spacecraft Stations 

ES D- 1 06002 MSC 09 03 

Tope Recorder/Computer Time Decoder and 
Search Unit 

E5D-106003 MSC 09 03 


Digital Acquisition and Decommutation System 


ESD— 106004 

MSC 

09 

03 

Signal Simulator 

ESD— 106005 

MSC 

09 

03 

X-Y Plotter 

ESD— 106006 

Alphanumeric Cathode 

MSC 

Ray Tube Display 

09 

03 

ESD— 106007 

MSC 

09 

03 


Magnetic Tape Recorder/Reproducer 


ESD— 106008 

MSC 

09 

03 

Digital Test Command UP-LINK Digital Decoder 


ESD— 106009 

MSC 

09 

03 

Data Transmission Verification Converter 



ESD— 106010 

MSC 

09 

03 

Decoamu tat or /Computer 

Interface Unit 



ESD— 106011 

MSC 

09 

03 

Decommutator Line Driver 



ESD— 106012 

MSC 

09 

03 

BB204 Callup Module 




ESD— 106013 

MSC 

09 

03 

Pulse Code Modulation 

Telemetry System 



ESD-106014 

MSC 

09 

03 


Digital Acquisition and Decommutation System 
/Pulse Code Modulation Telemetry Station/ 

ESD-106015 MSC 09 03 

Magnetic Tape Recorder/Reproducer System 

ESD— 106016 MSC 09 03 

Interim Alphanumeric Cathode Ray Tube Display 

ESD-106017 MSC 09 03 

Subcarr i er Discriminator 

ESD-106018 MSC 09 03 

Direct Writing Analog Recording System 

ESD— 106019 MSC 09 03 

Pulse Amplitude Modulation/Pulse Detector 
Modulation/Pulse Code Modulation Digital 
Decommutator 


ESD— 106020 

MSC 

09 

03 

Telemetry Receiver 



ESD— 106021 

MSC 

09 

03 

Digital Test Command System 



ESD— 106022 

MSC 

09 

03 

Elect ronic 

Counter 



ESD— 106023 

MSC 

09 

03 

Subcarrier 

Indicator and Calibration System 



ESD— 106024 

MSC 

09 

03 

Pulse Amplitude Modulation/Pulse Detector 



Modulation 

Digital Decommutator System 



ESD— 106025 

MSC 

09 

03 

High Speed 

Digital Computer /Interim/ 



ESD— 106026 

MSC 

09 

03 


Magnetic Tape Recorder/Reproducer 
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ESD— 106027 

MSC 

09 

03 

Digital Communication and 

Control Unit 



ESD-106028 

MSC 

09 

03 

Decommutator Computer Interface 



ES D— 106029 

MSC 

09 

03 

Meter Display Module 




ES D— 106030 

MSC 

09 

03 

Decimal Display Module 



ES D—l 06031 

MSC 

09 

03 

Event Display Module 



ESD— 106032 

MSC 

09 

03 

Frequency Modulation Subcarrier Discriminator 

ESD— 106033 

MSC 

09 

03 

General Test Equipment 



ESD— 106034 

MSC 

09 

03 

Terminal Facility Complex 

ES D— 106035 

MSC 

09 

03 

Radio Frequency Interference Shielded 


Enclosures 




ESD— 106036 

MSC 

09 

03 

System Cabling, Wiring and 

Connectors 



ESD-106037 

MSC 

09 

03 

Line Amplifiers 




ES D— 106038 Msc 

PrograBMd Apollo Checkout Equipment, 
Spacecraft Programmed Apollo Checkout 
Equipment, Launch Vehicle Computer Interface 

ESD— 106039 MSC 

Direct Writing Recording System 


09 03 


MSC 

MSC 


ESD-106040 

Telemetry Receiver System 
ESD-106041 

Electronic Counter System 

ESD-106042 Msc 

Prototype Communications Unit Executor and 
Selection to Activate Random Testing 
Modul es 

ES D— 106043 MSC 

Digital Magnetic Tape Specification 

ESD-106044 MSC 

Decommutator Display Distribution System 

ESD-106045 MSC 

Electrical Prototype Digital Test Command 
System 

ESD-106047 MSC 09 03 

Direct Writing 100-Channel Event Recording 
System 

E5D-106048 MSC 09 03 

Direct Writing 32-Channel Event Recording 
System 


09 03 
09 03 
09 03 
09 03 

09 03 
09 03 
09 03 


ESD-106049 MSC 

Status Control and Monitor System 


09 02 


ESD— 106079 

Remote Facilities 


MSC 09 03 


ESD— 106080 
Closed 
Island 


MSC 

Circuit Television System /Merritt 
Launch Area/ 


ESD— 1 06081 

Programmed 

Spacecraft 


MSC 

Apollo Checkout Equipment, 
Requirements 


ESD— 106082 

Programmed 

Spacecraft 


MSC 

Apollo Checkout Equipment, 
External .Interfaces 


09 03 


09 03 


09 03 


ESD-106083 MSC 09 03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for North American Aviation 
Facilities 


ESD-106084 MSC 09 03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Merritt Island Launch Area 
Facility 


ESD-106085 MSC 09 03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Space Environmental 
Facil ity 

ESD— 106086 MSC 09 03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Grummen Aircraft 
Engineering Corporation Facility 

ESD— 106087 MSC 09 03 

High Speed Digital Computer /Data 
Processing/ 

ESD— 106088 MSC 09 03 

Video Distribution and Tape Transport Control 
Unit 


ESD- 

ESD- 

ESD- 

ESD* 

ESD- 


■1 UDUO» 




Countdown Generator/Computer Interface Unit 

*06090 MSC 09 03 

Facility Criteria, Programmed Apollo Checkout 
Checkout Equipment, Spacecraft Ground 
Station, North American Aviation Facility 


09 03 


09 03 


-106091 „ sc 

Communications Unit Executor Selection to 
Activate Random Testing Modules 

-106092 MSC 

Digital Test Command System /On-Board/ 

-106094 MSC 09 03 

North American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Control Room 

ESD-106095 MSC 09 03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Control Room 


ES D— 106096 MSC 

North American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Computer 
Room 1 and 2 


09 03 
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ESD-106097 MSC 09 03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Computer Room 

ESD-106098 NSC 09 03 

North American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Room 

ESD-106099 MSC 09 03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Room 

ESD-106100 NSC 09 03 

Control Room Layout and Rack Elevation for 
Houston Space Environmental Facility 

ESD-106101 NSC 09 03 

Computer Room Layout and Rack Elevation for 
Houston Space Environmental Facility 

ESD-106102 NSC 09 03 

Control Room Layout and Rack Elevation for 
Grumman Aircraft Engineering Corporation 

ES D— 106103 NSC 09 03 

Computer Room Layout and Rack Elevation for 
Grumman Aircraft Engineering Corporation 

ESD— 106104 MSC 09 03 

Terminal Facility Layout for Grumman 
Aircraft Engineering Corporation 

ESD-106105 MSC 09 03 

Ground Composite Signal Mixer and Separator 

ES D— 106106 MSC 09 03 

Closed-Circuit Television System for North 
American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Ground 
Station 

ESD-106107 MSC 09 03 

Intercommunication System for Programmed 
Apollo Checkout Equipment, Spacecraft Ground 
Station 


ESD— 106108 

MSC 

09 

03 

Command Monitor Unit 




ESD-106109 

MSC 

09 

03 

Apollo Checkout Equipment, 
Equipment in Blockhouse 34 

Spacecraf t 



ESD-106110 

MSC 

09 

03 

Apollo Checkout Equipment, 
Equipment in Blockhouse 37 

Spacecraft 




ESD-106111 NSC 

Apollo Checkout Equipment, Spacecraft 
Equipment in the Launch Control Center of 
Complex 39 


ESD— 106112 

MSC 

09 

03 

Astronaut Communications Panel 




ESD-106113 

MSC 

09 

03 

X-Y Plotter 




ESD— 106114 

MSC 

09 

03 


Recording Oscillograph 


ESD-106115 MSC 

Pulse Code Modulation Subcommutator, 
Portable Data Gathering System 

ES D— 1061 16 NSC 

System Specification for Merritt Island 
Launch Area Laboratory Ground Station 

ES D-1061 17 MSC 

2200-2300 Megacycle Multicoupler 

FFB-M-4 GSFC 

See S-332-P-0001 

FFB-T-1 GSFC 

See S-532-P-0008 

FFB-T-2 GSFC 

See S— 532— P—0009 

FFB-T-3 GSFC 

See S-532-P-00 10 

FFB-T-4 GSFC 

See S— 532— P—0011 

FFB-T-5 GSFC 

See S-532-P-0012 

FFB-T-6 GSFC 

See S— 532— P—00 13 

FFB-T-7 GSFC 

See S— 532— P— 00 14 

FFri-T-8 GSFC 

See S-532-P-0015 

FFB-T-9 GSFC 

See S— 532— P-0016 

FFB-T-1 1 GSFC 

See S— 532— P—0017 

FFB-T-12 GSFC 

See S-532-P- t 0018 

FFB-T-14 GSFC 

See S— 532— P—0019 

FFB-T-15 GSFC 

See S— 532— P—0020 

FFB-T-16 GSFC 

See S-532-P-0021 

FFB-T-17 GSFC 

See S-532-P-0022 

FFB-T-20 GSFC 

See S-532-P-0023 

FFB-T-21 GSFC 

See S-532-P-0024 

FFB-T-23 GSFC 

See S— 532— P—0025 

FFB-T-24 GSFC 

See S-532— P-0026 


FFB-T-25 

See S-532-P-0027 


09 03 

09 03 

09 03 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
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FFB-T-26 

See S— 532-P— 0028 

GSFC 

05 01 

FFB-1 

See S-532-P-0007 

GSFC 

05 01 

FTM 1016910 

See S— 550— AP-0001 

GSFC 

05 01 

FTM 1016951 

See S-550— AP-QQ02 

GSFC 

05 01 

G-2-000 

See S-320-D— 0001 

GSFC 

05 01 

G-8-000 

See S— 320— D— 0002 

GSFC 

05 01 

GA— GEM— 1001800 

See S-552-P-0018 

GSFC 

05 01 

GA— GEM- 100 43 10 

See S-552-GEM— 0010 

GSFC 

05 01 

GA— GEM— 314791 1 

See S-553— P—0039 

GSFC 

05 01 

GEP-S18-1 

See S— 623-0 AO-OOO 1 

GSFC 

05 01 

GEP-S18-2 

See S-623-OAO-OOQ2 

GSFC 

05 01 

GEP-S18-3 

See S— 623— DAO— 0003 

GSFC 

05 01 

GEP-S18-4 

See S— 623— 0 AO— 0004 

GSFC 

05 01 

GEP-S18-5 

See S— 623— 0 A0— 0005 

GSFC 

05 01 

GEP-S18-6 

See S— 623— 0 A0— 0006 

GSFC 

05 01 

GEP-S18-7 

See S— 6 23-0 AO-OOO 7 

GSFC 

05 01 

GEP-S18-8 

See S— 623— 0 AO-OOO 8 

GSFC 

05 01 

GEP-S18-9 

See S-623—0 AO-OOO 9 

GSFC 

05 01 

GEP-S18-10 

See S— 623— 0 AO— 0010 

GSFC 

05 01 

GME— 50335— GEN 

Single Branch Explosively 
Assembl y 

JPL 

Actuated Valve 

11 01 

GM I— 50 5 4 9- GEN 

JPL 

11 01 


Qualification Testing of Transformers Power, 

Four to Eight Kilocycle Toroidal, 3/29/66 

GHO— 30614— GEN— A JPL 11 01 

Commercial Equipment for Use in Ground 
Support Equipment, Guidance and Control 
Systems, 10/16/63, Amendment 1-A, 9/09/64 

GMO— 501 11— GEN-B JPL 11 01 

Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 

5/04/64, Amendment 1-B, 9/01/64, Amendment 

2, 2/26/65 


GM0-50139— GEN-F JPL 11 01 

Quality Control Requirements for Ground 
Support Equipment, 10/06/66 

GM0-50190-GEN JPL 11 01 

Inspection Standards for Workmanship, 

Electronic Ground Support Equipment, 

12/13/63, Amendment 1, 2/05/64, Amendment 2, 
11/09/64, Amendment 4, 6/28/65 


GM0-50300-GEN JPL 11 01 

Spare Parts Requirements for Electro- 
Mechanical Systems, 5/13/64 

GM0— 50363-GEN JPL 11 01 

Insulation of Metal Rocket Motor Chambers 
Using NBR Gen-Gard Materials /Hand Layup, 

Cure In-Place Method/, 9/07/64, 

Amendment 1, 11/19/64 

GM 0-50385-GEN JPL 11 01 

Electronic Moving Van for Transport of 
Spacecraft, 12/18/64 

GMQ-50470— GEN-A JPL 11 01 

Microbiological Assay and Certification of 
Spacecraft Hardware Sterility, 8/04/67 

GM 0—5 0555- GEN JPL 11 01 

Research and Development Quality Assurance 
Requirements for Ground Support Equipment, 

6/02/66 

G MO— 50571-GEN JPL 11 01 

Design and Fabrication Requirements for 
Resistance Welded Electrical Connections, 

7/27/66 

GMU— 50387— GEN JPL 11 01 

Contamination Control of Flight Hardware 
Spacecraft Control Flight Components, 

2/03/66 

GM V— 50003-GEN JPL 11 01 

Clean Room Requirements for Attitude Control 
Gas System, 10/07/63 

GMZ— 50521— GEN-A JPL 11 oi 

Long Term Compatibility Testing With 
Hydrazine, 2/24/66 

GMZ— 50522— GEN JPL 11 oi 

Pressure Measurement System for Liquid 
Propellant Compatibility Testing, 4/22/66 

GP M— 20068— GEN— A JPL 11 oi 

Midcourse Propulsion Systems Cleaning Process. 
12/23/63 

GSFC-ACS— 001 GSFC 05 01 

Gyroscope, Free, Miniature, Two Axis 

GSFC— TDS— ANT— 29 GSFC 05 01 

See S— 525— P—0029 

GSFC— TDS— ANT— 30 GSFC 05 01 

See S-525— P—0030 

GSFC— TDS— ANT— 30 GSFC 05 01 

See S— 52 5- AMT— 0030 

GSFC— TDS— ANT-31 GSFC 05 01 

See S— 525-P-0031 
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GSFC-TDS-FS-1 

See S-553-P-0028 

GSFC 

05 01 

GSFC— TRS— ACSS— 1 

See S-500-P-0011 

GSFC 

05 01 

GSFC-TDS-FS-1 

See S-500-P-0451 

GSFC 

05 01 

GSFC-TRS-ANT-1 

See S-525-P-0001 

GSFC 

05 01 

GSFC-TDS-GRRR-2 

See S-531-RR-0002 

GSFC 

05 01 

GSFC— TRS-ANT— 2 

See S— 525— P—0002 

GSFC 

05 01 

GSFC-TDS-GRRR-3 

See S-531-RR-0003 

GSFC 

05 01 

GSFC-TRS- ANT-3 

See S— 525— P-0003 

GSFC 

05 01 

GSFC-TDS-PAINT-1 

See S-500-P-0027 

GSFC 

05 01 

GSFC— TRS— ANT-4 

See S-525— P-0004 

GSFC 

05 01 

GSFC-TDS— PCES-1 

See S— 500-P— 0026 

GSFC 

05 01 

GSFC— TRS— ANT-5 

See S-525-P-0005 

GSFC 

05 01 

GSFC-TDS-PCM-1 

See S-50 0-P-0023 

GSFC 

05 01 

GSFC— TRS— ANT— 7 

See S— 525— P—0007 

GSFC 

05 01 

GSFC-TDS-PROG-1 

See S-500-P-0022 

GSFC 

05 01 

GSFC— TRS— ANT-8 

See S— 525— P—0008 

GSFC 

05 01 

GSFC-TDS— RFS-20 

See S-523-P-0208 

GSFC 

05 01 

GSFC-TRS— ANT-9 

See S— 525— P-0009 

GSFC 

05 01 

GSFC-TDS— RFS— 22 

See S-553-P-0022 

GSFC 

05 01 

GSFC— TRS— ANT— 11 

See S— 525-P— 0011 

GSFC 

05 01 

GSFC-TDS— RFS— 208 

See S-500-P-0208 

GSFC 

05 01 

GSFC— TRS— ANT— 13 

See S— 525— P—0013 

GSFC 

05 01 

GSFC-TDS-RFS-211 

See S-500-P-0211 

GSFC 

05 01 

GSFC— TRS— ANT— 15 

See S— 525— P-00 1 5 

GSFC 

05 01 

GSFC-TDS— RFS -220 

See S-500-P-0220 

GSFC 

05 01 

GSFC— TRS— ANT— 16 

See S— 525— P— 00 1 6 

GSFC 

05 01 

GSFC-TDS— RFS— 221 

See S-500-P-0221 

GSFC 

05 01 

GSFC— TRS— A NT- 17 

See S-525— P— 00 17 

GSFC 

05 01 

GSFC-TDS-RFS— 222 

See S-500-P— 0222 

GSFC 

05 01 

GSFC— TRS-ANT— 18 

See S-525-P— 00 18 

GSFC 

05 01 

GSFC-TDS— RFS— 223 

See S-500-P-0223 

GSFC 

05 01 

GSFC— TRS-ANT— 19 

See S— 525— P—00 19 

GSFC 

05 01 

GSFC-TDS-RFS-224 

See S-500-P-0224 

GSFC 

05 01 

GSFC— TRS— ANT— 21 

See S— 525— P—002 1 

GSFC 

05 01 

GSFC-TDS— RFS— 225 

See S-500-P-0225 

GSFC 

05 01 

GSFC— TRS— ANT -22 

See S-525-P-0022 

GSFC 

05 01 

GSFC-TDS— RFS— 226 

See S— 500-P -02 2 6 

GSFC 

05 01 

GSFC— TRS-ANT— 23 

See S-525-P-0023 

GSFC 

05 01 

GSFC-TDS-SRV-30 

See S-500-P-002 1 

GSFC 

05 01 

GSFC— TRS- ANT -24 

See S-525-P— 0024 

GSFC 

05 01 

GSFC-TDS-TDP-1 

See S-500-P-0025 

GSFC 

05 01 

GSFC— TRS-ANT -26 

See S— 525-P— 0026 

GSFC 

05 01 

GSFC-TDS-TTS-1 

See S-500-AP-0001 

GSFC 

05 01 

GSFC— TRS-ANT— 27 

See S— 525— P—0027 

GSFC 

05 01 

GSFC-TDS— TTS— 2 

See S-53 l-P-0267 

GSFC 

05 01 

GSFC— TRS— ANT -28 

See S-525-P-0028 

GSFC 

05 01 

GSFC-TDS-XTR-1 

See S-500-P-00 09 

GSFC 

05 01 

GSFC— TRS-ANT— 32 

See S— 525— P—0032 

GSFC 

05 01 

GSFC-TDS-30-1 

See S-500-P-0024 

GSFC 

05 01 

GSFC— TRS— ANT-33 

See S— 525— P—0033 

GSFC 

05 01 
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GSFC— TRS-ANT— 35 

See S— 525— P—0035 

GSFC 

05 01 

GSFC— TRS— 85-2 

See S— 500— P—0016 

GSFC 

05 

01 

GSFC— TRS-ANT— 36 

See S— 525— P—0036 

GSFC 

05 01 

GSFC— TRS— 85-3 

See S— 500— P—0017 

GSFC 

05 

01 

GSFC— TRS-ANT— 37 

See S— 525— P—0037 

GSFC 

05 01 

GSFC— TRS— 85-4 

See S-500— P-0018 

GSFC 

05 

01 

GSFC— TRS-ANT— 38 

See S— 525— P—0038 

GSFC 

05 01 

GSFC— TRS-414 

See S— 500— P—0414 

GSFC 

05 

01 

GSFC— TRS-ANT— 39 

See S— 525— P—0039 

GSFC 

05 01 

GSFC-S1 1-006 

See S— 620— ATS-0006 

GSFC 

05 

01 

GSFC— TRS— DTA— 1 

See S-500— P—0014 

GSFC 

05 01 

GSFC— SI 1-012-00 

See S— 620— ATS— 0012 

GSFC 

05 

01 

GSFC-TRS— DTA— 2 

See S-500— P—0015 

GSFC 

05 01 

GSFC-533— 64-01 

See S-553-P-0001 

GSFC 

05 

01 

GSFC-TRS— REC—1 

See S— 523— RO— 0001 

GSFC 

05 01 

GSFC-53 6-21611 

See S-536-P-0001 

GSFC 

05 

01 

GSFC— TRS-RFS— 101A 

See S— 500— P—0101 

GSFC 

05 01 

GS FC— 553— 64- 02 

See S— 553— P—0002 

GSFC 

05 

01 

GSFC-TRS-RFS-202C 

See S— 500— P—0202 

GSFC 

05 01 

GSFC— 553— 64-03 

See S-553— P-0003 

GSFC 

05 

01 

GSFC-TRS-RFS-204A 

See S-500— P—0204 

GSFC 

05 01 

GSFC— 553-64-06 

See S-553— P—0006 

GSFC 

05 

01 

GSFC— TRS-RFS— 212 

GSFC 

05 01 





See S— 500— P—0212 


GSFC— 553-64-08 

GSFC 

05 

01 

GSFC— TRS— RFS— 213 

GSFC 

05 01 

See S-553-P-0008 


See S— 500— P-0213 
GSFC-TRS-RFS-301A 

GSFC— 553— 64-1 0 

See S— 553— P—001 0 

GSFC 

05 

01 



GSFC 

05 01 

See S— 500— P—0301 
GSFC— TRS— RFS— 410 

GSFC— 553-64-1 1 

See S— 553— P—00 1 1 

GSFC 

05 

01 



GSFC 

05 01 

GSFC 

05 

01 

See S— 500— P—0410 
GSFC— TRS— RFS— 411 

GSFC- 553— 64-14 

See S-553— P—00 14 


GSFC 

GSFC 

05 01 

GSFC 

05 

01 

See S— 500— P—0411 
GSFC— TRS— RFS— 412 

GSFC— 553— 64-15 

See S— 553— P—001 5 


05 01 

See S— 500— P—0412 
GSFC— TRS— RFS— 413 

GSFC— 553— 64-27 

See S-553-P— 0027 

GSFC 

05 

01 



GSFC 

05 01 




See S— 500— P—0413 


GSFC— 571-65-01 

GSFC 

05 

01 

GSFC-TRS— RFS— 415 

See S— 500— P—0415 

GSFC 

05 01 

Spare and Replaceable Parts Provisioning 
Document for National Aeronautics Space 
Administration Coenun i cat i ons Division 


GSFC— TRS— RFS— 416 

See S— 500— P—0416 

GSFC 

05 01 

GSFC— 571— 66-08 

Solid State Neutral Telegraph 

GSFC 

Relay 

05 

01 

GSFC— TRS— RFS— 419 

GSFC 

05 01 

Speci f i cat ion 



See S-500— P—0419 
GSFC— TRS— RFS— 420 


GSFC— 616. 3 

See S— 6 16— P—0001 

GSFC 

05 

01 


GSFC 

05 01 

GSFC 

05 

01 

See S-500— P—0420 
GSFC— TRS— SR V—l 

IF B— SC-578 

See S— 532— P—0031 


GSFC 

05 01 




See S— 500— P—0012 



KD1A0127 

KSC 

10 

01 

GSFC-TRS— SR V-i2 

See S— 500— P—0013 

GSFC 

05 01 

Index of Specifications, Standards and 
Procedures, Revised, 04/26/65 

GSFC— TRS— 6 

See S— 525— P—0006 

GSFC 

05 01 

KD1A0132 KSC 10 

Apollo Test Plan for Launch Support Equipment 
Engineering Division, Revised, 12/10/65 

01 
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KD1A0133 

Engineering Procedures 

KSC 

10 

01 

KD1A0146 

KSC 

10 

01 


Index of Spec ! f tea t ions v Standards, and 
Documents. Released and Utilized by Launch 
Equipment Engineering Division, 07/01/66 


KSC-SPEC— E— 0001 KSC 10 01 

Coating, Conformal /Polyurethane/, Printed 
Circuit Asseablies, Procedure for, 11/30/66 

KSC— SPEC-M— 0001 KSC 10 01 

Contract End Itea Detail Specification /Low 
Frequency Accelerometer/ Per f oraance/De s I gn 
and Product Configuration Requ i reaent s , 

11/03/66 


KSC-SPEC— P-0001 KSC 10 01 

Design, Fabrication, and Test of Coapartaent 
Cooling Unit for S-IV-B Instruaentat i on 
Unit, Project Apollo, 01/03/67 

K5C-SPEC-Q-0001 KSC 10 01 

Coatings, Conforaal, Protective, Envi ronaenta 1 
for Printed Circuit Asseablies, 10/10/66 

KSC-STD— E-0001 KSC 10 01 

Design of Electrical Control and Monitor 
Equipaent and Panels, 11/30/66 


KSC-STD— S-0001 KSC 10 01 

Inspecting, Testing, and Certifying Fixed and 
Mobile Cranes, Forklifts, Mobile Personnel 
Towers, and Auxiliary Equipaent, 09/27/66 

KSC-SPEC-rf-002 KSC 10 01 

Purchase Specification for an Ultraviolet 
Flane Detector Launch Coaplex 34 and 37, 

12 / 01/66 

KSC— STD— 2 KSC 10 01 

Elevated Floor Systea, 05/10/65 

KSC-STD-S-0002 KSC 10 01 

Identifying and Color Coding Coapre ssed-Gas 
Cylinders, 10/07/66 

KSC-STD— 3 KSC 10 01 

Electrical Work, Interior, 12/17/64 

KSC-STD— 5 KSC 10 01 

Color Code for Piping Systems. /Inter!*/, 

11/27/64 

KSC— STD-8 KSC 10 01 

Instructions for Preparation of Design Criteria 
and Functional Requi reaent s. /Interia/, 

02/24/65 

KSC-STD-15 KSC 10 01 

Plumbing /Cross Connections/ Engineering 
Design Standard. /Interia/, 07/11/66 

KSC-G-100 KSC 10 01 


Guide for the Preparation of Specifications, 
10/02/64 


KSC-S-101 KSC 10 01 

General Specification Semiconductor Devices, 
08/24/64 

KSC-S-101/1 KSC 10 01 

Specification Sheet Diode, Zener, Silicon, 

Power Type KIN2970B, 08/24/64 

KSC-R-102 KSC 10 01 

Resistors, Fixed, Fila /High Stability/ 

/Styles KRN55/60/65/70C/, 00/24/64 

KSC— R— 1 03 KSC 10 01 

Resistors, Fixed, Fila General Purpose 
/Styles KRL07/20/32/42/ , 08/24/64 

KSC-R-105A KSC 10 01 

Resistors, Fixed, Wlrewound /Power Type/ 

Style KRW67/68/69/ , 03/10/66 


KSC— C— 106 KSC 10 01 

Capacitor, Fixed, Glass Dielectric, High 
Reliability /Styles CYFR 10/15/20/30/, 

08/24/64 

KSC-C-107A KSC 10 01 

Capacitors, Fixed, Tantalua /Polarized, 

Etched Foil/ /Style KCL21/ , 03/10/66 

KSC-C-1 08 KSC 10 01 

Capacitors, Fixed, Tantalua Non Polar Etched 
Foil /Style KCL23/, 08/24/64 

KSC-C-109A KSC 10 01 

Capacitors, Fixed, Tantalum /Polarized, Plain 
Foil/ /Style KCL31/ , 03/10/66 

KSC-C-1 10A KSC 10 01 

Capacitors, Fixed, Tantalua /Polarized, Etched 
Foil/ /Style KCL33/, 03/10/66 

KSC-C-111A KSC 10 01 

Capacitors, Fixed, Solid, Tantalua /Style 

KCS13/, 03/10/66 

KSC-C-1 12 KSC 10 01 

Capacitors, Fixed, Plastic Dielectric, 
/Nonaetallic Case/ /Style KCTM/, 08/24/64 

KSC-C-113 KSC 10 01 

Capacitors, Fixed, Polarized, Tantalum Foil 
/Style KCL51 and KCL53/ , 08/24/64 

KSC-C-114 KSC 10 01 

Capacitors, Fixed, Paper or Paper-Plastic 
/Style KCVP09/, 08/24/64 

KSC— P—1 16 KSC 10 01 

Procedure for Packaging and Marking Cables 
and Harnesses, 10/01/64 

KSC-STD-1 1 8 KSC 10 01 

Failure Effect Analysis of Ground Support 
Equipaent, 02/03/65 

KSC-STD-122 KSC 10 01 

Deteraining Criticality Nuabers for Priority 
I, II and III Coaponents, 05/15/66 

KSC-C-123 KSC 10 01 


Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Asseablies, Subsysteas and Systeas 
for Pneumatic Use in Support Equipaent, 
12/14/64 
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KSC-F-124 KSC 10 01 

Fittings /Pressure Connections/, Flared Tube, 
05/05/65 


KSC— STD— 164 KSC 10 01 

Environmental Test Methods for Ground 
Support Equipment Installations at John F. 


KSC-M-125 KSC 

Drafting and Design, Preparation and 
Maintenance of, 06/01/66 


10 01 KSC-E-165A KSC 

Electrical Ground Support Equipment 
Fabrication, 10/07/64 


10 01 


K3C-S-126 KSC 10 01 

Specification for Sealing of Electrical 
Components and Enclosures, 02/15/65 


KSC— W— 167 KSC 10 01 

Procedure for Wiring Programming System 
Patchboards, 06/15/64 


KSC— P-127/1 KSC 10 01 

Detail Specification Packaging, Marking for 
Shipment and Storage of Motors and Motor 
Drive Sets, 07/01/66 


KSC— STD— 168 .. KSC 10 01 

Interpretations of Drawing Terms and 
Tolerances, 02/18/66 


KSC— P-127/2 KSC 10 01 

Racks, Consoles, Panels, and Distributors, 
Packaging, Marking and Storage of, 12/01/65 

KSC-STD-120 KSC 10 01 

Test Reports, Preparation of, 06/05/65 

KSC-STD— 129 KSC 10 01 

Test Procedure, Preparation of, 10/05/65 

KSC— STD— 131 KSC 10 01 

Pneumatic and Hydraulic Mechanical Components 
and Parts, Electrical, 02/01/66 

KSC— STD— 132 KSC 10 01 

Potting and Holding Electrical Cable Assembly 

Terminations, 11/22/65 

KSC— C— 133 KSC 10 01 

Capacitors, Fixed, Tantalum /Polarized, 
Sintered-Slug/ /Style KCL65/, 03/10/66 

KSC-STD— 140A KSC 10 01 

Bonding and Grounding Standard, 06/17/66 

KSC-STD— 14 1 KSC 10 01 


Cable /Lifting/ Identification Band and Data 
harking, 04/28/66 


KSC R-148 K SC 10 01 

Resistors, Composition Carbon /Styles 
KRC07/20/32/42/, 03/10/66 

KSC-W-151A KSC 10 01 

Specification for Solderless Wrap Process, 
Electrical Connections, 07/06/64 

KSC— STD— 152— 1 KSC 10 01 

Graphical Symbols for Drawings- Part 1, 

Electrical and Logic Symbols, 02/01/64 


KSC— bTD— 152— 2 KSC 

Graphical Symbols for Drawings- Part 2, 
Mechanical Symbols, 07/01/64 


KSC— E-153F KSC 

Specification for Modular Enclosures, Radio 
Frequency Interference Shielded, 01/21/64 


10 01 


KSC-B-155 KSC 

Bonds and Grounds Cleaning, Testing and 
Protection, 04/25/66 


10 01 


KSC-STD— 169 KSC 10 01 

Harking of Ground Support Equipment, 10/01/64 

KSC-S-178 KSC 10 01 

Soldering, Automatic Wave, or Printed Circuit 
Assemblies, 07/01/66 


KSC-W-179 KSC 

Welding of Stainless Steel and Invar Pipe, 
Tubing, and Associated Fittings, 08/01/66 


10 01 


KSC W— 180 KSC 10 01 

Welding of Aluminum Alloy Pipe, Tubing and 
Associated Fittings, 08/01/66 

KSC— C— 182 KSC 10 01 

Gas Cleanliness Requirements for Operational 
Gaseous Nitrogen, Helium, and Hydrogen 
Systems at Complex 39, 06/07/66 

KSC— D— 327 KSC 10 01 

Drawings, Engineering and Associated Lists. 
02/07/66 

KSC— 34-37B-003 KSC 10 01 

Technical Specifications for Modification on 
Launch Complexes 34 and 37B for Apollo 
I ngre 33-Egress System, 05/15/64 

KSC— CP— 22309 KSC 10 Q1 

Performance/Design and Product Configuration 
Requirements KSC Operations Safety Officer. 

Launch Firing Room Console for Apollo 
Launch Support Systems, 09/13/65 


LMSC-1415050 

See S-553-P-0042 


GSFC 


MCO— 31 128-GEN-B JPL 

Mariner C Flight Equipment Electronic 
Packaging, 5/10/65 

HCO— 50383— GEN-B JPL 

Mariner C, Flight and Ground Equipment 
Requirements for Storage of the Mariner 
/MC— 4/ Spacecraft and Associated Items, 
2/01/65, Amendment 1, 12/01/65 

MCP— 30287-GEN JPL 

Mariner C, Flight Equipment, Fabrication, 
Power Subsystem, Solar Panels /4A1, 4A3, 
4A5, and 4A7/, 8/17/63 


05 01 


11 01 


11 01 


11 01 
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MOO— 50274— GEN— A JPL 11 01 

Mariner* Flight Equipment* Electron Radiation 
Teat for Quality of Assembly Irradiation By 
Natural Radiation Belt Electrons, 9/01/64 

MSC-ASPO-EMI-10A MSC 09 01 

Addendum to MIL-I-26600 /Interference Control 
Requirements* Aeronautical Equipaent/ 


NSC-ASP0-G0RP-4 MSC 09 03 

Apollo Spacecraft Integrated Ground Operations 
Requi reaents Plan 


MSC— ASP0— RQA— 11 

Qualification Test Guideline 

MSC 

09 

01 

MSC-ASP0-S-5C MSC 

Aaendaent to Soldering Specification MSFC 
PROC 158B 

09 

03 

NSC-ASPO-S-6 

MSC Supplement to NPC 200-4 

MSC 

09 

03 

MSC-COC-1 

Apollo Checkout Criteria 

MSC 

09 

03 

MSC-GSE-1B 

MSC 

09 

03 


Apollo Ground Support Equipaent General 
Environaental Criteria and Test 
Speci f ication 

MSC— MSFC-JD— 001 MSC 09 03 

Criaplng of Electrical Connections Requireaents 
for 

MSC-PPD— 1 MSC 09 03 

Solvent Trtchlorouonof 1 uoroaet hane 

MSC-PPD-2 MSC 09 03 

Propellant* Inhibited Nitrogen Tetroxide 

MSC— Q— 1 MSC 09 03 

Criaplng of Electrical Connections 

MSC— Q— 3 MSC 09 03 

Pre-Treataent /Etching/ of Teflon Surfaces 
Prior to Potting Process 


MSC-SPEC-1 MSC 09 03 

Microfilming of Drawings and Associated 
Documents* Specification for 

MSC— SPEC— 3 MSC 09 03 

Microfilaing of Engineering Documents 16 MM* 
Requireaents for 

MSC— SPEC— 7 MSC 09 03 

Microfiche Preparation* Specification for 

NSC— PR0C— 31 MSC 09 03 

Passive Theraal Protection System 
Installation* Procedures for 

MSC-STD— 103 MSC 09 03 

Preparation of Test Reports Standard 

MSC— STD— 104 MSC 09 03 

Preparation of Program Plans Standard 

MSC-STD— 105 MSC 09 03 

Preparation of Performance and Design 
Requi reaents 


MSC-STD-106 MSC 09 03 

Preparation of Test Plans Standard 

HSC-STD-107 MSC 09 03 

Preparation of Test Procedures Standard 

HSC-STD-108 MSC 09 03 

Preparation of ISD Engineering Applications 

Docuaen tat i on Standard 

MSC— STD— 109 MSC 09 03 

Preparation of Space Environment Simulation 
Laboratory and Space Environment Effects 
Laboratory Test Procedures 

NSC-STD-C-1 MSC 09 03 

Definitions for Contaalnat ion Programs 

MSC-SPEC-C-2A MSC 09 03 

Clean Room Garaents* Specification for 

HSC-SPEC-C-3 MSC 09 03 

Decals* Certification of Cleanliness* 

Specification for 

MSC-SPEC-C-4 MSC 09 03 

Clean Rooms and Work Stations 

MSC-SPEC-C-5A MSC 09 03 

Apollo Spacecraft Cleanliness* Specification 

for 

MSC-SPEC-C-6 MSC 09 03 

Apollo Spacecraft, Fluid Cleanliness 

MSC— SPEC-C-7 MSC 09 03 

Apollo Spacecraft Fluid Systems Surface 

MSC-SPEC-C-8 MSC 09 03 

Apollo On-Board Equipaent Cleanliness 

HSC-SPEC-C-9 MSC 09 03 

Cleanliness of Non-Airborne Breathing Systems 

MSC-SPEC-C-10 MSC 09 03 

Control During Repair* Replacement or 
Maintenance 

MSC-SPEC-C-1 I MSC 09 03 

Precision Cleaning 


MSC-SPEC-C-1 2 

MSC 

09 

03 

Precision Clean Packaging 




MSC-SPEC-C-1 3 

MSC 

09 

03 

Fluid Sampling 




MSC-SPEC-C-1 4 

MSC 

09 

03 

Spacecraft Fluid Analysis 




MSC-SPEC-C-1 5 

MSC 

09 

03 

Pressure Garment Assembly Cleanliness 



MSC-SPEC-C-20 

MSC 

09 

03 

Water* High Purity 




NSC-SPEC-C-21 

MSC 

09 

03 

Water* Potable* Specification 

for 



MSC-SPEC-C-22 

MSC 

09 

03 


Ethylene Glycol-Water 
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MSFC-STD-100 MSFC 08 01 

Castings, Aluminum and Magnesium Alloy, 
Radiographic Inspection of. Acceptance 
Standard for, 05/16/61, Amendment 1, 

06/17/66 

NS FC- SPEC- 104 MSFC 08 01 

Aluminum Alloy, 2014 Bars, Plate, and Sheet, 
Specification for, 04/02/62, Amendment 1, 
04/30/64 

MSFC-STD-105A MSFC 08 01 

Synthetic Rubber, Age Control of. Standard for 
12/21/62, Amendment 1, 04/16/65 

NSFC-STD-106B MSFC 08 01 

Testing Compatibility of Materials for Liquid 
Oxygen Systems, 09/16/66 

NSFC-SPEC-108A MSFC 08 01 

Microfilming of Drawings and Associated 
Documents, Specification for 09/04/1963 

MSFC-STD-110A MSFC 08 01 

Electrical Hardware, Equipment, Materials, and 
Methods Used in Saturn Ground Support 
Equipment, Standard for 03/16/1962 

M3FC-SPEC-111 MSFC 08 01 

Coating Compounds, Ceramic Enamel and Gold, 
Preparation and Application, Specification 
for 04/05/1963 

MSFC-SPEC-1 13A MSFC 08 01 

Filter, Elements, Hydraulic, Wire Mesh, 
Specification for, 07/26/63, Amendment 1, 
05/08/64 

NSFC-SPEC-1 16 MSFC 08 01 


Hose Assemblies, Flexible, Hydraulic, Medium 
and High Pressure, High Temperature, 

Specification for, 01/18/63, Amendment 2, 
05/20/64 

HSFC-SPEC- 11 9A MSFC 08 01 

Connectors, Receptacles, Electrical, Printed 
Wiring Board, General Purpose, Edge 
Type, 05/01/66 

MSFC— SPEC— 1 24 MSFC 08 01 

Tape, Pressure-Sensitive Adhesive, for 
Preservation and Sealing, Specification for 
03/07/1962 

M3FC-SPLC-130 MSFC 08 01 

Certification of Welding Machine Operators 
and Weldors, Specification for 03/27/1963 

MSFC-SPEC-131C MSFC 08 01 

Tubing, Steel, Corrosion-Resistant /Type 304 
and 304L/, Seamless, Specification for 
12/23/1964 

MSFC-SPEC-133A MSFC 08 01 

Direct Current Amplifier Module, Specification 
for, 08/13/62, Amendment 1, 03/26/63 

MSFC-SPEC-135 MSFC 08 01 

Welding, Fusion, Specification for 01/16/1963 

MSFC-SPEC-137A MSFC 08 01 

Aluminum Alloy Sheet, Raw Material, General 
Specification for, 03/18/63, Amendment 1, 
07/14/65 


MSFC-PROC-140A MSFC 08 01 

Cable Assemblies, Fabrication of, for 
Electrical Ground Support Equipment, 

Procedure for 10/12/1964 

MSFC-SPEC-142 MSFC 08 01 

Coating Compound, MSFC-X— 258, Preparation 
and Application of, Specification for 
05/19/1961 

NSFC-SPEC-1 4 3B MSFC 08 01 

Fittings, Flared Tube /Premium Quality/, 

Pressure Connections, Specification for, 

02/10/65, Amendment *5, 09/21/66, QPL-143-1, 

01 / 10/66 

MSFC-SPEC-144B MSFC 08 01 

Aluminum Alloy Forgings, Premium Quality, 

Heat Treated, Specification for, 03/31/64, 
Amendment 1, 09/08/64 QPL-144-1, 07/26/65 

MSFC-SPEC-145A MSFC 08 01 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shapes, and Forgings /Premium 
Quality/, Specification for, 05/15/63, 

Amendment 4, 08/19/66, QPL-145-1, 02/16/66 

MSFC— PR0C- 151 MSFC 08 01 

Contamination Control and Environmental 
Protection of Space Launch Vehicles and 
Associated Equipnent, Procedure for 
03/29/1963 

MSFC-STD-154A MSFC 08 01 

Printed-Wiring Boards /Copper-Clad/ Design, 
Documentation, and Fabrication of, 12/15/65 

MSFC— STD— 1 56 MSFC 08 01 

Riveting, Fabrication and Inspection, 

Standard for, 04/02/62, Notice 1, 11/14/63, 

Amendment 1, 11/15/63 

MSFC— PRDC-158B MSFC 08 01 

Soldering of Electrical Connections /High 
Reliability/, Procedure for, 02/15/63, 

Amendment 1, 09/27/63 

M3FC-STD-162A MSFC 08 01 

Mechanical Symbols, Standard for, 02/14/64, 
Amendment 1, 12/18/64 

MSFC-STD-163 MSFC 08 01 

Electrical Engineering Design Practice, 

Standard for 03/15/1962 

MSFC— SPEC- 164 MSFC 08 01 

Cleanliness of Components for Use in Oxygen, 

Fuel, and Pneumatic Systems, Specification 
for, 04/16/62, Amendment 4, 07/17/64 

MSFC-PR0C-166C MSFC 08 01 

Hydraulic Systems Components and Hydraulic 
Fluids for Space Vehicles, Cleaning, 

Testing, and Handling, Procedure for 
08/18/1965 

MSFC— SPEC— 171 MSFC 08 01 

Fittings /Pressure Connection/, Flared Tube, 
Specification for, 02/13/62, Amendment 1, 
09/27/65 

MSFC-PROC-175 MSFC 08 01 

Coating Procedures, Saturn Ice-Shields 
03/26/1962 
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MSFC-STD-181 MSFC 08 01 

Finishes and Coatings for Corrosion Protection 

of Space Vehicle Structures and 
Associated Equipment, Standard for 
02/07/ 19fa2 

MSFC— PR DC- I860 MSFC 08 01 

Potting and Molding Cable Assemblies, Using 
Elastomeric Compounds, 09/13/65 

MSFC— SPEC- 188 MSFC 08 01 

Hydraulic System, H-l Engine, Checkout 
Requirements, Specification for 08/30/1963 

MSFC-SPEC-189 MSFC 08 01 

Chain, Ueldless, Single Jack, and S Hooks, 

Specification for 02/12/1962 

M5FC-PR0C-195A MSFC 08 01 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 

MSFC— PROC- 1968 MSFC 08 01 

Potting Cable Assemblies, Using Epoxy Resin 
Compounds, 09/09/65, Amendment 1, 12/13/65 

MSFC-SPEC-197A MSFC 08 01 

Material, Unfired, Ceramic, Thermal 
Insulation for Radiant Heating, M-31, 
Specification for, 03/04/63, Amendment 1, 

06/28/63 

MSFC-SPEC-198A MSFC 08 01 

Material, Rework and Repair for M-31 Thermal 
Insulation, Specification for 03/22/196 3 

MSFC-SPEC-1 99A MSFC 08 01 

Coating, Vapor Barrier, M-31C, 

Specification for 04/12/1963 


MSFC-SPEC-202A MSFC 08 01 

Compound, Potting and Molding, Elastomeric, 
12/11/1964, QPL-202— 4 02/09/1966 

MSFC- SPEC- 203A MSFC « 08 01 

Subliming Coating Compounds, Preparation and 
Application of. Specification for 06/12/1964 

MSFC-STD-204A MSFC 08 01 

Weight Notation Systems, Standard, 12/06/62, 
Amendment 1, 01/15/63 


MSFC-PRGC-205 MSFC 08 01 

Prime Coat, EX 176, Preparation and 
Application of. Procedure for 01/17/1963 

MSFC-PRDC-208A MSFC 08 01 

Weight Documentation Form Completion, Space 
Vehicle, Procedure for 10/10/1962 

MSFC- SPEC -209 MSFC 08 01 

Terminal-Cable Assemblies, Swaged Type, 
Specification for 04/20/1962 

MSFC-SPEC-21 7 MSFC 08 01 

Cover Sheet to 0-T-634a /Trichloroethylene, 
technical/ 08/10/1962 


M3FC-SPEC-2 19A MSFC 08 01 

Connectors, Flat Conductor, Flexible 
Electrical Cable, 05/05/66 


MSFC-SPEC-220B MSFC 08 01 

Cable, Flat Conductor, Flexible, Electrical, 
Copper, 01/28/66 

MSFC-SPEC-222B MSFC 08 01 

Resin Compounds, Electrical and Environmental 
Insulation, Epoxy, Specification for, 

10/19/65, QPL-222-1, 10/25/65 


MSFC-PROC-224 MSFC 08 01 

Printed Circuit Assemblies, Automatic Single 
Wave Soldering of, Procedure for, 01/10/64, 
Amendment 2, 10/25/65 

MSFC-PROC-226 MSFC 08 01 

Threaded Fasteners, Lubricant Application, 
Procedure for 07/12/1962 


MSFC-PR0C-228A MSFC 01 

Microfilm Logging Form Completion, MSFC 
Microfilming Program Support, Procedure for 
05/24/1963 

MSFC-SPEC-233A MSFC 01 

Nitrogen, Instrument Grade, Specification for 
09/21/1964 


FC— SPEC— 234 MSFC 1 

Nitrogen, Space Vehicle Grade, Specification 
for 09/21/1964 


HSFC“SPEC~236 MSFC 

Polytetraf 1 uoroet h y 1 ene /Teflon/ Molded and 
Extruded Parts, Sheets, Rods, and Tubing, 
Specification for, 07/20/62, Amendment 1, 
09/20/65 


MSFC— SPEC-237 A MSFC 

Solvent, Precision Cleaning Agents, 
Specification for 10/16/1964 

MSFC-PROC-238 MSFC 

Fittings, Female Threads /Premium Quality/, 
Preparation and Lubrication, Procedure for 
05/10/1963 


KSFC-PROC-239 MSFC 

Technical Writing Guide, Procedures, 

Vo 1 • I, 06/15/63, Vol « 1 1 A , 04/15/65, 

Vo 1 • 1 1 1 A , 10/15/64 


MSFC-SPEC-241 MSFC 08 

Preparation for Delivery of Aluminum Alloy 
Plate and Sheet, Specification for 04/22/1963 


MSFC-PROC-245 MSFC 

Carbon Tetrachloride, Scrubber Method for 
Analysis of Condensible Hydrocarbon 
Contamination in Compressed Gases, 
Procedure for, 01/16/63, Amendment 1, 
Ob/23/63 


MSFC— STD-246 MSFC 0i 

Design and Operational Criteria of Controlled 
Environment Areas, Standard for 07/29/1963 

MSFC-SPEC-248 MSFC 0 

Tubing, Steel, Corrosion and Heat-Resistant 
/18-8 Stabilized/, Type 321 and 347, 
Specification for 04/23/1963 
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MSEC— SPEC-250 MSFC 08 01 

Protective finishes for Space Vehicles, 

Structures and Associated Flight Equipment, 
Specification for, 02/28/63, Amendment 1, 
02/26/64 

MSFC— PROC- 252 MSFC 08 01 

Weight and Balance Requirements, Procedure for 
09/19/1962 


MSFC-SPEC-276A MSFC 08 01 

Tubing, Heat Reactive, Specification for 
02/17/1965 

MSFC-SPEC-278A MSFC 08 01 

Terminals Bifurcated and Turret, Swage Type 
and Standoff, Insulated Screutype, 

Terminals, Solder Pot, Swage Type 
07/01/64, Amendment 2, 10/05/64 


MSFC— SPEC— 253 MSFC 08 01 

Lubricant, Dry-Film Ceramic, MLF-5, 

Preparation and Application of, Specification 
for 04/15/1963 

MSFC— PROC— 256 MSFC 08 01 

Electrical Fabrication, Procedure for 
03/01/1964 

MSFC-PR0C-257A MSFC 08 01 

Conformal Coating /Epoxy/, Application of. 
Procedure for, 11/05/63, Amendment 2, 

06/30/65 

MSFC-ADL-258B MSFC 08 01 

Space Vehicles and Supporting Equipment, 
Applicable Documents, Listing for, 02/23/65 

MSFC-SPEC-259A MSFC 08 01 


Radiographic Inspection - Soundness 
Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MS FC-SP EC-262 MSFC 08 01 

Corrosion Preventive Compound, Oil Type, 

Water Displacing Saturn Engines and Related 
Components Preservative, Specification for 
01/15/1963 

M3FC-STD-263A MSFC 08 01 

Data Submittal Documentation, Contractor, 
Preparation of 12/18/1963 

MS FC-SP EC-26 6 A MSFC 08 01 

Plates, Identification, Metal Foil Adhesive 
Backed, Specification for 10/07/1964 

M3FC-STD-257A MSFC 08 01 

Human Engineering Design Criteria, Standard 
for, 09/23/66 


MSFC— SPEC-279 MSFC 08 01 

Electromagnetic Compatibility, Specification for 
06/01/1964 

MSFC-STD-280 MSFC 08 01 

Radio Interference Electric Field Attenuation 
Measurements for Shielded Equipment 
Enclosures, Standard for 06/26/1963 

HSFC-SPEC-282 MSFC 08 01 

Steel, Structural, Low Alloy, High Yield 
Strength, Specification for, 03/25/64 
Amendment 1, 05/26/65 

MSFC—SPEC-283 MSFC 08 01 

Testing, Ultrasonic, Aluminum Alloy Plate, 

Specification for 12/10/1963 

MSFC— PR DC-2 8 5 MSFC 08 01 

Sequencer, Flight, Acceptance Test, Procedure 
for 07/15/1963 

MSFC— PROC-289 MSFC 08 01 

Timer Assembly, Acceptance Checkout, Procedure 
for, 07/16/63, Amendment 1, 03/31/64 

MSFC-PRDC-290A MSFC 08 01 

Voltage Supply, Measuring, Acceptance 
Checkout, Procedure for 11/03/1964 

MSFC-PRDC-291 MSFC 08 01 

Sequencer, Flight, Slave Unit, Acceptance 
Test, 07/18/63, Amendment 1, 12/16/63 

MSFC— PR DC-292 A MSFC 08 01 

Voltage Supply, Master Measuring, Acceptance 
Checkout, Procedure for 11/02/1964 

MSFC-PR0C-293A MSFC 08 01 

Coating Conformal /Polyurethane/, Printed 


Circuit Assemblies, Procedure for, 11/15/63, 
Amendment 3, 05/06/65 


MS FC-SP EC- 27 0B MSFC 08 01 

Component Lead and Interconnection Materials, 
for Welded Electronic Modules, 10/17/66 

MSFC-STD— 271 MSFC 08 01 

Fabrication of Welded Electronic Modules, 

Standard for, 04/30/64, Amendment 2, 

10/29/65 

MSFC-PRDC-273 MSFC 08 01 

Tubing, Heat Reactive, Installation of. 

Procedure for 04/19/1963 

MSP C-PKOC-274 MSFC 08 01 

Terminals, Installation of, Procedure for 
06/07/63, Amendment 1, 12/15/63 

MSFC-ST D-275A MSFC 08 01 

harking of Electrical Ground Support 
Equipment, Front Panels, and Rack Title 
Plates, Standard for 05/22/1964 


MSFC-SPEC— 295 MSFC 08 01 

Receiving Station, Pulse Code Modulated 
Digital Data Acquisition Subsystem, Model 
DRS-1, Specification for 09/16/1963 

MSFC— SPEC-297 MSFC 08 01 

Digital Signal Simulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 08/07/1963 

MSFC— SPEC— 298 MSFC 08 01 

Quick-Look Assembly, Pulse Code Modulated 
Digital Data Acquisition Subsystem 
Receiving Station, Specification for 
08/08/1963 

MSFC— SPEC— 299 MSFC 08 01 

Data Switch Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 
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MSFC-SPEC-300 MSFC 08 01 

Correlator Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC-30 1 MSFC 08 01 

Source Selector, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/02/1963 

MSFC-SPEC— 302 MSFC 08 01 

Computer Interface Panel, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC-SPEC-303 MSFC 08 01 

Data Control Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/14/1963 

MSFC-SPEC-304A MSFC 08 01 

Digital Signal Synchronizer, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 01/05/1965 

MSFC-SPEC-305A MSFC 08 01 

Receiver and Demodulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 03/25/1965 

MSFC-SPEC- 30 6 MSFC 08 01 

Power Supply, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 

MSFC-SPEC-307 MSFC 08 01 

Blower Assembly, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 09/04/1963 

MSFC-SPEC-308 MSFC 08 01 

Patch Panel, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 

MSFC— SPEC-309 MSFC 08 01 

Digital Gate Rack Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/15/1963 

HSFC-PR0C-310 MSFC 08 01 

Potting of Electrical Distributors, Procedure 
for 09/18/1963 

MSFC-SPEC-312A MSFC 08 01 

Converter Assembly, D I g I t a 1-t o-Ana 1 og , 
Specification for 03/29/1965 


MSFC-SPEC-31 3 MSFC 08 01 

Telemetry Receiving Station, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem, Specification for 09/20/1963 

MSFC-PRUC-321 MSFC 08 01 

Accelerometer Assemblies, Donner, Alignment, 
Procedure for, 06/18/63, Amendment 1, 

08/12/63 


MS FC— SPEC- 32 3 A MSFC 08 01 

Converter, Ana 1 og-t o-D i g i t a 1 , Subassembly, 

Vehi c 1 eborne, Pulse Code Modulated Digital 
Data Acquisition System, Specification for 
05/15/1964 

MSFC— SPEC— 324 MSFC 08 01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for 
08/15/63, Amendment 2, 11/20/63 

MSFC-SPEC- 32 5 MSFC 08 01 

Welded Modules, Series 300, Specification for 
11/04/1963 

MS FC-SP EC-325/ 1 MSFC 08 01 

Welded Module, Series 300, Inverter Buffer 
/IB-3/ 11/04/1963 

MS FC-SP EC- 32 5/2 MSFC 08 01 

Welded Module, Series 300, Analog Switch 
/SW-1/ 11/04/1963 

MS FC-SP EC- 325/3 MSFC 08 01 

Welded Module, Series 300, Line Driver /LD-2/ 
11/04/1963 

MS FC-SP EC-325/4 MSFC 08 01 

Welded Module, Series 300, Delay Circuit 
/D-2A/ 11/04/1963 

MSFC-SPEC-325/5 MSFC 08 01 

Welded Module, Series 300, Double Inverter 
/I I— 2/ 11/04/1963 

MSFC-SPEC- 32 5/6 MSFC 08 01 

Welded Module, Series 300, Input Delay 
/BD-1A/ 11/04/1963 

MS FC-SP EC— 325/7 MSFC 08 01 

Welded Module, Series 300, Core Write /CW-1/ 
11/04/1963 

MSFC-SPEC- 32 5/8 MSFC 08 01 

Welded Module, Series 300, Delay Circuit 
/D-l A/ 11/04/1963 

MSFC-SPEC— 325/9 MSFC 08 01 

Welded Module, Series 300, Flip-Flop /F-1A/ 
11/04/1963 

MSFC— SPEC- 3 2 5/ 10 MSFC 08 01 

Welded Module, Series 300, Flip-Flop /F-2A/ 
11/04/1963 

M5FC-SPEC-325/1 1 MSFC OB 01 

Welded Module, Series 300, Flip-Flop /FB-1A/ 
11/04/1963 


MS FC-SP EC- 32 5/ 12 MSFC 08 01 

Welded Module, Series 300, Inverter Circuit 
/I-l/ 11/04/1963 


NSFC-SPEC-325/13 MSFC 08 01 

Welded Module, Series 300, Inverter Circuit 
/I— 2/ 11/04/1963 

MSFC-SPEC- 32 5/ 14 MSFC 08 01 

Welded Module, Series 300, Inverter Circuit 
/I -3/ 11/04/1963 
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MS FC— SPEC— 325/15 MSFC 08 01 

Welded Module, Series 300, Inverter Circuit 
/I-4/ 11/04/1963 

MSFC— SPEC- 325/ 16 MSFC 08 01 

Welded Module, Series 300, Inverter Circuit 
/I-5A/ 11/04/1963 

MSFC— SPEC— 325/17 MSFC 08 01 

Welded Module, Series 300, Inverter Buffer 
/IB-1/ 11/04/1963 

MSFC— SPEC- 32 5/ 18 MSFC 08 01 

Welded Module, Series 300, Inverter Buffer 
/IB-2/ 11/04/1963 

MSFC-SPEC-325/19 MSFC 08 01 

Welded Module, Series 300, Inverter Flip-Flop 
/IFB-1/ 11/04/1963 

MSFC-SP$C-325/20 MSFC 08 01 

Welded Module, Series 300, Serializing Logic 
Circuit /H-1A/ 11/04/1963 

MSFC— SPEC- 32 5/21 MSFC 08 01 

Welded Module, Series 300, Diode Logic 
Network /M-7A/ 11/04/1963 

MS FC— SPEC- 325/22 MSFC 08 01 

Welded Module, Series 300, Diode Logic 
Network /M-8/ 11/04/1963 

MSFC-SPEC-325/23 MSFC 08 01 


Welded Module, Series 300, Line Driver /LD-1/ 
11/04/1963 


MSFC-SPEC-332/6B MSFC 08 01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 


MSFC-SPEC-332/7B MSFC 08 01 

Cable, Electrical, 4 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/8B MSFC 08 01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 

MSFC— SPEC-332/9B MSFC 08 01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Hire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 


MSFC— SPEC-332/1 0B MSFC 08 01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/11B MSFC 08 01 

Cable, Electrical, 10 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 


MS FC— PRDC— 326 MSFC 08 01 

Testing of Welded Modules, Series 300, 

Procedure for 09/20/1963 

MSFC— SPEC- 331 MSFC 08 01 

Enclosures, Modular Shielded, Radio Frequency 
Interference, Specification for 07/05/1963 

MSFC-SPEC-332B MSFC 08 01 

Cables, Electrical, General Specification for, 
08/30/66, Supplement 1, 08/30/66, Notice 2, 

06/30/66, QPL-332-5, 10/20/66 

MSFC-SPEC-332/1B MSFC 08 01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for, 08/30/66 

M5FC-SPEC-332/2B MSFC 08 01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-3PEC-332/3B MSFC 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 

M3 FC- SPEC-332/4 8 MSFC 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 

MS FC-SP EC-3 32/5 B MSFC 08 01 


Cable, Electrical, 3 Conductor, Unshielded, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC— SPEC- 332/ 12B MSFC 08 01 

Cable, Electrical, 18 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MS FC-SP EC-3 32/1 3B MSFC 08 01 

Cable, Electrical, 19 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 

MSF C-SPEC-332/14B MSFC 08 01 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 16 and 20, 

Polyethylene Insulated, Specification for. 
08/30/66 * 


MSFC— SPEC- 332/1 5B MSFC 08 01 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 

MSPC-SPEC-332/16B MSFC 08 01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 


MS FC-SP EC-332/ 17B MSFC 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 


MS FC-SP EC-332/ 18B MSFC 

Cable, Electrical, 61 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
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MSFC-SPEC-332/19B MSEC 08 01 

Coble, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/20B NSFC 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 

Auer i can Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

NSFC-SPEC-332/21B NSFC 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 
Anerican Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/22B NSFC 08 01 

Coble, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/23B NSFC 08 01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4/0, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/24B HSFC 08 01 

Cable, Electrical, 4 Conductor, Unshielded, 

Aner 1 can Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 

MS FC-SP EC- 332/25 B MSFC 08 01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 1/0, 

Butyl Rubber Insulated Specification for, 

08/30/66 

MSFC-SPEC-332/26B MSFC 08 01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, Auer lean Wire Gauge Size 4, 

Butyl Rubber Insulated Specification for, 

08/30/66 

MS FC-SP EC- 332/27 B MSFC 08 01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 6, 

Butyl Rubber Insulated, Specification for, 
08/30/66 


M5FC-SPEC-332/28B MSFC 08 01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size B, 

Butyl Rubber Insulated, Specification for, 
08/30/66 


MS FC-SP EC-33 2/29B MSFC 08 01 

Cable, Electrical, 5 Conductor, Unshielded, 

Aier i can Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

NS FC-SP EC- 3 3 2/3 0B MSFC 08 01 

Cable, Electrical, 6 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/31B MSFC 08 01 

Cable, Electrical, 7 Conductor, Single 
Conductor Shielded, Anerican Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 


MSFC-SPEC-332/32B MSFC 08 01 

Cable, Electrical, 7 Conductor, I Unshielded, 

3 Pair Twisted and Shielded, Anerican Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 

MSFC-SPEC-332/33B MSFC 08 01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MS FC-SPEC- 332/34 B MSFC 08 01 

Cable, Electrical, 8 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for, 
08/30/66 

MS FC-SPEC- 332/3 5B MSFC 08 01 

Cable, Electrical, 8 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for, 
08/30/66 

MS FC-SP EC-332/36 B MSFC 08 01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, Anerican Wire Gouge Size 16, 
Polyethylene Insulated, Specification for, 
08/30/66 

MS FC-SPEC- 3 32/37B MSFC 08 01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 

Anerican Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 


MSFC— SPEC- 332/38B MSFC 

Cable, Electrical, 10 Conductor, Unshielded, 
Anerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


NS FC-SP EC- 3 32/39 B MSFC 

Cable, Electrical, 19 Conductor, Single 
Conductor Shielded, Anerican Wire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 


MS FC-SP EC-3 32/4 0B MSFC 08 01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 


MSFC-SPEC-332/41B MSFC 08 01 

Cable, Electrical, 37 Conductor, Unshielded, 
Anerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


NS FC-SPEC- 3 32/42B MSFC 08 01 

Cable, Electrical, 36 Conductor, Single 
Conductor Shielded, Anerican Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MS FC-SP EC-332/43B MSFC 08 01 

Cable, Electrical, 37 Conductor, Unshielded, 
Anerican Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
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MSFC-SPEC-332/44B MSFC 08 01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, American 
Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/45B MSFC 08 01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/46B MSFC 08 01 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 

Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/47B MSFC 08 01 

Cable, Electrical, 47 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 

08/30/66 

MSFC-SPEC-332/48B MSFC 08 01 

Cable, Electrical, 60 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/49B MSFC 08 01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification -for, 08/30/66 

M3FC-SPEC-332/50B MSFC 08 01 

Cable, Electrical, 60 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 

MS FC-SP EC-332/5 IB MSFC 08 01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

M S FC-SP EC-3 32/52 B MSFC 08 01 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

M3FC-SPEC-332/53B MSFC 08 01 

Cable, Electrical, 60 Conductor, Overall 
Shielded Double Braid, Aaerican Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

M3FC-SPEC-332/57B MSFC 08 01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Overall Shielded, 

Aaerican Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 

MS FC-SP EC- 3 32/58 B MSFC 08 01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 


MSFC-SPEC-332/59B MSFC 08 01 

Cable, Electrical, 60 Conductor* Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 


MSFC-SPEC-332/60B MSFC 08 01 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 

Aaerican Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 

MS FC-SP EC-3 3 2/6 IB MSFC 08 01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/63B MSFC 08 01 

Cable, Electrical, 21 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 8, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MS FC-SP EC- 332/64 B MSFC 08 01 

Cable, Electrical, 4 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/65B MSFC 08 01 

Cable, Electrical, 5 Conductor, Overall 
Shielded, American Wire Gauge Size 12, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/66B MSFC 08 01 

Cable, Electrical, 8 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

MS FC-SP EC- 3 3 2/6 7B MSFC 08 01 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/68B MSFC 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC— SPEC- 3 32/6 9B MSFC 08 01 

Cable, Electrical, 54 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/70B MSFC 08 01 

Cable, Electrical, 6 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MS FC-SP EC- 3 3 2/7 IB MSFC 08 01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/72B MSFC 08 01 

Cable, Electrical, 15 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 
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MSFC-SPEC-332/73B MSFC 08 01 

Cable, Electrical, 13 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 

Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/74B MSFC 08 01 

Cable, Electrical, 13 Conductor, Unshielded, 
Anerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/75B MSFC 08 01 

Cable, Electrical, 18 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 

Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/77B MSFC 08 01 

Cable, Electrical, 60 Conductor, Overall 
Shielded, Aeerican Wire Gauge Size 20, 

Polyethylene Insulated, Specification for 
08/30/66 

NS FC-SP EC- 332/7 9B MSFC 08 01 

Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 

Anerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/80B MSFC 08 01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, Aeerican Wire Gauge Size 16, 

Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/81B MSFC 08 01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 20, 

Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/83B MSFC 08 01 

Cable, Electrical, 20 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 16, 

Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/84B MSFC 08 01 

Cable, Electrical, 32 Conductor, Unshielded, 
Anerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 

NSFC-SPEC-332/87B MSFC 08 01 

Cable, Electrical, 2 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/88B MSFC 08 01 

Cable, Electrical, 3 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC-SPEC-332/89B MSFC 08 01 

Cable, Electrical, 2 Conductor, Unshielded, 
Anerican Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/90B MSFC 08 01 

Cable, Electrical, 2 Conductor, Unshielded, 
Anerican Wire Gauge Size 1/0, Butyl Rubber 
Insulated, Specification for 08/30/66 


MSFC-SPEC-332/91B MSFC 

Cable, Electrical, 3 Conductor, Unshielded, 
Anerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/92B MSFC 

Cable, Electrical, 2 Conductor, Unshielded, 
Anerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 

HSFC-SPEC-332/93B MSFC 

Cable, Electrical, 6 Conductor, Unshielded, 
Anerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/94B MSFC 

Cable, Electrical, 4 Conductor, Unshielded, 
Anerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/95A MSFC 

Cable, Electrical, 37 Conductor, Overall 
Shielded Double Braid, Anerican Wire Gauge 
Size 16, Polyethylene Insulated, 
Specification for, 08/30/66 

MS FC-SP EC-332/96 A MSFC 

Cable, Electrical, 10 Conductor, 2 Pair 
Twisted and Shielded and 6 Unshielded, 
Anerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 

MS FC-SP EC- 332/97 A MSFC 

Cable, Electrical, 10 Conductor, Unshielded 
Anerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 

MS FC-SP EC-332/98 A MSFC 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/99A MSFC 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MS FC-SPEC-332/ 100A MSFC 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


MS FC-SP EC-332/ 101 A MSFC. 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


MS FC-SP EC- 3 3 2/ 102 A MSFC 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 
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MSFC— SPEC— 3 32/1 03 A MSFC 08 01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/104A MSFC 08 01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/105A MSFC 08 01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/106A MSFC 08 01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 10, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/107A MSFC 08 01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/108A MSFC 08 01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC— SPEC-332/1 14 A MSFC 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 2, Butyl Rubber 
Insulated, Specification for 08/30/66 

MSFC— SPEC- 3 32/1 15A MSFC 08 01 

Cable, Electrical, 37 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC- 332/1 16 A MSFC 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 2/0, Butyl Rubber 
Insulated, Specification for 08/30/66 

MSFC— SPEC-338 A MSFC 08 01 

Seaiconductor Devices, General Specification 
for 12/18/1964 


MSFC-SPEC-338/1 

MSFC 

08 

01 

Diode, Silicon, S1N483B 

12/13/1963 



MSFC— SPEC- 338/2 

MSFC 

08 

01 

Diodes, Silicon, S1M540 

and S1N547 

12/13/1963 


MSFC— SPEC— 338/3 

MSFC 

08 

01 

Diode, Silicon, S1N626 

12/13/1963 



MSFC— SPEC- 3 3 8/4 

MSFC 

08 

01 

Diode, Silicon, S1N643 

12/13/1963 



MSFC— SPEC- 3 3 8/5 

MSFC 

08 

01 

Diode, Silicon, S1N793 

12/13/1963 



MSFC— SPEC— 338/6 

MSFC 

08 

01 

Diodes, Silicon, S1N645 

and S1N649 

12/13/1963 


MSFC— SPEC- 33 8/ 7 

MSFC 

08 

01 

Diodes, Silicon, S1N3016B through S1N3028B 



12/13/1963 


MSFC-SPEC— 332/109A MSFC 08 01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/1 10A MSFC 08 01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 11 A MSFC 08 01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC— SPEC- 3 32/1 12 A MSFC 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/113A MSFC 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 14, Polyethylene 
Insulated, Specification for 08/30/66 


MSFC-SPEC- 3 3 8/ 8 A MSFC 08 01 

Seaiconductor Devices S1N4370A through 
S1N4372A and S1N476A through S1N759A, 

04/12/66 

MSFC— SPEC- 33 8/9 MSFC 08 01 

Diodes, Silicon, S1N761A through S1N769A 
12/13/1963 


MSFC— SPEC— 338/10 MSEC 

Diodes, Silicon, S1M827A, S1N939A, and 
S1N944B 12/13/1964 

MSFC— SPEC- 3 38/1 1 HSFC 

Diodes, Silicon, S1N962B through S1N973B 
12/13/1963 


08 01 


08 01 


MSFC— SPEC— 338/12 

MSFC 

08 

01 

Diodes, Silicon, S1N1189 

12/13/1963 

MSFC— SPEC- 3 3 8/ 13 

MSFC 

08 

01 

Diodes, Silicon S1N1204A 
12/13/1963 

and S1N1206A 



MSFC— SPEC- 3 3 8/ 14 

MSFC 

08 

01 

Diode, Silicon, S1N1616 

12/13/1963 

MSFC— SPEC- 3 3 8/ 15 

MSFC 

08 

01 

Diode, Silicon, S1N916B 

12/13/1963 
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MSFC— SPEC— 338/16 MSFC 08 01 

Diodes, Silicon, S1N2970B through S1N2958B 
02/17/1964 

MSFC— SPEC— 33 8/1 00 A MSFC 08 01 

Semiconductor Devices, S2N1724 and S2N1724I, 
06/25/66 

MSFC— SPEC— 338/101 MSFC 08 01 

Transistors, Silicon, NPM, S2N335B 12/13/1963 

MSFC— SPEC- 3 3 8/ 102 MSFC 08 01 

Transistor, Silicon, NPM, S2N338B 12/13/1963 

MSFC— SPEC- 3 38/ 103 MSFC 08 01 

Transistors, Silicon, PM, Unijunction, 

S2N491B and S2N2419B 12/13/1963 

MSFC— SPEC- 33 8/ 104 MSFC 08 01 

Transistor, Silicon, NPM, S2M657A 12/13/1963 


MSFC— SPEC- 338/1 05 MSFC 

Transistor, Silicon, Planar, NPN, S2N697 
12/13/1963 


08 01 


MSFC— SPEC— 338/106 MSFC 

Transistor, Silicon, Planar, NPN, S2N708 
12/13/1963 

MSFC— SPEC-338/107 MSFC 

Transistors, Silicon, NPN, S2N718A and 
S2N1613 02/17/1963 

MSFC— SPEC— 338/108 MSFC 

Transistors, Silicon, PNP, S2N722 and 
S2N1132 12/13/1963 


MSFC— SPEC- 33 8/1 09 


MSFC 


08 01 


08 01 


08 01 


08 01 


Transistor, Silicon, NPN, S2M1514 12/13/1963 

MSFC— SPEC-338/110 MSFC 08 01 

Transistor, Silicon, NPN, S2M834 12/13/1963 

MSFC— SPEC-338/111 MSFC 

Transistor, Silicon, Planar, NPN, S2N910 
12/13/1963 

NSFC-SPEC— 338/112 MSFC 

Transistor, Silicone, Planar, NPN, S2N918 
12/13/1963 

NSFC-SPEC- 338/1 13A MSFC 

Semiconductor Devices S2N930 and S2N2586, 
09/09/66 


08 01 


08 01 


M3FC-SPEC-338/114 


MSFC 


08 01 


Transistor, Silicon, NPN, S2N2034A 12/13/1963 

MSFC— SPEC- 3 38/1 15 MSFC 08 01 

Transistor, Silicon, NPM, Planar, S2N2102 
12/13/1963 

NSFC-SPEC-338/116 MSFC 08 01 

Transistor, Silicon, Planar, PNP, S2N2412 
12/13/1963 

NSFC-SPEC-338A/117B MSFC 08 01 

Semiconductor Devices, S2N1016D and S2N3432, 
09/24/65, Amendment 1, 10/28/66 

MSFC- SPEC- 338/11 8A MSFC 08 01 

Semiconductor Devices, S2N2126 and S2N2772, 
09/30/65 


MSFC-SPEC-338/119 

Transistor, Silicon, NPN, 


MSFC 08 01 

S2N1486 12/13/1963 


NSFC-SPEC-338/122 MSFC 

Semiconductor Device S2N2501, 8/26/66 

MSFC-SPEC-339 MSFC 

Relays, Direct Current Hermetically Sealed, 
for Space Vehicles and Ground Support 
Equipment, General Specification for. 
Supplement IE, 9/16/66, QPL-339-4, 4/25/65, 

Amendment 2, 2/07/66 


08 01 
08 01 


MSFC-SPEC-339/1B MSFC 1 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 


MSFC-SPEC-339/2B MSFC 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Plug— In, 
Two Hole Flange Mounting, S6GP— 2— 2B, 
08/31/64, Amendment 1* 07/29/66 

MSFC-SPEC-339/19A MSFC 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-1 • 5-19A, 04/01/65, Amendment 1, 

07/29/66 


MSFC-SPEC-339/20 A MSFC 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 7.5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3-20A, 04/01/65, Amendment 1, 07/29/66 


MSFC-SPEC-339/22A MSFC 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-2-22A, 03/16/64 

MS FC-S PEC- 3 3 9/23 A MSFC 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3.25-23A, 08/31/64 


NSFC-SPEC- 339/24 A MSFC 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Re verse— FI ange Mounting, S4LH— 6— 24A, 
08/31/64 


MS FC-S PEC- 33 9/25 A MSFC 08 01 

Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 


MSFC-SPEC-339/26A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Re verse— FI ange Mounting, S4LH— 6— 26A, 

04/01/65 
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MSFC-SPEC-339/27A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC-339/28A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC-339/31B MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Aaendnent 1, 07/29/66 

MSFC SPEC-339/32A MSFC 08 01 

Re^ay, General Purpose, 28 Volts, Direct 
Current, 2 pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-32A, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/33B MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Two Hole Flange Mounting, 

S2GP-6-33B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/41B MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Anendment 1, 07/29/66 


MSFC-SPEC-339/42A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
V o 1 1 3 , Direct Current, 2 Pole Double 
Throw , 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 


MSFC-SPEC-339/43B MSFC 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug— In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Amendment 1 

07/29/66 


08 01 


M3FC-SPEC-339/51A MSFC 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6— 51A , 04/01/65 

MSFC-SPEC-339/52A MSFC 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 
S2GH-6-52A, 04/01/65 

MSFC-SPEC-339/53B MSFC 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 
Current, 2 Pole Double Throw, 2A, 
Plug-In, 2 One-Hole Ears Mounting, 
S2GP-6-53B , 04/01/65 


08 01 


08 01 


08 01 


HSFC-SPEC-339/54A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 

04/01/65 

MSFC-SPEC-339/58A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 
S2GH-3-58A, 04/01/65, Amendment 1, 07/29/66 

HSFC-SPEC-339/59A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug— In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC-SPEC-339/61A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC-SPEC-339/62A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 


MSFC-SPEC-339/63B MSFC 08 01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC-SPEC-339/64B MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 


MSFC-SPEC-339/68A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/69A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 


MS FC-SP EC-339/71 A MSFC 08 01 

Relay, General Purpose, 2& Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH-7* 25-71 A, 04/01/65 


MSFC-SPEC-339/73A MSFC 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 
Plug-In, Plain Case Mounting, 

S2GP-7 • 25— 73A, 09/30/65 

MSFC— SPEC— 339/74 MSFC 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 
04/01/1965 
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MSFC-SPEC-339/81A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Thro*, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Aaendaent 1, 07/29/66 

MSFC-SPEC-339/82A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Thro*, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC-SPEC- 339/83 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83A, 04/01/65, 

Aaendaent 1, 07/29/66 


MSFC-SPEC- 3 3 9/91 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8-91A, 

04/01/65 

MSFC-SPEC- 3 3 9/92 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC-SPEC- 339/93 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 


MSFC— STD— 343/2 

MSFC 

08 

01 

Valves and 

Control Devices, Handling, 



Protection, 

, and Packaging of 03/09/1965 



MSFC— STD— 343/3 

MSFC 

08 

01 

Electronic 

Parts and Components Protection, 



Handling, i 

and Packaging of 03/09/1965 



MSFC-STD-349A 

MSFC 

08 

01 

Electrical 

and Electronic Reference 



Designations, 10/29/65 



MSFC— STD— 350 

MSFC 

08 

01 

Abbreviations for Use on Drawings, Standard 
for, 05/07/64, Aaendaent 1, 06/30/64 



MSFC-STD— 352 

MSFC 

08 

01 

Electrical 

Symbols, Standard for 09/28/1964 


MSFC-STD— 353 

MSFC 

08 

01 


Logic Functions, Symbols and Definitions, 

Standard for, 06/22/64, Notice 1, 07/30/64, 

Aaendaent 1, 03/08/65 

MSFC-STD-355A MSFC 08 01 

Radiographic Inspection of Electronic Parts, 
06/07/65, Aaendaent 1, 08/17/66 

MSFC-SPEC— 356 MSFC 08 01 

Hydrogen, Liquid, Specification for 01/27/1965 

MSFC-PROC-359 MSFC 08 01 

Determination of Voltage Controlled Oscillator 
Frequency Stabilization Network, Procedure 
for, 04/09/65 

MSFC— STD— 362 MSFC 08 01 

Qualification Testing, Separable Tube 
Connectors, 04/27/64, Aaendaent 1, 

03/05/65 


MSFC-SPEC- 339/94 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-94A, 08/31/64 

MSFC-SPEC- 3 3 9/98 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 

04/01/65, Aaendaent 1, 07/29/66 

MS FC-S PEC-339/1 01 MSFC 08 01 

Relay, Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Aaendaent 1, 07/29/66 

MSFC-SPEC-342A MSFC 08 01 

Rocket Fuel, RP-1, Specification for 
06/28/1965 

MSFC— STD— 343 MSFC 08 01 

Preservation, Packaging, Handling, and 
Shipping of Space Vehicle Supplies and 
Associated Equipment, General Standard for 
03/09/1965 


MSFC-SPEC- 363 MSFC 08 01 

Argon Gas /Welding/, Specification for 
10/09/1964 


MSFC-SPEC-364A MSFC 08 01 

Heliua, 08/04/64, Aaendaent 1, 03/18/66 

MSFC— STD— 366 MSFC 08 01 

Penetrant Inspection Method, Standard for 
10/27/1964 

MSFC— PRDC-37 1 MSFC 08 01 

Epoxy Treataent of Aluainua and Magnesium 
Castings for Pressure Sealing, Procedure 
for 04/07/1964 

MSFC-STD-372A MSFC 08 01 

Silk Screening of Electrical Equipment, 

10/24/66 

MSFC-STD— 373 MSFC 08 01 


Lettering of Electrical Equipment, Standard for 
04/30/1964 


MSFC-PR0C-374A MSFC 08 01 

Exploding Bridgewire /EBW/ Destruct System 
Controller, Acceptance Test, Procedure for 
03/13/1964 


MSFC-STD— 343/1 MSFC 08 01 MSFC-PRQC-376B MSFC 08 01 

Flared Tube Fittings, Handling, Protection, Etching, Fluorocarbon Insulation, Procedure for 

and Packaging of 03/09/1965 05/10/1965 
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MSFC-SPEC-377A MSFC 08 01 

Plastic Sheet, Laainated Copperclad /for 
Printed Wiring/, 11/16/66 

NSFC— P ROC- 378 MSFC 08 01 

Tiaer Asseablies, Selection of Tilling and 
Teaperature Compensating Resistors, 

Procedure for 11/05/1963 

MSFC-SPEC-379A MSFC 08 01 

Coapounds, Potting and Encapsulating, 

Silicone, 09/13/65, QPL-379-1, 11/26/65 

MSFC-PROC-380 MSFC 08 01 

Potting, Encapsulating and Molding, Using 
Silicone Rubber, 01/26/65, Amendment 1, 

07/07/65 

NSFC— PR0C-382B MSFC 08 01 

Range Safety, System Controller, 40M3201S, 
Acceptance Test, 10/14/65 

NSFC-STD-383A MSFC 08 01 

Rubber staaping of Electrical Equipment and 
Components, 10/24/66 

NSFC-SPEC-384 MSFC 08 01 

Leak Test Coapounds, L0X Compatible, 

Specification for 05/05/1964 

NSFC-SP EC— 389 MSFC 08 01 


Aluainua Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1, 

10/04/66, QPL-389-2, 01/28/66 

NSFC-SP EC-390 MSFC 08 01 

Connections, Electrical, Wire Wrapped, 
Specification for 02/09/1965 

NSFC-STD— 391 MSFC 08 01 

Hunan Factors Engineering Program, 7/28/65 

NSFC-SPEC-393A MSFC 08 01 

Compound, Printed Circuit Board, Conformal 
Coating, Elastomeric, 04/19/65, QPL-393-1, 
04/19/65, Amendment 1, 02/17/66 

HSFC-PRQC— 395 MSFC 08 01 

Application of Heat and Blast Resistant 
Coatings to Electrical Cables, Procedure for 
08/24/1964 


MSFC-SPEC-400A/2A MSFC 08 01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 15, Established Reliability 07/20/1964 

NSFC-SP EC-40 0A/3A MSFC 08 01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 20, Established Reliability 07/20/1964 

NSFC-SPEC-400A/4A MSFC 08 01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 30, Established Reliability 07/20/1964 

MSFC— PR0C-404 MSFC 08 01 

Gases, Drying and Preservation, Cleanliness 
Level and Inspection Methods, Procedure for 
10/20/1964 

HSFC-SPEC-410 MSFC 08 01 

Decals, Elastomeric Pigmented Films, for Use 
on Exterior Surfaces, Specification for 
10/07/1964 

NSFC-SP EC-411 MSFC 08 01 

Adhesive, Epoxy Resin, 3/01/66, QPL-411-1, 
3/01/66 

NSFC-PROC-412 MSFC 08 01 

Nodules, Electronic, Encapsulating, 

03/03/65, Amendment 2, 09/24/65 

NSFC-STD-417A MSFC 08 01 

Vehicle Configuration System, Data 
Requirements for, Marshall Space Flight 
Center, Data Center, 12/22/65, Notice 1, 

12/13/66 

NSFC— SPEC-418 MSFC 08 01 

Polyurethane Foams for Electronic Equipment 
04/09/1965 

NSFC-STD— 420 MSFC 08 01 

Master Drawings and Patterns, Undimensioned, 
General Requirements, 02/03/65, Amendment 
1, 04/09/65 

NSFC-STD— 421 MSFC 08 01 

Electrical Support Equipment, General Design 
Requirement for. Standard for 08/14/1964 

NSFC— STD— 428 MSFC 08 01 

Drafting Manual, Preparation and Maintenance 
of. Standard for 09/30/1964 


NSFC-PR0C-396B MSFC 08 01 

Exploding Bridgewire /EBW/ Firing Unit, 

Checkout, Procedure for 04/15/1965 

MSFC-STD-397 MSFC 08 01 

Radiographic Laboratory Qualification, 

Standard for, 06/21/64, Amendment 2, 

03/24/65 

NSFC— SPEC-399 MSFC 08 01 

□xygen. Specification for 04/24/1964 

NSFC-SPEC-400A MSFC 08 01 

Capacitors, Fixed Glass-Dielectric, 

Established Reliability, Specification for 
07/20/64, Marshall Space Flight Center- 
QPL-400-1 04/19/65 


NSFC— PROC— 429 MSFC 08 01 

Gap Welding of Electrical Circuits 06/11/1965 

NSFC-PROC-431 MSFC 08 01 

Power Supply, 56 Volt Direct Current, Model 
2, Acceptance Checkout, Procedure for 
11/02/1964 

NSFC-STD— 432 MSFC 08 01 

Engineering Procedures Manual, Preparation, 
Revision, and Publication of, Standard for 
01/25/1965 


NSFC— SPEC— 437 MSFC 08 01 

Fittings, Military Connector, Classification of 
Defects, Specification for 02/11/1965 


NSFC-SPEC-400A/1A MSFC 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 10, Established Reliability 07/20/1964 


NSFC— SPEC-438 MSFC 08 01 

Semiconductor Devices, Established Reliability, 
Specification for 09/30/1964 
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MSFC-SPEC-438/100 MSFC 08 01 

Established Reliability Semiconductor Device 
E2N657A 05/31/1965 

MS FC— SPEC-438/101 HSFC 08 01 

Established Reliability Semiconductor Devices 
E2N722 and E2N1132 05/31/1965 

MSFC-PROC-439 HSFC 08 01 

Cleaning Solvent, Printed Circuit Assemblies, 
4/30/65 

MSFC-PR0C-440 HSFC 08 01 

Optical Tooling Instruments, Calibration and 
Test, 10/24/66 

NSFC-PROC-442 HSFC 08 01 

Use of Foaa-in-Place Polyurethane, for 
Electronic Equipaent 04/20/1965 

MSFC-SPEC-445 HSFC 08 01 

Adhesive Bonding, Process and Inspection 
Requirements for 05/07/1965 

MS FC— SPEC-449 HSFC 08 01 

Controller, Range Safety System, 1/21/66 

MSFC— SPEC— 451 MSFC 08 01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN51, General 
Specification for 03/01/1965 

MSFC— SPEC-4 5 1/1 MSFC 08 01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN511, General 
Specification for 03/01/1965 

MSFC— SPEC- 4 5 1/2 MSFC 08 01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN513, General 
Specification for 03/01/1965 

MSFC- SPEC-4 5 1/3 MSFC 08 01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SHN514, General 
Specification for 03/01/1965 


MS FC-SP EC-45 1/4 MSFC 08 01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN515, General 
Specification for 03/01/1965 

HSFC-PR0C-452A MSFC 08 01 

Timer, 40-Second, Acceptance Test, 06/10/65 


MSFC-PR0C-453A MSFC 08 01 

Timer, 40 Second, Component Selection, Time 
and Temperature Compensating, 06/10/65 

MS FC— STD— 4 54 MSFC 08 01 

Engineering Bulletins, Preparation and 
Revision of 06/23/1965 


MS FC-SP EC-4 55 MSFC 08 01 

Plastic Sheet, Laminated, Nickel-Iron-Cobalt 
Clad /for Weldable Printed Wiring/ 

05/07/1965 

MS FC— SPEC-456 MSFC 08 01 

Film, Transparent, Plastic, LOX Compatible, 

Gas and Contamination Barrier, 8/01/66 


MSFC— SPEC— 457 MSFC 08 01 

Cover Sheet to QQ-S-571d /Solder, Tin 
Alloy, Lead-Tin Alloy, and Lead Alloy 
05/10/1965 

MSFC— PROC— 459 MSFC 08 01 

Configuration Management Accounting Reports, 
Preparation of, 10/01/65 

MSFC— STD— 460 MSFC 08 01 

Strength Analysis Requirements for Propulsion 
System Components and Assemblies, 9/21/66 


MSFC-SPEC— 461 MSFC 08 01 

Valve Relief, Pneumatic, Low-Pressure, 

10/20/66 

MSFC— PROC— 463 MSFC 08 01 

Cleaning of Aluminum Alloy Weld Joints for 
High Quality Welds, 12/06/65 

MSFC— SPEC— 470 MSFC 08 01 

Castings, High Strength, Aluminum Alloy M-45, 
6/28/66 

MSFC— SPEC— 471 MSFC 08 01 

Solvent, 1, 1, 1 - Tri chi or oe thane, High 
Purity, Inhibited, 7/11/66 

MSFC-PROC— 485 MSFC 08 01 


Input for Configuration Management Accounting 
and Reporting System, Preparation of, 

12/01/66 


MVU-50573— GEN JPL 11 01 

Mariner Venus 67 Flight Equipment Electronic 
Packaging, 10/11/66 


MV U-50 575-GEN JPL 

Mariner Venus 67 Spacecraft Material and 
Hardware for Packaging of Spacecraft 
Electronic Equipment, 7/25/66 

MVX— 50632-FAT JPL 

Mariner Venus 67 Flight Equipment Flight 
Acceptance Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX-50637-TAT JPL 

Mariner Venus 67 Flight Equipment Type 
Approval Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 


11 01 


11 01 


11 01 


MV X- 50662-FAT JPL 

Mariner Venus 67 Flight Equipment Flight 
Acceptance Testing S-Band Cavity Amplifier 
/2PA1 / , 2/03/67 


NHB 1440.4 NHQ 00 02 

Specifications and Standards for NASA 
Engineering Data Microreproduction Systems, 

7/66 


NIT-3430A 

See 

S-650— NI— 0001 

GSFC 

05 

01 

NIT-3474 

See 

S-650-NI— 0018 

GSFC 

05 

01 

NIT-3475 

See 

S— 650— N I -00 19 

GSFC 

05 

01 

NIT-3476 

See 

S— 650— N I— 0021 

GSFC 

05 

01 

NIT-3477 

See 

S-650— N I— 0002 

GSFC 

05 

01 


24 


ALPHA-NUMERIC LISTING 


MIT-3480 

See 

S— 650— NI— 0003 

GSFC 

05 

01 

MIT-3483 

See 

S-650— NI— 0022 

GSFC 

05 

01 

MIT-3484 

See 

S— 650— NI— 0024 

GSFC 

05 

01 

MIT-7026 

See 

S— 650— NI— 0023 

GSFC 

05 

01 

MIT-7027 

See 

S-650— NI— 0020 

GSFC 

05 

01 

MPC 200-1A 

NHQ 

00 

01 


Quality Assurance Provisions for Government 
Agencies* 06/64 

MPC 200-2 NHQ 00 01 

Quality Program Provisions for Space System 
Contractors, 04/62 

MPC 200-3 NHQ 00 01 

Inspection System Provisions for Suppliers of 
Space Materials, Parts, Components, and 
Services, 04/62 

MPC 200-4 NHQ 00 01 

Quality Requirements for Hand Soldering of 
Electrical Connections, 08/64 

MPC 250-1 NHQ 00 01 

Reliability Program Provisions for Space 
System Contractors, 07/63 


MPC 325-1 

Design Criteria and 
4/65 

NHQ 

Construction Standards, 

00 02 

OSO-D-DRR 

See S-623— DSO— 0004 

GSFC 

05 01 

3SD-E-DRR 

See S-623— OSQ— 0005 

GSFC 

05 01 

P-1 

See S-672-P— 0001 

GSFC 

05 01 

P-11 A 

See S— 672— P—0 002 A 

GSFC 

05 01 

PCM— 721 39-337 

See S— 531-RR— 0004 

GSFC 

05 01 

Q-ll 

See S-672— P—0002 

GSFC 

05 01 

Q-lll 

See S-672— P-0003 

GSFC 

05 01 

RFQ 29200 

See S-550— P-0001 

GSFC 

05 01 

Rl— 0000 

See S-625— REL— 0001 

GSFC 

05 01 

Rl— 0100 

See S-625— REL— 0100 

GSFC 

05 01 

Rl-0101 

See S-625— REL— 0101 

GSFC 

05 01 

Rl— 0102 

GSFC 

05 01 


See S— 625— REL— 0102 


Rl— 0 103 
See 

S-625-REL-0103 

GSFC 

05 

01 

Rl-0104 

See 

S-625-REL-0104 

GSFC 

05 

01 

Rl— 0105 
See 

S-625-REL-0105 

GSFC 

05 

01 

Rl— 0 110 
See 

S-625— REL— 0110 

GSFC 

05 

01 

Rl-0111 

See 

S-625-REL— 0111 

GSFC 

05 

01 

Rl-0120 

See 

S— 625— REL— 0120 

GSFC 

05 

01 

Rl-0130 

See 

S-625-REL-0130 

GSFC 

05 

01 

Rl— 0140 
See 

S-625-REL-0140 

GSFC 

05 

01 

Rl-0141 

See 

S-625-REL— 0141 

GSFC 

05 

01 

Rl-0142 

See 

S-625-REL— 0142 

GSFC 

05 

01 

Rl— 0 143 
See 

S— 625— REL— 0143 

GSFC 

05 

01 

Rl-0144 

See 

S— 625— REL— 0144 

GSFC 

05 

01 

Rl— 0145 
See 

S— 625— REL— 0145 

GSFC 

05 

01 

Rl— 0146 
See 

S— 625— REL— 0146 

GSFC 

05 

01 

Rl-0147 

See 

S-625— REL— 0147 and 

GSFC 

S— 625— REL— 0151 

05 

01 

Rl-0150 

See 

S-625-REL— 0150 

GSFC 

05 

01 

Rl— 0152 
See 

S— 625-REL— 0152 

GSFC 

05 

01 

Rl— 0 153 
See 

S-625— REL— 0153 

GSFC 

05 

01 

Rl— 0154 
See 

S-625— REL— 0154 

GSFC 

05 

01 

Rl-0169 

See 

S-625— REL— 0169 

GSFC 

05 

01 

Rl— 041 1 
See 

S-500— P—0214 

GSFC 

05 

01 

Rl— 0412 
See 

S— 5 00— P—0215 

GSFC 

05 

01 

Rl— 0413 
See 

S-5 00-P— 0216 

GSFC 

05 

01 

Rl-0416 

See 

S-500— P-0217 

GSFC 

05 

01 

Rl-0418 

See 

S— 500-P— 0418 

GSFC 

05 

01 
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Rl— 0419 

See S— 500-P— 0218 


GSFC 

05 i 

01 

Rl-0420 

See S— 500-P— 0219 


GSFC 

05 

01 

Rl— 0426 

See S-500-P-0426 


GSFC 

05 

01 

Rl-0450 

See S-500-P-0450 


GSFC 

05 

01 

S-l-101 

See S— 320-UK-0101 


GSFC 

05 

01 

S- 1—201 

See S— 320-UK— 0201 


GSFC 

05 

01 

S-l-301 

See S-320-UK— 0301 


GSFC 

05 

01 

S- 1-401 

See S— 320-UIC— 0401 


GSFC 

05 

01 

S— 2-0000 GSFC 

General Specification Governing the 
Applications Technology Satellite Program 

05 

01 

S-2-0101 

See S— 320-ATS— 0101 


GSFC 

05 

01 

S-2-0102 

See S— 320-ATS— 0102 


GSFC 

05 

01 

S-2-101 

See S— 320-EP— 0101 


GSFC 

05 

01 

S-2-201 

See S— 320-EP— 0201 


GSFC 

05 

01 

S-2-401 

See S— 320-EP-0401 


GSFC 

05 

01 

S-2-402 

See S-320-EP-0402 


GSFC 

05 

01 

S-2-901 

See S -3 20-1 MP— 0901 


GSFC 

05 

01 

S— 2-903 

See S— 320-EP— 0403 

and 

GSFC 

S— 320-IMP— 0903 

05 

01 

S— 3-901 

See S-320-AL-0901 


GSFC 

05 

01 

S-4-101 

See S-320-0GO-0101 


GSFC 

05 

01 

S-4-201 

See S-320-0GQ— 0201 


GSFC 

05 

01 

S-6— 901 

See S-320-SM-0901 


GSFC 

05 

01 

S-250-P— 0001 

Goddard Space Flight 
Television Operating 
Accessories 

GSFC 

Center Closed Circuit 
Equipment and 

05 

01 

S-252-P-1 

Library Technical 

GSFC 

Support Services Contract 

05 

01 

S-300-P-1A 


GSFC 

05 

01 


Printed Uiring Boards 


S-320-A-1 GSFC 05 01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Atlas-Agena, 

Thor-Agena, or Thrust-Augmented Thor-Agena 
Launch Vehicles 

S-320-AIMP-1 GSFC 05 01 

Environmental Test Specification for the 
Anchored Interplanetary Monitoring Platform 
/AIM P/Spacecraft 


S-320-AL-0 00 1 GSFC 05 

Environmental Test Specification and Test Plan 
for S-27 Topside Sounder Satellite 

S-320-AL-0901 GSFC 05 

Environmental Test Specification- Alouette B 
Spacecraft System Tests 


S-320-AT-0001 GSFC 

Environmental Test Specification for S-6 
Atmospheric Structure Satellite 

S-320-AT-0 00 3 GSFC 

Environmental Test Specification for S-6A 
Subassembl ies 


05 01 
05 01 


S-320-ATS-Q101 GSFC 05 1 

Environmental Qualification and Acceptance Test 
Specification- Spacecraft Testing 


S-320-ATS-0102 GSFC 05 

Environmental Qualification and Acceptance Test 
Specification- Component Testing 


S-320-D-1 GSFC 05 01 

General Environmental Test Specification for 
Spacecraft and Components— Launch 
Environments Dictated by Delta Space 
Ve h i c 1 e-3C and Thor-Augmented 
Launch Vehicles /Alleghaney Ballistics 
Laboratory X-258 Third Stage/ 


S-320-D-2 GSFC 05 01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Improved Delta 
Launch Vehicle /Delta Space Vehicle-3F, 

3G , and 3H/ 


S- 320-EP-0 00 1 GSFC 05 01 

Preliminary Teat Specification for S-3A 
Solar Paddles 


S-320-EP-0002 GSFC 05 01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satel 1 its 


S-320-EP-0003 GSFC 05 01 

Environmental Test Plan- Energetic Particles 
Satellite /S-3/ 

S-320-EP-0004 GSFC 05 01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 
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S— 320— EP-01 0 1 GSFC 05 01 

Envi ronmental Design Qualification Test- 
Components and Experiments, Study of 
Enhanced Radiation Belt S-3B and S-3C 

S-320-EP-0201 GSFC 05 01 

Environmental Acceptance Test- Components and 
Experiments, Study of Enhanced Radiation 
Belt S-3B and S-3C 

S-320— EP-040 1 GSFC 05 01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S-320— EP-0402 GSFC 05 01 

Environmental Test Specification for Flight 
Acceptance Tests of Study of Enhanced 
Radiation Belt S-3A and S-3C 

S— 320-EP— 0403 GSFC 05 01 

Environmental Test Specification- Project 
EPE-D Energetic Particles Explorer— 0 

S-320— FR-1 GSFC 05 01 

Environmental Test Specification for FR-1 
Very Low Frequency Satellite 

S-320-GE— 1 GSFC 05 01 

Environmental Test Specification for the Gemini 
S— 9 Nuclear Emulsion Experiment 

S-320-I MP-0901 GSFC 05 01 


Environmental Test Specification- Components, 
S-74 Interplanetary Monitoring Platform 


S-320— SM— 0901 GSFC 05 01 

Environmental Test Specification for San Marco 
/Shot put/ Payloads 

S— 320— SR— 1 GSFC 05 01 

General Environmental Test Specifications for 
Flight Acceptance of Sounding Rocket 
Payloads 

S— 320— UK— 0101 GSFC 05 01 

Environmental Design Qualification Test- 
Components and Experiments, United Kingdom 
/2/S— 52 

S— 320— UK— 0201 GSFC 05 01 

Environmental Acceptance Test- Components and 
Experiments, United Kingdom-2/S-52 

S— 320— UK— 0301 GSFC 05 01 

Environmental Design Qualification 
Specification for the Prototype United 
Kingdoa-2/S-52 Spacecraft 

S-320— UK— 0501 GSFC 05 01 

Environmental Test Plan of the UK-2/S-52 
Satellite Program 

S-322-P-2 GSFC 05 01 

Thermal Shroud Assembly 

S— 322— P-4 GSFC 05 01 

Ultra High Vacuum Electronic Pump 

S— 322— P—5 GSFC 05 01 

High Precision Digital Voltmeter 


S-320— I MP— 0903 GSFC 05 01 

Environmental Test Specification- S-74 
Interplanetary Monitoring Platform 
Spacecraft System Tests 

S-320-I HP-1 GSFC 05 01 

Interplanetary Monitoring Platform 
Environmental Test Specification for 
Components 


S-323-P-2 GSFC 05 01 

Workmanship, Marking, Traceability, Age 
Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Space Flight Center Use 

S— 323— P—3 GSFC 05 01 

Visual Inspection Requirements for Glass 
Encased Diodes 


S— 320-IMP— 2 GSFC 

Interplanetary Monitoring Platform 
Environmental Test Specification for 
Spacecraft System Tests 

S-320-NI-1 GSFC 

Environmental Test Specification Nimbus C 
Spacecraft System and Subsystem Tests 

S-320-NI-2 GSFC 

Environmental List Specification Nimbus B 
Spacecraft System, Subsystems and 
Exper i merits 


05 01 


05 01 


05 01 


S— 324— DME-A— 1 GSFC 05 01 

Environmental Design Qualification and 
Acceptance Tests- Components and 
Experiments, Distance Measuring Equipment 
Antenna 

S— 324-RES— 1 GSFC 05 01 

Environmental Test Specification for the 
Reliable Earth Sensor /RES/ 

S— 325— LPS— 0001 GSFC 05 01 

Launch Phase Simulator 


S-320— QGO— 0 1 01 GSFC i 

Environmental Design Qualification Test- 
Orbiting Geophysical Observatory Experiments 


S— 325— P—4 GSFC 05 01 

Data Collection and Recording System for the 
Launch Phase Simulator 


S— 320— RAE-1 GSFC 05 Q1 

Environmental Test Specification for the Radio 
Astronomy Explorer /RAE/ Subsystems 


S-320-S-1 GSFC 

General Environmental Test Specification 
Spacecraft and Components Using Launch 
Environments Dictated by Scout FW-4 and 
Scout X— 258 Launch Vehicles 


05 01 

for 


S-325-P-7A GSFC 05 01 

Design, Fabrication, and Installation of 
Princeton Optical Bench for the Twelve by 
Fifteen Thermal-Vacuum Chamber 


S-330— P—0001 GSFC 05 01 

Printed Circuit Board, Master Drawing 
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ALPHA-NUMERIC LISTING 


S-450-N I— 2 GSFC 05 01 

Goddard Space Flight Center Technical 
Interface Specification for the Nimbus 
B-SNAP-19 System 

S-450-P-1 A GSFC 05 01 

Quality and Reliability Provisions for Nimbus 
Procurement 

S-450-P-3 GSFC 05 01 

Screening of Semiconductors for the Nimbus 
Meteorological Satellite Program 

S-450-P-4 GSFC 05 01 

Screening of High Usage Electronic Parts for 
the Nimbus Satellite Program 

S-500-AP-0001 GSFC 05 01 

Specifications for Apollo Timing System 

S- 500— P-000 1 A GSFC 05 01 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Data Acquisition Antenna 

S-500-P-0003 GSFC 05 01 

X-Y Antenna Position Programmer and Position 
Encoding System 

S-500-P-0004 GSFC 05 01 

Procurement Specification for 40-Foot Data 
Acquisition Antenna System Tracking 
Rece i ver 

S-500-P-0008 GSFC 05 01 

Collimation System Specifications for 40-Foot 
Data Acquisition Antenna System 

S-500— P-0009 GSFC 05 01 

Performance Specification for Data Sub— Carrier 
□sc i 1 1 ators 

S-500-P-0010 GSFC 05 01 

Performance Specification for a 10 Kilowatt S— 
Band Power Amplifier 

S-500-P-0011 GSFC 05 01 

Antenna Control Status Specification 

S-500-P-0012 GSFC 05 01 

Servo Control and Drive Systems Specification 

S-500-P-0013 GSFC 05 01 

Servo Control and Drive Sub-System 
Spec! f i cat i on 

S-500-P-0014 GSFC 05 01 

Data System Specification 


S-500-P-00 1 5 GSFC 

Functional Specification for Data System 

S-500-P-0016 GSFC 

Specifications for 85-Foot Data Acquisition 
Antenna 


S-bOO-P-OO 1 7 GSFC 

Specification for 85-Foot Satellite Data 
Acquisition Antenna 

S-bOO-P-OO 1 8 GSFC 

Specifications for 85-Foot Antenna 


S-500-P-0019 GSFC 05 01 

Field Acceptance Test- National Aeronautics 
and Space Administration 40-Foot X-Y 
Antenna Units 2 t 3 f and 4 

S— 500-P— 0020 GSFC 05 01 

Functional Requirements for Phase Lock 
Demodul a tor-Combl ner 

S-500— P-0021 GSFC 05 01 

Performance Specification for Antenna Control 
and Drive System 

S-500— P-0022 GSFC 05 01 

Performance Specification- Antenna Position 
Programmer System 

S-500— P-0023 GSFC 05 01 

Performance Specifications— Pulse Code 
Modulation Signal Conditioner and Calibrator 

S-500— P—0024 GSFC 05 01 

Specifications for 30-Foot Antenna 

S-500— P—0025 GSFC 05 01 

Performance Specification for Tracking Data 
Processor System 

S-500-P— 0026 GSFC 05 01 

Packing and Crating Equipment for Export 
Shipment 

S-500— P-0027 GSFC 05 01 

Coating System for Antennas 

S-500-P— 0101 GSFC 05 01 

Tracking Combiner Performance Specifications 

S-500-P-0202 GSFC 05 01 

Diversity Telemetry Receiver Performance 
Specif i cat i on 

S-500— P—0204 GSFC 05 01 

136 Megacycle Multicoupler Performance 
Spec! f icat ion 

S-500— P—0208 GSFC 05 01 

Specifications for Environmental Conditions 
/Revision 1/ 

S— 500— P—02 1 1 GSFC 05 01 

136 Megacycle Solid-State Preamplifier 
Performance Specification 

S-500— P—0212 GSFC 05 01 

Remote Controlled Attenuator Performance 
Spec! f icat ions 

S-500-P-0213 GSFC 05 01 

Telemetry Patch Panel Performance 
Speci f i cat ion 

S-500— P-0214 GSFC 05 01 

Equipment Procurement Specification- Angle 
Tracking Receiver 

S-500-P-0215 GSFC 05 01 

X-Y Antenna Position Programmer and Position 
Encoding System 

S-O00-P-0216 GSFC 05 01 

Procurement Specification- Relay Test Station 
Servo System 
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ALPHA-NUMERIC LISTING 


S-500-P-0217 GSFC 05 01 

Equipment Procurement Specification for Antenna 
Feed System 


S-500-P-0419 GSFC 05 01 

Development of a 1700 Megacycle, Ultra-Low- 
Noise Parametric Amplifier/Converter System 


S-500-P-0218 GSFC 05 01 

Equipment Packaging Specification for Relay 
Test Stations 


S-500— P—0420 GSFC 05 01 

Development of a 400 Megacycle, Low-Noise- 
Parametric Amplifier Converter System 


S-500-P-0219 GSFC 05 01 

Inter-System Wiring Specification for Relay 
Test Stations 

S-500-P-0220 GSFC 05 01 

Performance Specifications for Acquisition 
Tracking Receiver 

S-500-P-0221 GSFC 05 01 

Performance Specification- Parametric 
Amplifier/Converter System 

S-500-P-0222 GSFC 05 01 

Noise Figure and Test Signal System 
Performance Specification 

S-500-P-0223 GSFC 05 01 

Performance Specification for Remote Controlled 
Attenuator 


S— 500-P— 0224 

GSFC 

05 

01 

Performance Specification 

for 2300 Megacycle 


Boresight Source 




S-500— P-0225 

GSFC 

05 

01 

Performance Specification- 
Verification Receiver 

Up-Date 



S-500-P-0226 

GSFC 

05 

01 

Signal Data Demodulator System 



S-500-P-0301 

GSFC 

05 

01 

130-140 rtegacyc le Tracking 
Performance Specification 

Receiver 



S-500-P-0410 

GSFC 

05 

01 

Specifications for the Noise Figure and Test 


Signal System 




S— 500-P-04 1 1 

GSFC 

05 

01 

136 Megacycle Boresight Source Performance 



Speci f i cat i on 




S-500— P-04 1 2 

GSFC 

05 

01 

136 Megacycle Calibration 
Performance Specification 

Signal Generator 



S-500-P— 0413 

GSFC 

05 

01 

400 Megacycle Boresight Source Performance 



Specification 




S-500-P— 04 1 4 

GSFC 

05 

01 

400 Megacycle Calibration 
Performance Specification 

Signal Generator 




S-500— P—0415 GSFC 05 01 

1700 Megacycle Boresight Source Performance 
Specif i cat i on 


S— 500-P— 0416 GSFC 05 01 

1700Megacycle Calibration Signal Generator 
Performance Specification 

S— 50 0— P — 04 1 8 GSFC 05 01 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Tracking Antenna 


S-500— P—0426 GSFC 05 01 

Az i mut h— El evat ion Antenna Position Programmer 

S-500-P-0450 GSFC 05 01 

Project Relay Specification- Relay I Test 
Station, Nutley, New Jersey 

S-506-P— 4 GSFC 05 01 

C-Band Re-Entry Acquisition System for 
Apollo Instrumentation Ships 

S-506-P-6 GSFC 05 01 

Shipboard Unified S-Band System Transmitter 
Voltage Controlled Oscillator Counter 

S-512-P-2 GSFC 05 01 

Acoustic Transponders - A Component of the 
Sonar Beacon Reference System 

S-514-P— 1 GSFC 05 01 

Telemetry Test Set /Exhibit B/ 

S-521-P-2 GSFC 05 01 

Goddard Space Flight Center Specifications 
Universal Pulse Frequency Modulation 
Si mul ator 

S-522-P— 0002 GSFC 05 01 


Goddard Range and Range Rate Transponder Test 
Set Specification 


S— 522-P— 0003 GSFC 05 01 

Microelectronic Oscillator Range and Range 
Rate Transponder 

S-522— P-0004 GSFC 05 01 

Specification for 10W, 1000 Megacycle 
Transistor 

S-522— P—0005 GSFC 05 01 

Specification for a Pulse Code Modulation 

Signal Conditioning Console 

S— 522— P-0006 GSFC 05 01 

Specification for a Pulse Code Modulation 

Input Console 

S- 522-P— 0007 GSFC 05 01 

Specification for a Pulse Code Modulation 

Data Simulator and Comparator 

S-522-P-0008 GSFC 05 01 


Specification for a Reliable, Low Power, Thin 
Film Spacecraft Memory 


S-522-P-0009 GSFC 05 01 

Specification for a Reliable, Light Weight, 
Ceramic Audio Filter for Spacecraft 
Appl i cat ions 


S-522-P— 0010 GSFC 05 01 

Specification for a Computer Format Control 
Buffer with Time Decoder 
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ALPHA-NUMERIC LISTING 


S-522-P-0011 GSFC 05 01 

Specification for a Universal Comb-Filter 
Processing for Pulse Frequency Modulation 
Telemetry Signals 


S-522-P-0012 GSFC 05 01 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 


S-522-P-0013 GSFC 05 01 

Specification for a Bit Synchronizer and Signal 
Condi t ioner 


S-522-P-0014 

Spec! f ication 
Data Handling 


GSFC 

for Pulse Code Modulation 
Equipment 


S-522-RR-0054 GSFC 

Exhibit B Goddard Range and Range Rate 
Systea Specification 


05 01 


05 01 


S-523— P-000 1 GSFC 05 01 

Functional Specification for Broad-Band Ground 
Antenna for Satellite Command Systea 


S-524-P-3 GSFC 05 01 

Goddard Space Flight Center Specification for 
a Semi-Trailer Electronic Equipment Van 

S-525— ANT-0030 GSFC 05 01 

Performance Specification for a Cassegrain Feed 
System for 30-Foot Antenna 

S-525— P—0001 GSFC 05 01 

Functional Specification for Satellite Command 
Antenna 

S-525— P-0002 GSFC 05 01 

Functional Specification for 136 Megacycle and 
1700 Megacycle Feed Systems 85-Foot 
Diameter Parabolic Antenna 

S-525— P—0003 GSFC 05 01 

Equipment Procurement Specification for 40-Foot 
Data Acquisition Antenna Feed System 40-006 


S-525— P—0004 GSFC 05 01 

Functional Specification for 
Electrically-Driven X-Y Mount for 
Antennas 


S-523— P-0101 GSFC 05 01 

Tracking Combiner Performance Specifications 

S-523-P-Q2 0 1 GSFC 05 01 

Diversity-Locked Phase Demodulator Performance 
Spec! f i cat i on 

S-523-P-0202 GSFC 05 01 

Diversity Telemetry Receiver Performance 
Spec i f i cat i on 

S-523-P-0208 GSFC 05 01 

Environmental Specification for Indoor 
Equi pment 


S-625-P-0005 GSFC 05 01 

Functional Specification for Hydraulically 
Driven X-Y Pedestal and Servo Positioning 
System 

S-525-P-0006 GSFC 05 01 

Vertical Freespace Range for Antenna 
Performance Test Facility 

S-525-P-0007 GSFC 05 01 

Procurement Specification for Radio Frequency 
Absorbent Material for Antenna Test Range 
Facility 


S-523-P-02 1 9 GSFC 05 01 

130 Megacycle to 140 Megacycle Line Amplifiers 

Performance Specifications 

S-523-P-0302 GSFC 05 01 

130 Megacycle to 140 Megacycle Advanced 
Polarization Diversity Autotrack Receiver 
Performance Specification 

S-523-P-04 0 1 GSFC 05 01 

Very High Frequency Command Transmitter 
Preliminary Specification 

S-523-P-2 GSFC 05 01 

Digital Data Recording and Synchronizing 
System /Digital Data Recording and 
Synchronizing System/ Performance 
Spec! f icat ion 

S-523-R0-0 00 1 GSFC 05 01 

400 Megacycle/136 Megacycle Auto-Track and 
Telemetry Receiver Specification for Rosman 
85-Foot Antenna 

S-S24-P-1 GSFC 05 01 

Real Time Automatic Digital Optical Tracker 

Systea Modification to Add Azimuth- 

Elevation Mount Control 

S-524-P-2 GSFC 05 01 

Specification for a Computer/Controller 
Subsystem of an Optical Tracking System 


S-525— P-0008 GSFC 05 01 

Procurement Specification for Radome for 
Antenna Test Range Facility 

S-525-P— 0009 GSFC 05 01 

Specification for Gasoline Engine Driven 
Vehicle 

S-525— P—0010 GSFC 05 01 

Specifications for Servo-Driven Antenna 
Pedestal 

S— 525— P-00 1 1 GSFC 05 01 

Performance Specification for Relay Feed 

Systea for 85-Foot Diameter Parabolic 
Antenna 

S-525-P— 0013 GSFC 05 01 

Performance Specification for Space 

Communications Feed System for 85-Foot 
Diameter Parabolic Antenna 

S-525— P—0015 GSFC 05 01 

Performance Specification for Communications 
Satellite Feed System for 85-Foot Diameter 
Parabolic Antenna 

S-525— P-0016 GSFC 05 01 

Performance Specification for 136# 400 and 1700 
MC Feed Systems for 85-Foot Diameter 
Parabolic Antenna 
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ALPHA-NUMERIC LISTING 


S-525— P-0017 GSFC 05 01 

Procurement Specification for Portable, 
Solid-State, Radioaeter 

S-525-P-0018 GSFC 05 01 

Specification for Disk-On-Rod Command Antenna 
Array 

S-525-P— 0019 GSFC 05 01 

Perforaance Specification- Antenna Drive and 
Control System 

S-525-P-0021 GSFC 05 01 

Functional Specification for High Power 
Transmission Line and Control Cable 
Asseabl ies 

S-525-P— 0022 GSFC 05 01 

Procurement Specification for an R-F Echoic 
Chamber to be Installed in Building 19 

S-525-P-0023 GSFC 05 01 

Perforaance Specification for a Cassegrain 
Feed System for 85-Foot Antenna 

S-525-P-0024 GSFC 05 01 


Functional Specification for Colliaation Tower 
Equipment 


S-525- P-0026 GSFC 05 01 

Specification for Aircraft Antenna 

S-525-P-0027 GSFC 05 01 

Specification for Radoae to be used with 
85-Foot, X-Y, Data Acquisition Antenna 


S-525-P— 0028 GSFC 05 01 

Functional Specifications for Battery-Operated 
Field Radiation Hazard Detector 


S-525— P—0029 GSFC 05 01 

Functional Specification for Colliaation Tower 
Equipment for 30-Foot Dishes 

S-525-P-0030 GSFC 05 01 

Performance Specification for a Cassegrain Feed 
System for 30-Foot Antenna 


S-525— P—0031 GSFC 05 01 

Performance Specification for an Acquisition 
Antenna for 30— Foot Antenna 


S-525-P— 0032 GSFC 05 01 

Procurement Specification for Instrumentation 
of the Goddard Antenna Test Range 


S-525— P—0033 



GSFC 

05 

01 

Specification 

for 

a 

Beam Forming Matrix 



S-525-P— 0035 



GSFC 

05 

01 

Speci f i cat i on 

for 

a 

2300 Megacycle Crossed 



Ha 1 f-tfave Dipole 




S-525— P-0036 



GSFC 

05 

01 

Speci f icat ion 

for 

a 

Beam-Forming Matrix 



/Sixty-Four Beams/ 



S-525-P-0037 



GSFC 

05 

01 

Spec i f i cat i on 

for 

an Analog Simulator 



S-525— P-0038 



GSFC 

05 

01 

Specification 

for 

Experimental Data System 




S-525— P-0039 GSFC 05 ( 

Procurement Specification for the Advanced 
Technological Development of a Two-Channel 
Monopulse Antenna System 

S-525-P— 1 GSFC 05 ( 

Two-Channel Monopulse System 

S-525-P-2 GSFC 05 ( 

Signal Patch Board Assembly 

S— 525— P-4 GSFC 05 < 

Data Collection and Recording System for the 
Launch Phase Simulator 

S-530— P—0010 GSFC 05 I 

Specification for 5 Kilowatt Amplitude 
Modulated Satellite Interrogation 
Transmi tter 

S-530-P-0011 GSFC 05 I 

Specifications for Frequency Synthesizer 

S-530-P-0012 GSFC 05 1 

Specifications for Four-Port Coaxial Transfer 
Switch 

S-530-P-0013 GSFC 05 I 

Specifications for Spectrum Analyzer /Tuning 
Unit/ III 

S— 530— P— 00 1 4 GSFC 05 I 

Specification for Spectrum Analyzer /Tuning 
Unit/ II 

S-530-P-0015 GSFC 05 l 

Specification for Spectrum Analyzers /Tuning 
Unit/ I 

S-530— P-0016 GSFC 05 \ 

Specification for Strip Chart Recorder, Two 
Channel 

S-530— P—0017 GSFC 05 1 

Specification for Digital Recorders 

S— 530— P—00 18 GSFC 05 i 

Specifications for Communications Receiver 

S-530-P— 0019 GSFC 05 - 

Specification for Pulse Code Modulation 
Signal Simulator 

S-530— P-0020 GSFC 05 

Specifications for Q Meters 

S-530-P-0021 GSFC 05 

Specifications for Power Meters 

S-530-P-0022 GSFC 05 

Specifications for Frequency Modulation 
Monitor and Deviation Meters 

S-530— P—0024 GSFC 05 

Specification for Universal Electrical 
Measuring Instrument /Precision/ 

/Alternating Current-Direct Current 
Portable/ 

S-530-P-0025 GSFC 05 

Specification for Coaxial Switching Matrix 
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ALPHA-NUMERIC LISTING 


S-530-P— 0026 GSFC 05 01 

Specification for Random-Noise Generator 

S-530-P-0027 GSFC 05 01 

Specification for Radio Frequency Interference 
Shielded Enclosures 


S-530-P— 0028 

GSFC 

05 

01 

Specification for Pulse Sweep and Time Delay 


Generators 




S-531-P-0129 

GSFC 

05 

01 

Satellite Tracking and Data Acquisition 



Network Timing System 

/Amendment 1/ 



S-531-P-0267 

GSFC 

05 

01 

Satellite Tracking and Data Acquisition 



Network Timing System 

Sped f icat ion 



S-531-P-1A 

GSFC 

05 

01 

Advanced Technology Satel 1 i te-Mo jave 40-Foot 


Antenna 




S-531-P-3 

GSFC 

05 

01 

130-140 r>egacycle Sol 

id-State Multicoupler 



S-531-P-4 

GSFC 

05 

01 

Hydraul i cal 1 y-Dr i ven 

Yagi Telemetry Array 



S-531-P-5 

GSFC 

05 

01 

Environmental Condi t i ons 



S-531-P-6 

GSFC 

05 

01 


Performance Specification- 130 to 140 Megacycle 
Tracking Receiver 

S-531-P-7 GSFC 05 01 

Ual lops-Tiros Operational Satellite Antenna 
Feed Systems 

S-531-P-8 GSFC 05 01 

Performance Specification- 235 Megacycle 
Collimation Transmitter 

S-531-P-10 GSFC 05 01 

Diversity-Locked Phase Demodulator 
Performance Specifications 

S-531-P-11 GSFC 05 01 

Goddard Range and Range Rate Very High 
Frequency Preamplifier Converter 

S-531-P-15A GSFC 05 01 

Goddard Space Flight Center Specifications 
Advanced Technology Sate 1 1 i te-Rosman II 
Polarization Auto - Track System 


S-531-P-1S 

General Purpose X— Y Pedestal 


GSFC 


S-! 


-P-17-A 1 GSFC 

Goddard Range and Range Rate System 
Specification Amendment I to Exhibit 


A 


05 01 
05 01 


S-531-RR— 0002 GSFC 05 01 

Goddard Range and Range Rate System 
Specification, Exhibit A 


S-531-RR-0003 GSFC 05 01 

Goddard Range and Range Rate System Enhanced 
S-band Transponder Specification, Exhibit 
A 


S-531-RR-0004 GSFC 05 01 

Advanced Technological Satellite Range and 
Range Rate System /ATSR/ 

S - 531- ft R— 0032 GSFC 05 01 

Goddard Range and Range Rate System 
Specifications- Frequency Standard and 
Digital Clock /Appendix 1 to Exhibit A/ 


S-532-P-0001 

GSFC 

05 

01 

Prefabricated Metal Building 



S-532-P-00 03 

GSFC 

05 

01 

Specification for 40-Foot 
near Quito, Ecuador 

Antenna Facility 



S-532-P— 0004 

GSFC 

05 

01 

Transformer Specification 




S-532-P-0005 

GSFC 

05 

01 

Specification for 40-Foot 

Antenna Facility 

near 

Johannesburg, South Africa 



S-532-P-0007 

GSFC 

05 

01 

Electrical Specifications 
South Africa 

Johannesburg , 



S-532-P-0012 

GSFC 

05 

01 

Installation of Power and 
Cables 

Radio Frequency 



S-532-P-00 13 

GSFC 

05 

01 

Electrical Equipment Specifications 



S-532-P— 0019 

GSFC 

05 

01 


Painting and Finishing Work 


S-532-P-0021 

Miscellaneous Fixtures and 


GSFC 

Metals 


05 01 


S-532-P-0023 GSFC 05 

Installation of Electrical Equipment Fixtures, 
and Wiring 


S-532-P-0025 

Single Bituminous 


GSFC 

Surface Treatment 


S-532-P-0028 

Venti 1 at ion 


GSFC 

Sanitary Bui ldlng 


05 01 
05 01 


S— 532 -P -0029 GSFC 

Specification for Microwave Station Data 
Acquisition Facility, Rosman, North 
Carol i na 


S-532-P-00 50 

Specification for Installation of two 350 
Kilowatt Diesel-Generator Sets and Related 
Equipment, Mojave Station 


05 01 


S-532-P-0034 

Carnarvon, 


GSFC 05 01 

Australia Switch Gear Specification 


S— 532— P— 0035 GSFC 

Specification for Switchgear, Mojave Test 
Station, Barstow, California 


S- 532-P-00 36 

Specification for Furnishing 
Motor-Generator Set at Mojave 


GSFC 05 01 

and Installation of 
Station 
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S-532— P-0037 GSFC 05 01 

Specification for Electric Power Facilities 
Building, Biossoa Point Rad i o ' Track! ng 
Facility Blossom Point, Maryland 

S-532— P-0038 GSFC 05 01 

Specification for Modifications to Switchgear, 
Electrical Components and New Diesel 
Generator Sets, Data Acquisition Facility, 

Sant i ago, Chile 

S-532-P-0039 GSFC 05 01 

Specification for Switchgear and Diesel 
Generator Sets for Ascension Island Power 
PI ant 

S-532- P—0040 GSFC 05 01 

Specification for Switchgear and Diesel 
Generator Sets 

S-532— P—0041 GSFC 05 01 

Specification for Construction Road and 
Antenna Foundation for Satellite Tracking 
Antenna Receiver Data Acquisition Facility, 

East Grand Forks, Minnesota 


S-532— P-0042 GSFC 05 01 

Specification for Three Truck Mounted 
50-Foot Service Towers 

S-532-P— 0043 GSFC 05 01 

Specification for Range and Range Rate and 
Satellite Tracking Antenna Command Antenna 
Facilities Data Acquisition Facilities 

S-532-P— 0045 GSFC 05 01 

Construction of Closed Optical Test Pad 

S ~ 5 32-P-1 GSFC 05 01 

Switchgear and Diesel Generator Sets for 
Madrid Spain 

S-532-P-3 GSFC 05 01 

Specifications for Satellite Tracking 
Antenna Receiver Facility, No. 2 Rosman 
Department of Air Force, Rosman, North 
Carol i na 

S-532-P-4 GSFC 05 01 


Specification for Satellite Tracking Antenna 
Receiver 2, Data Acquisition Facility, 

Quito, Ecuador 

S-532-P-6 GSFC 05 01 

Switchgear and Diesel Generator Sets for Kokee 
Park Station, Hawai i 


S— 532— P—11 GSFC 05 01 

Specification for Construction of S-Band 
Collimation Tower Site at the National 
Aeronautics and Space Administration, Ulaska 
Data Acquisition Facility, Fairbanks, 

A1 aska 

S-532-P— 12 GSFC 05 01 

Specification for Operations Building, 

Satellite Tracking Antenna Receiver, and 
Related Facilities, National Aeronautics and 
Space Administration Radio Tracking 
Facility, Fort Myers, Florida 

S-532-P— 13 GSFC 05 01 

Switchgear and Gas Turbine Generator Sets 
for Mojave Site 

S-532-P-15 GSFC 05 01 

Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 

S— 532— P—17 GSFC 05 01 

Log Periodic Antenna Foundations Clark Lake 
/Borrego Springs/, Calif. 

S-532-P— 25 GSFC 05 01 

Expansion of Operations Building Facility 
Santiago, Chile 

S-532— P—26 GSFC 05 01 

Generator Building National Aeronautics Space 
Administration Satellite Tracking Station 
Quito, Ecuador 

S-533-P-0121 GSFC 05 01 

National Aeronautics and Space Administration- 

Goddard Space Flight Center Magnetic 
Recording Tape Specifications- Telemetering 
Instrumentation 

S-533-P-0212 GSFC 05 01 

National Aeronautics and Space Administration- 

Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Minitrack Data Acquisition Sites 

S-533-P— 0250 GSFC 05 01 

National Aeronautics and Space Administration- 

Goddard Space Flight Center Tape, 

Magnetic Recording 

S-533-P— 0265 GSFC 05 01 

Tape, Magnetic Recording 


S-632-P— 7 GSFC 05 01 

Specification for Telemetry Building and 
Satellite Tracking Antenna Receiver 
Facility, Goldstone, California 


S-533-P-0266 GSFC 05 01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Tape, 

Magnetic Recording 


S-532-P-8 

Bermuda Switchgear and Diesel 


GSFC 05 01 

Generator Sets 


S— 533— P—2 

Tactical 


GSFC 

Intercommunications System 


05 01 


S 532-P-9 GSFC 

Satellite Tracking and Data Acquisition 
Network Facility, Madagascar 


05 01 


S-532-P-10 GSFC 05 Q1 

Specification for Satellite Tracking Antenna 
Facilities /Receiver 2 and Command 2/ Ulaska 
Data Acquisition Facility, Gilmore Creek, 

Alaska 


S-533-P-3 

Low Power Satellite 


GSFC 05 01 

Interrogation Transmitter 


S-533-P-5 

Advanced 
Termi na 1 


GSFC 

Technology Satellite Transportable 
Utility Trailer Specification 


05 01 


S-533-P— 10 

Magnet i c 


GSFC 

Computer Tape /800 bpi/ 


05 01 
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S-533-P-11 GSFC 05 01 

Grounding System Requirements for Satellite 
Tracking and Data Acquisition Network 
Stations 


S-534-P-0001 GSFC 05 01 

Pulse Code Modulation-Data Handling 
Equipment- PCM-DHE Data Word Selector 
Interface Specification 


S-539-P-0003 GSFC 05 01 

Specification for Heat-Sensitive Recording 
Paper /Used in Sanborn Recorders/ 

S-550— AP-0001 GSFC 05 01 

Final Test Method for Precision Test Fixture 

S-550— AP-0002 GSFC 05 01 

Final Test Method for Alignment Mirror 
Asseabl y 


S-534— P-0002 GSFC 05 01 

General Specification for Central Station 
Control and Display Console 

S-534— p-3 GSFC 05 01 

Solid State Switching Network 

S-534— P-4 GSFC 05 01 

Pulse Code Modulation Sieulator 

S-535-P-1 GSFC 05 01 

Satellite Tracking and Data Acquisition 
Network Spare Parts Prograe 

S-536-P— 0001 GSFC 05 01 

Goddard Space Flight Center Specification for 
High Speed Shutter 

S-536-P— 0003 GSFC 05 01 

Specification for a Portable Autoeatic 
Calibration Tracker /PACT/ 

S-636-P— 0004 GSFC 05 01 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S-536-P-0005 GSFC 05 01 

Specification for a Lightweight Portable 
Optical Acquisition Aid 

S-536-P-0006 GSFC 05 01 

Specification for 1700 MC Transeltter 

S-536-P-0007 GSFC 05 01 


Specification for a 400 MC Transmitter 


S-550-P-0001 GSFC 05 01 

Specification for Manned Space Flight 
Technical Procedure-1 Pulse Code 
Modulation System 

S-552-GEM-0010 GSFC 05 01 

Preparation and Acceptance of Technical Manuals 

S-552-P-00 1 8 GSFC 05 01 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer System 

S-552-P-! GSFC 05 01 

Apollo Transportable Facility for Grand 
Bahama Island Utility Trailer Specification 

S-552-P-2 GSFC 

Apollo Transportable Facility for Grand 
Bahama Island Living and Sleeping Quarters 
Trailer Specification 

S-553-P-0001 GSFC 

Goddard Space Flight Center Specification- 
Electronic Equipment. General 

S-S53-P-0002 GSFC 

Goddard Space Flight Center Specification- 
Wideband Tape Recorder Reproducer System 

S-553-P-0003 GSFC 

Exhibit B. Goddard Space Flight Canter 
Specification for Digital Data Processing 
System 

S-553-P-0006 GSFC 

Goddard Space Flight Center Specification for 
a Voice Recorder/Reproducer System 


05 01 

05 01 
05 01 
05 01 

05 01 


S-536— P-0009 GSFC 05 01 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S-536-P-1 GSFC 05 01 

Exhibit A, Goddard Space Flight Center 
Specification for Narrow Band Tracking 
Filter 

S-537-STD-0266 GSFC 05 01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Satellite Tracking and Data Acquisition 
Network Facilities 


S-553-P-0008 GSFC 0. 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer System 

S-553-P-00 10 GSFC 0 

Goddard Space Flight Center Specification- 
Pulse Code Modulation Data Decommunication 
System 


S-553-P-0014 GSFC 05 

Performance Specification on Collimation Tower 

S-553-P-00 15 GSFC 05 

Performance Specification on Radio Frequency 
Power Monitor 


S-539-P— 0001 GSFC 05 01 

Specification for Forced Fluid Recording Paper 
/Used in Brush Mark 200 Recorders/ 


S-553-P-0022 GSFC 

Noise Figure and Test Signal System 
Performance Specification 


05 01 


S-539-P— 0002 GSFC 05 01 

Specification for Ink Recording Paper /Used in 
Esterline Type Recorders/ 


S-553— P-0025 GSFC 

Radar Set AN/MPS-26 /XN-2/ Acceptance Test 
Procedure 


05 01 
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S-553-P— 0026 GSFC 05 01 

Specification for the AN/MPS-26 Radar, Exhibit 
A 

S-553-P— 0027 GSFC 05 01 

Specification for Precision Instrumentation 
Radar AN/FPQ-6 

S-553— P—0028 GSFC 05 01 

Perforaance Specification on Apollo Precision 
Frequency Source 

S-553— P—0029 GSFC 05 01 

Exhibit A, Specification for Transportable 
Dual 500-Watt/10 Kilowatt Ultra High 
Frequency Coaaand Systea 

S— 553— P—0030 GSFC 05 01 

Specification for Active Acquisition Aid 

S-553— P—0031 GSFC 05 01 

Acceptance Test Procedure- Model 203 Teltrac 
Active Acquisition Aid Systea 

S-553- P—00 32 GSFC 05 01 

Specification for Remote Site Computers 

S-553— P—0033 GSFC 05 01 

Model 3403D Tracking Receiver- Acceptance 
Test Procedure and Data Sheet 

S-S53-P— 0034 GSFC 05 01 

Specification for a Magnetic Tape Recorder 

S-553-P— 0035 GSFC 05 01 


Specification for a Wideband Recorder System 


S-553— P—3 GSFC 05 01 

Very High Frequency Telemetry Receiver, Type 
II Dual Channel 

S-553— P—4 GSFC 05 01 

Pre-Detection Diversity Combiner 

S-553— P—6 GSFC 05 01 

Eight Channel Radio Frequency Multicoupler 

S-553— P—12 GSFC 05 01 

Closed Circuit Television Systea for AN/FPS-16 
Radar 

S-553-P— 13 GSFC 05 01 

Direct Current Power Supply 10 Ampere 18 

Volts 

S-553-P— 14 GSFC 05 01 

Direct Current Power Supply 50 Ampere 10 

Volts 

S-553-P-17 GSFC 05 01 

Pulse Code Modulation/National Aeronautics 

Space Adainistration Manned Space Flight 
Network 

S-560-P-0002 GSFC 05 01 

Aerospace Data Systeas Standards 

S-583-P-1 GSFC 05 01 

See S-533-P-1A 

S-611-P-2 GSFC 05 01 


Description and Specifications for Pulse Code 
Modulation Telemetry Tape Recorder System 


S— 553-P— 0036 GSFC 05 01 

On— Site Acceptance Test Procedure for the 
Retrofitted Agave Acquisition Aid Systea 

S-553— P—0037 GSFC 05 01 

On— Site Acceptance Test Procedure for the 
Teltrac Acquisition Aid System 


S-553— P—0038 

Foraica Gray Smooth Vinyl 


GSFC 


S— 553— P—0039 

Specification for Cable, 
Jacketed /58 Conductor/ 


GSFC 

Mult I -Conduct or. 


05 01 
05 01 


S-553— P—0040 GSFC 05 01 

Specification for Digital Coaaand Systea 
Ground Control Network 

S— 553— P—0041 GSFC 05 01 

Data Foraatter Acceptance Test Procedure 

S— 553-P— 0042 GSFC 05 01 

Perforaance Specification for Pulse Code 
Modulation Telemetry and Multiplexing 
Equipaent 

S-553-P-1 GSFC 05 01 

Very High Frequency Teleaetry Receiving 
System, Type I Single Channel, Type 
II Dual Channel 

S— 553— P—2 GSFC 05 01 


Very High Frequency Teleaetry Receiver, Type 
I Single Channel 


S-615-P-1 GSFC 05 01 

Procurement Specification for International 
Satellite for Ionospheric Studies A Solar 
Cell Panels 

S— 615— P—2 GSFC 05 01 

Procurement Specification for Nickel-Cadmium 
Cells International Satellite for 
Ionospheric Studies A 

S-615-P-8 GSFC 05 01 

Procurement Specification for Clock Oscillator 
International Satellite for Ionospheric 
St udi es-A 


S-615-P-9 GSFC 05 01 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Capacitance Probe 

S-615-P-11 GSFC 05 01 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronoay Explorer Impedance Probe 

S-615-P— 12 GSFC 05 01 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Electron Trap 

S-616— P-0001 GSFC 05 01 

Model PPT— 1 Telemetering Set 

S-616-P— 0051 GSFC 05 01 


Standardized Payload Housing and Rack for 
Nike-Cajun and Nlke-Apache Sounding 
Rockets 
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S-620-ATS-0006 GSFC 05 01 

Applications Technology Satellite Specification 
for Communication Frequency Modulation and 
Phase Modulation Receiver 


S-620— ATS— 00 12 GSFC 05 01 

Applications Technology Satellite Experimental 
Communications System Description and 
Requi rements 


5-621— P—0001 GSFC 05 01 

Specification for Frequency Modulated 5 Uatt, 

400 Megacycle Solid State Transmitter 


S-621— P-0002 GSFC 05 01 

Specification for a Low Power Pulse Code 
Modulation Telemeter 


S-621-P-0003 GSFC 

Specification for a Pulse Code Modulation 
Receiving Station 


S-621— P-0004 GSFC 

Preliminary Specification for a Redundant 
Command Receiver System 


05 01 


05 01 


S-622-P-1 GSFC 05 01 

Revised Specification for a Microwave 
Radiometer 


S-623— AQS3-0001 GSFC 05 01 

Preliminary Technical Specification for 
Advanced Orbiting Solar Observatory /S-67/ 
Spacecraft Antenna Studies 


S-623-A0S0— 0137 GSFC 05 01 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 


S-623-D-0052 GSFC 05 01 

Delta Spacecraft Design Restraints /Douglas 
Aircraft Company Report SM-42367/ 


S-623-UA0-0001 GSFC 05 01 

Goddard Experiment Package Design 
Specification for the System Goddard 
Experiment Package 

S-623-0AO-0002 GSFC 05 01 

Goddard Experiment Package Design 
Specification for the Optical-Mechanical 
Subsystem 

S-623-QA0— 0003 GSFC 05 01 

Goddard Experiment Package Design 
Specification for the Fine Guidance 
Subsystem Goddard Experiment Package 

S-623-0A0-0004 GSFC 05 01 

Goddard Experiment Package Design 
Specification for the Electro-Mechanical 
Subsystem 

S-623-0A0-0005 GSFC 05 01 

Goddard Experiment Package Design 
Specification for the Electronics Subsystem 


S- 62 3-0 A0— 0006 GSFC 05 01 

Goddard Experiment Package Specification for 
Ground Handling and Facilities 


S-623-DA0-0007 GSFC 05 01 

Goddard Experiment Package Specification for 
Test l ng 


S— 623-0 AO- 00 08 GSFC 05 01 

Goddard Experiment Package Design 
Specification for Integration 

S— 623— DAO-OO 09 GSFC 05 01 

Goddard Experiment Package Specification for 
Data and Documentation 

S-623-OAO-OOlO GSFC 05 01 

Goddard Experiment Package Design 
Specification for Materials 

S- 623— 0 AO- 00 1 1 GSFC 05 01 

Orbiting Astronomical Observatory S-18 
Specification- ST-S18-11 Thermal Control 

S— 623— DAQ-0012 GSFC 05 01 

Orbiting Astronomical Observatory S— 18 


Specification- Reliability Control 


S-623-DAQ-00 13 GSFC 05 

Orbiting Astronomical Observatory S-18 
Specification- Data and Documentation 

S— 62 3-0 AO- 00 14 GSFC 05 

Shipping and Container and Combined Supporting 
Framework and Clean Room Dolly for 
Experiment Optical Systems Containers 


S- 623—0 A0- 00 15 

Interstage Structure and 


GSFC 05 01 

Separation Mechanism 


S -62 3—0 A0- 00 16 GSFC 

Star Tracker /Back-Up Model/ for Use in 
Stabilization and Control Subsystem, 
Orbiting Astronomical Observatory 


S-623— OAO-0017 GSFC 05 01 

Performance Specifications for an Orbiting 
Astronomical Observatory 

S- 623— 0 A0- 00 18 GSFC 05 01 

Environmental Control System for Orbiting 
Astronomical Observatory Transport Trailer 
and Experiment Shipping Container 

S- 62 3-0 A 0—0019 GSFC 05 01 

Orbiting Astronomical Observatory Overall 
System Performance Specification for 
Refurbishment of Prototype of Orbiting 
Astronomical Observatory /A-l/ 

S- 623-0 AO- 00 20 GSFC 05 01 

Vehicle System Integration- Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory Spacecraft /S-18/ 

S-623- DA 0-0100 GSFC 05 01 

Vehicle System Integration - Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory /S-18/ Spacecraft 

S- 62 3-0 A0- 0345-1 GSFC 05 01 

Orbiting Astronomical Observatory- Princeton 
University Experiment for Orbiting 
Astronomical Observatory 

S-623-0 AO-O 345— 2 GSFC 05 01 

Structures Subsystems Design Specification for 
Orbiting Astronomical Observatory 
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S-623— OAD-0345-3 GSFC 05 01 

Stabilization and Control Subsystem Design 
Specification for Drbiting Astronomical 
Observatory 

S-623-DAD— 0345— 4 GSFC 05 01 

Data Processing Subsystem Design 
Specification for Orbiting Astronomical 
Observatory 

S-623— DAO— 0345— 5 GSFC 05 01 

Communications and Antennas Subsystem Design 
Specification for Orbiting Astronomical 
Observatory 

S-623— DAO— 0345— 6 GSFC 05 01 

Power Supply Subsystem Design Specification 
for Orbiting Astronomical Observatory 

S-623-0 A0— 0345-11 GSFC 05 01 

Thermal Control Design Specification for 
Orbiting Astronomical Observatory 

S— 623— DAO— 0345— 12 GSFC 05 01 

Reliability and Quality Assurance Specification 
for Orbiting Astronomical Observatory 

S-623— 0 AO— 0345-13 GSFC 05 01 

Data and Documentation Specification for 
Orbiting Astronomical Observatory 

S— 623— 0 A0-034 5— 15 GSFC 05 01 

Interstage Structure and Separation Mechanism 
Design Specification for Orbiting 
Astronomical Observatory 


S-623— DGQ-Q0 01 GSFC 05 01 

Specifications for Orbiting Geophysical 
Observatory Low Voltage Power Converter 
PS-8 

S-623-QG0— 0002 GSFC 05 01 

Specification for Orbiting Geophysical 
Observatory Digital Experiment Modules 

S-623-0G0-0003 GSFC 05 01 

Specifications for the Drbiting Geophysical 
Observatories S-49/50 

S-623-0GQ-0005 GSFC 05 01 

Specifications for Drbiting Geophysical 
Observatory Digital Experiment Modules 

S-623— OSO— 0001 GSFC 05 01 

Design Specifications for the Orbiting Solar 
□bservatory-D Spacecraft Tone Digital 
Command Decoder No. 0S0-D-TDDS 

S-623— OSO— 0002 GSFC 05 01 

Specifications for the Orbiting Solar 
Observatory-C /S-57/ Spacecraft Tone 
Digital Command Decoder 

S-623-DS0-0003 GSFC 05 01 

Specifications for Digital Class I Spacecraft 
Recorder Utilizing the M Modular Concept 
as Sponsored by Soddard Space Flight Center 

S-623— OSO- 00 04 GSFC 05 01 


Design Specifications for the Orbiting Solar 
Observatory-D Flight Spacecraft Digital 
Recorder/Reproduce r 


S-623- OSD- 00 05 GSFC 05 01 

Design Specifications for the Orbiting Solar 
0b3erva tory-E Flight Spacecraft Digital 
Recorder/Reproducer 

S- 623-0 SD- 0137 GSFC 05 01 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 

S-623-P-0001 GSFC 05 01 

Power Supply-9 Power Converter 

S-623-P-0002 GSFC 05 01 

Geiger Mueller Counter Power Converter Power 
Suppl y— 10 

S-623-P— 0147 GSFC 05 01 

Specification for Engineering Drawings and 
Associated Lists 

S— 623— P-1 GSFC 05 01 

Backscatter Ultraviolet /BUV/ Instrument for 
Use on the Nimbus D Spacecraft and on the 
Aerobee 150A Sounding Rocket 

S-625— EC— 0001 GSFC 05 01 

Operation Plan- Project Echo A-ll 

S-625— R EL— 0001 GSFC 05 01 

Project Relay I System Requirements 

S-625— REL-0100 GSFC 05 01 

Relay I Spacecraft Project Relay Performance 
Requirements 

S-625-REL-0101 GSFC 05 01 

Relay Spacecraft Environmental Qualification 
Testing 

S-625— REL— 0 1 02 GSFC 05 01 

Project Relay Test Specification- Relay 
Spacecraft Environmental Acceptance Testing 

S-625— REL-0103 GSFC 05 01 

Project Relay Performance Requirements- Relay 
Spacecraft Expected Environment 

S-625— REL— 0 1 04 GSFC 05 01 

Project Relay Performance Requirements- Relay 
Spacecraft Reliability Control 

S— 625-REL— 0105 GSFC 05 01 

Project Relay Performance Requ i rement s- 
Electrical Design and Coordination 

S-625— REL— 01 10 GSFC 05 01 

Structural, Thermal Control, and Attitude 
Orientation Subsystems 

S-625— REL-0111 GSFC 05 01 

Project Relay Performance Requ i rement s- 
Structure Subsystem 

S-625— REL— 0120 GSFC 05 01 

Project Relay Performance Requ i rement s- 
Electrical Power Subsystem 

S- 625-REL- 01 30 GSFC 05 01 

Project Relay Performance Requ i rement s- 
Qi deband Communications Subsystem 

S-625-REL-0140 GSFC 05 01 

Spacecraft Tracking, Telemetry, and Command 
Subsystem 
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S-625— RE L- 0141 

Telemetry and 


GSFC 

Command Antenna Group 


S-625-REL-0 142 GSFC 

Project Relay Perfonance Requ i rement 3- 
Spacecraft Command Receiver 


S-625— REL-0 1 43 GSFC 

Project Relay Performance Requ i rements- 
Spacecraft Command Decoder 


S-625-REL-0144 GSFC 

Project Relay Perfonance Requ i resent s- 
Spacecraft Telemetry Encoder 


05 01 
05 01 


05 01 


05 01 


S-630— P— 01 27 GSFC 05 01 

Procurement Specification for the Purchase of 
Three Ampere-Hour Cells of the Silver 
Cadmium Type 

S— 630— P—01 26 GSFC 05 01 

Procurement Specification for the Purchase of 
Five Ampere-Hour Cells of the 
Silver-Cadmium Type /Nonmagnetic/ 

S— 630— P— 01 29 GSFC 05 01 

Specifications for the Development of a Lou 
Temperature, High Voltage Thermionic Energy 
Conversion System 


S-625-REL-0 145 GSFC 05 01 

Project Relay Performance Requ i rement s- 
Spacecraft Telemetry Transmitter 

S-625-REL— 0 146 GSFC 05 01 

Project Relay Performance Requ i rement s- 
Relay Spacecraft Telemetry Measurements 
List 

S-625— R EL— 0 1 47 GSFC 05 01 

Project Relay Performance Requ i rement s- 
Command Control Box 

S-625-REL-0 1 50 GSFC 05 01 

Project Relay Performance Requ i rement s- 
Radiation Experiments 

S-625-REL-Q 151 GSFC 05 01 

Project Relay Performance Requirements- Space 
Radiation Monitor Experiments 

S-625-REL-0 1 52 GSFC 05 01 

Project Relay Performance Requ i rement s- 
Spacecraft Radiation Effects Experiments 

S-625-REL— 0153 GSFC 05 01 

Project Relay Performance Requirements- 
Spacecraft Sun Aspect Indicator 

S-625-REL-0 1 54 GSFC 05 01 

Project Relay Performance Requirements- 
Radiation Experiments Voltage Regulator 

S-625-REL— 0169 GSFC 05 01 

Project Relay Performance Requ 1 rement s- 
Spacecraft Simulator 

S-630-IMP— 0079 GSFC 05 01 

Preliminary Specification for Solar Paddle 
Assembly Satellite S-74 /Interplanetary 
Monitoring Platform/ 

S-630— IMP— 0122 GSFC 05 01 

Specifications and Requirements for the 

Interplanetary Monitoring Platform Pryme 
Converter, Model 1 

S- 630- 1 M P-0 1 25 GSFC 05 01 

Specifications for S-74 /Interplanetary 
Monitoring Platform-C/ Solar Paddles 

S-630-P-0106 GSFC 05 01 

Specification for Determining Relative 1 
Microelectron Volt Electron Radiation 
Damage Resistance for Silicon Solar Cells 

S-630-P-0126 GSFC 05 01 

Procurement Specification for the Purchase of 
Sixteen Ampere-Hour Cells of the 
Silver-Cadmium Type 


S— 630— P-01 30 GSFC 05 01 

Specification for the Analysis and Design of a 
High Temperature Thermoelectric Conversion 
/ Device 

S-630— P-01 31 GSFC 05 01 

Specification for Thermoelectric Bonding Study 

S-630-P— 0133 GSFC 05 01 

Solar Simulator Specification 

S-630— P— 01 34 GSFC 05 01 

Specification for a Radioisotope Heat Source 
Eval uat i on 

S-630— P-0135 GSFC 05 01 

Design and Development of a Brushless Direct 
Current Torque Motor for Use in Solar 
Array Orientation Systems 

S-630-P-01 36 GSFC 05 01 


A Research, Design and Development Program 
Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondi ss ipat i ve Regulator-Converters 

S-630— P-0138 GSFC 05 01 

Silver Cadmium, 12 Ampere Hour Battery 
Cycling Program 

S-630-P-0139 GSFC 05 01 

Specification for Solid State Current Limiter 
/Fuse/ Development 

S-630— P-01 4 1 GSFC 05 01 

Specification for Dyuec Digital Data 
Acquisition System 


S-630-P— 0142 GSFC 05 01 

High Vacuum Pumping Module 

S-630— P— 01 43 GSFC 05 01 

Specification for a 10-Inch Vacuum Pumping 
Station 

S-630— P-01 44 GSFC 05 01 

Specification for Image Dissector 
Photomultiplier Tube Using a Channel 
Mu 1 1 i pi i er Sect Ion 

S-630— P-0 145 GSFC 05 01 

Specification for Magnetic Tape Recording 
System 

S-630-P-01 46 GSFC 05 01 

Specification for Potter and Brumfield Relays- 
Type HC11D-12V, HL11D-12V, FC-12V, FL-12V 
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S-630— P-0147 GSFC 05 01 

Specifications for Transistors 

S-630— P-0148 GSFC 05 01 

Specification for Potter and Brunfield Relays- 
Type SCUD-12V, SL11D-12V, TL17D-12V, 

TL17D-24V 

S-630— P—0149 GSFC 05 01 

Specification for Babcock Relays 

S-630-P-0150 GSFC 05 01 

Ion Punped Ultra High Vacuun Systen 

S-630-P-0151 GSFC 05 01 

Lanp Power Supply, 2500 Watt, Light Sensor 

Controlled Spectrolab Model 2500-L 

S-630— P-0152 GSFC 05 01 

Specification for Potter and Brunfield Relays— 
Type SL11DM-12V 

S-630-P-0153 GSFC 05 01 

Specification for Two-Channel All Solid-State 
Recording Oscillograph Systen 

S-630-P-0154 GSFC 05 01 

Specification for Capacitors, Type 602, Type 
6M9G 

S-630— P—0156 GSFC 05 01 


Specification for a Reel to Reel Spacecraft 
Recorder 


S-630-UK— 0075 GSFC 05 01 

Ground Handling and Special Test Equipment for 
the International Satellite United 
Kingdoa-2/S-52 

S-630-UK-0076 GSFC 05 01 

Descriptive Specification for Test Stand for 
United Kingdon-2/S-52 International 
Satellite 

S-630— UK— 0077 GSFC 05 01 

Descriptive Specification for Data Reduction 
Stand for United K Ingdoe-2/S-52 
International SatelLite 

S-630— UK-0086 GSFC 05 01 

Systen Specification for United 
K i ngdoa-2/S-52 International Satellite 

S-630— UK-0087 GSFC 05 01 

Structural Subsystea Descriptive Specification 
for United Kingdon-2/8-52 International 
Satellite 

S-630-UK— 0 088 GSFC 05 01 

Solar Power Supply Subsystea Descriptive 
Specification for United Ki ngdoe-2/S-52 
International Satellite 

S-630-UK-0097 GSFC 05 01 

Solar Paddle Asseably Test Specification for 
United Kingdon-2/S-52 International 
Satellite 


S-630— P—0158 GSFC 05 01 

Specification for Data Logging Systen 

S-630— P—0159 GSFC 05 01 

Specification for Ultra-High Vacuun Systen 

S-630-P— 0160 GSFC 05 01 

Solid State Digital Voltaeter Specification 


S-630— UK-0098 GSFC 05 01 

Test Specification and Operators Manual- 
Ground Handling Equipnent, United 
Ki ngdoa-2/S-52 International Satellite 

S-630-UK— 0099 GSFC 05 01 

Power Supply Converters Test Specification for 
United Kingdon-2/S-52 International 
Satellite 


S-630-P— 0161 GSFC 05 01 

Specification for Spectrophotoneter 

S-630-P— 0164 GSFC 05 01 

High Resolution 1-Inch Vidicon Systen 
Specification 

S-630-P-0165 GSFC 05 01 

Specification for Lanp Power Supply 

S-630-P-0166 GSFC 05 01 

Procurenents Specifications for the Purchase of 
Eleven Anpere-Hour Cells of the 
Si 1 ver-Cadniun Type /Non-Magnet ic/ 

S-630— P—0167 GSFC 05 01 

Specification for Electronic Scanner-Switching 
Device for Third Electrode Nickel-Cadni un 
Cells 

S-630-P-0168 GSFC 05 01 

Specification for Potter and Brunfield Relays- 
Type SC11D-6V, SL11D-6V 

S-630-SYN-0123 GSFC 05 01 

Syncoa Cycling Progran 

S-630— UK-0072 GSFC 05 01 


Solar Paddle Specification for International 
Satellite United Kingdon-2/S-52 


S-630— UK— 0 100 GSFC 05 01 

Test and Test Specification for United 
K i ngd on-2/S-52 International Satellite 

S-630— UK— 0 10 1 GSFC 05 01 

Battery Charge and Protective Circuit Test 
Specification for United Ki ngdon-2/S-52 
International Satellite 

S-630— UK— 01 05 GSFC 05 01 

Test Specification and 0perator*s Manual 
Special Test Equipnent UK-2/S-52 
International Satellite 

S-630-UK-0113 GSFC 05 01 

Galactic Noise-Battery Cell Specification 
for International Satellite United 
Klngdon-2/S-52 


S-630— UK-0 116 GSFC 05 01 

Encoder Subsystea Descriptive Specification for 
United Kingdon-2/S-52 International 
Satellite 

S-631— 0—0010 GSFC 05 01 

Goddard Space Flight Center Specification 
High Reliability Transistor Silicon PNP, 

Type SP-100 
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S-631-P-4 GSFC 05 01 

Aspect System for Radio Astrono ay Explorer 
Satellite 


S-650-N 1-0017 GSFC 05 01 

Environmental Exposures and Tests for Nimbus 
Satellites /Prel i ai nary/ 


S-631-P-5 GSFC 05 01 

Magnetic Tape Scanner 

S-632-P— 0100 GSFC 05 01 

Feasibility Prototype Spacecraft Tape Recorder 
Utilizing Peripheral Drive Belt Technique 

S-636-P-1 GSFC 05 01 

Anchored Interplanetary Monitoring 
Platfora /D+E/ Solar Paddles 

S-636-P-2 GSFC 05 01 

Interplanetary Monitoring Platfora /F+G/ 

Solar Paddles 

S-636-P-5 GSFC 05 01 

Radio Frequency Shielded Enclosure 


S-650— NI-0018 GSFC 05 01 

Step Dne Check of Calibration for Nimbus A 
Prototype Spacecraft /Prel 1 ai nary/ 

S-650— N I -0 01 9 GSFC 05 01 

Electrical Systems Test for Nimbus A 
Prototype Spacecraft 


S-650-N 1-0020 GSFC 05 01 

Nimbus Integration and Test /Nimit/ 

Sequence Specification for Nimbus A 

Prototype Spacecraft 

S— 650— NI— 0021 GSFC 05 01 

Step Two Check of Calibration for Nimbus A 
Prototype Spacecraft 


S-650— N I— 0001 GSFC 05 01 

Nimbus Integration and Test /Niait/ 

Check-of-Cal i brat ion for Nimbus A 
Spacecraft 


S-650— N 1-0022 GSFC 05 01 

Radio Frequency Susceptibility/Electrical 
Systems Test for Nimbus A Prototype 
Spacecraft 


S-650— NI— 0002 GSFC 05 01 

Nimbus Sensory Subsystem Debugging Test 
Specification /Preliminary/ 

S-650— N I— 0003 GSFC 05 01 

Weight Center-of-Gravi ty t Inertia and Balance 
Tests for the Nimbus A Prototype Spacecraft 


S-650— N 1—0005 GSFC 05 01 

Nimbus Control Sub-System Pacific Missile 
Range Pre-Launch Test Set 


S-650— N 1—0006 

GSFC 

05 

01 

Nimbus Solar Array Sun Sensor 

' Preamplifier 



S-650— N 1—0007 

GSFC 

05 

01 

Nimbus Aaplifier, Coarse Sun 

Sensor 



S-650— N 1—0008 

GSFC 

05 

01 

Nimbus Attitude Control Amplifier, Yaw Axis 



S-650— NI— 0009 

GSFC 

05 

01 

Nimbus Programmer and Signal 

Converter 



S-650— NI -0010 

GSFC 

05 

01 

Nimbus Panel Number 1 




S-650— NI— 0011 

GSFC 

05 

01 

Nimbus Panel Number 4 





S— 650— N 1—0023 

GSFC 

05 

01 

Paddle Deployment Test for Nimbus A Prototype 


Spacecraft 




S-650-N 1-0024 

GSFC 

05 

01 

Vibration Test Specification 
Prototype Spacecraft 

for Nimbus A 



S-650— N 1—0025 

GSFC 

05 

01 

Specification for the Nimbus 

C Data System 

- 


Addendum C, On-Pass Computer 
of A-Stored Data 

Processing 



S-650— P-0002 

GSFC 

05 

01 




Subsystem 




S-650— P-1 

GSFC 

05 

01 

Goddard Space Flight Center 

Specif i cat i on 

for 


Semiconductor Power Aging for the 
Meteorological Satellite Program 



S-650-P-6 

GSFC 

05 

01 

See S-731-P-34 




S-650-T 1-0 00 1 

GSFC 

05 

01 


Subsystem Environmental Test Specification- 
Tiros IV, V, and VI 


S-650— NI— 0012 GSFC 05 01 

Nimbus Panel Number 6 and Horizon Attitude 
Computer 

S-650— N 1—0013 GSFC 05 01 

Nimbus Panel Number 5 

S-650— N 1—0014 GSFC 05 01 

Nimbus Attitude Control Amplifier, Pitch 
Axis 

S-650— N 1—0015 GSFC 05 01 

Environmental Specification for the Nimbus 

Satellite 

S-650— N 1—0016 GSFC 05 01 

Environmental Specification for the Nimbus 

Subsystems 


S-652— N I— 1 GSFC 05 01 

Goddard Space Flight Center Program 
Specification for the Nimbus B/System for 
Nuclear Auxiliary Power-19 System 


S-652-NI— 2 GSFC 05 01 

Goddard Space Flight Center Technical 
Interface Specification for the Nimbus B/ 

System for Nuclear Auxiliary Power-19 
Systea 


S-652-P— 0001 GSFC 05 01 

Specification for a Miniature Space-Borne 
Memory 


S-652-P-0002 

Specification for 


GSFC 

the Battery Analysis 


05 01 
System 
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S— 652— P—0003 

GSFC 

05 

01 

Specif i 

cation for Semiconductor Power Aging 


S-652-P-1 

GSFC 

05 

01 

Goddard 

Space Flight Center Specification 

for 


the Nimbus B Solar Conversion Power 



Supply 

Subsystem 



S-652-P-2 

GSFC 

05 

01 

Goddard 

Space Flight Center Specification 

for 


a Microwave Radiometer 



S— 652— P—3 

GSFC 

05 

01 

Ion Mass Spectrometer 



S-652-P— 4 

GSFC 

05 

01 

Scanning Celestial Attitude Determination 



System 




S-652-P-5 

GSFC 

05 

01 

S-Band 

Transmitter 



S-652-P— 6 

GSFC 

05 

01 


Monitor of Ultraviolet Solar Energy /Muse/ 
Instrument- Nimbus 0, Aerobee 150, Aerobee 
150A 

S— 653— P—0001 GSFC 05 01 

Yaw Rate and Position Sensor 

S— 653— P—0002 GSFC 05 01 

Specification for Modification of the High 
Resolution Infrared Photofacsimile for Image 
Rectification 


S-653-P-0003 GSFC 

Specification for an Image Dissector Sensor 


S-653-P-1 GSFC 

Nimbus Infrared Interferometer Spectrometer 
/IRIS/ Test and Formatting System 


05 01 


S-653-P-2 

GSFC 

05 

01 

Electronic Photofacsimile Recorder '< 



S— 653— P—3 

GSFC 

05 

01 

Command and Clock Subsystem for Nimbus B 



Spacecraft 




S-653— P—4 

GSFC 

05 

01 

Weather Chart Study 




S— 653— P—5 

GSFC 

05 

01 

Nimbus Infrared Interferometer 
/IRIS/ Instrument 

Spectrometer 



S-653— P—6 

GSFC 

05 

01 

Nimbus B Pulse Code Modulation 
Subsystem 

Telemetry 



S-653— P—7 

GSFC 

05 

01 


Goddard Space Flight Center Specification to 
Modify the Advanced Vidicon Camera System 
Rapid Film Processors to Utilize Bimat 
Film 

S-653-P-8 GSFC Q 5 01 

A Long Life Solar Array Drive Subsystem 

S— 653— P—9 GSFC 05 Q1 

Long-Life Pneumatic Subsystem 


S-653— P-10 GSFC 05 01 

Specification for the Integration and Test of 
Nimbus B Spacecraft 

S-653— P— 15 GSFC 05 01 

Support for the Transportable Automatic Picture 
Transmission Ground Station 

S-670-P-61 GSFC, 05 01 

Procedures-Specif i cat ions-Standards Manual 

S-670-UK-0001 GSFC 05 01 

Galactic Noise-Battery Test Specification for 
United Kingdom-2/S-32 International 
Satellite 

S-670-UK-0002 GSFC 05 01 

Data Reduction Stand Test Specification for 
United Kingdom— 2/S-52 International 
Satellite 

S-670-UK-0021 GSFC 05 01 

Integration Plan for United K1 ngdom-2/S-52 
International Satellite 

S-670-UK— 0113 GSFC 05 01 

GN-Battery Test Specification for UK-2/S-52 
International Satellite 

S-672— IMP-0196 GSFC 05 01 

Electrical Interface Document for 
Interplanetary Monitoring Platform F and G 
Spacecraft, Experiments and Instruments 

S-672— IMP- 01 97 GSFC 05 01 

Magnetic Field Restraints for Interplanetary 
Monitoring Platform f and G 

S-672— P-0001 GSFC 05 01 

Printed Wiring Boards and Assemblies 

S— 672-P— 0002 GSFC 05 01 

Quality Control Procedures and Inspection 
Criteria for Printed Wiring Boards and 
Assembl ies 

S-672— P-0003 ’ GSFC 05 01 

Quality Control Implementation— Procedure for 
Printed Wiring Assemblies 

S— 672— P— 0004 GSFC 05 01 

Welded Electronic Modules 

S-672— P—1 GSFC 05 01 

Specification for Radio Frequency Shielded 
Enel osure 

S-672— UK-0 102 GSFC 05 01 

International Ionosphere Satellite United 
Kingdom-2/S-52 System Specification 

S-673-STD-0001 GSFC 05 01 

Goddard Space Flight Center Engineering 
Standards Design Manual 

s ~ 711 “ p_1 GSFC 05 01 

Microelectronic Circuits, Digital, Silicon, 
Nonolithic, General Specification for 

S-711-P-2 GSFC 05 01 

Analog to Digital Conversion Subsystem 

S-716-P-2 GSFC 05 01 

Cobalt 60 Spacecraft Irradiator 


41 



ALPHA-NUMERIC LISTING 


S-716-P-4 

GSFC 

05 

01 

Screening Specification for 

Transi stors 



S— 716— P—5 

GSFC 

05 

01 

Screening Specification for 
G2N1724/I 

Transistor 



S-716-P-6 

GSFC 

05 

01 

Nimbus B Prototype Direct Current/Direct 



Current Converter Subsystem 




S-716-P-7 

GSFC 

05 

01 

Four Million Electron Volt 1 

Particle 



Accelerator with Beam Handling System 



S-716-P-8 

GSFC 

05 

01 

Screening Specification for 
2201 

Transistor GMHM 



S-716-P-9 

GSFC 

05 

01 


Screening Specification for Transistor G2N3350 


S-731-P-6A 

GSFC 

05 

01 

Improvement Effort for Storage 

Vidicons 



S-731-P-8 

GSFC 

05 

01 

Interrogation, Recording, and 
Subsystem Transmitter 

Locat i on 



S-731— P-16A 

GSFC 

05 

01 

Three Axis Rate Gyro Package 




S-731-P-17 A 

GSFC 

05 

01 

Yaw Rate Gyro Package 




S-731— P-18 A 

GSFC 

05 

01 

Medium Resolution Infrared /MRIR/ Experiment 


Prototype and Flight Model Digital 
Electronics Telemetry Units for Nimbus B 



S-731-P-19 

GSFC 

05 

01 


Medium Capacity IRLS Command and Data Memory 

S-731-P-21 GSFC 05 01 

Oaega Position Location Equipment /OPLE/ 

Satellite Transponder Study 

S-731-P-23 GSFC 05 01 

Engineering Model Reaction Wheel Scanner 

S-731-P-24 GSFC 05 01 

Omega Position Location Equipment /OPLE/ 

Platform Electronics Package /PEP/ 

S-731-P-25 GSFC 05 01 

Gimbaled Reaction Wheel Mounting 

S-731-P-26 GSFC 05 01 

Steerable Mirror and Lens System for the Image 
Orthicon Camera System 

S-731-P-27 GSFC 05 01 

Oaega Position Location Equipment /OPLE/ 

Control Center /0CC/ and System Integration 

S-731-P-28 GSFC 05 01 

Command Clock Subsystem for Nimbus D 
Spacecraft 

S-731-P-29 GSFC 05 01 

Goddard Space Flight Center Emergency 
Command Receiver 

S-731-P-30 GSFC 05 01 

Clock Receiver 


S-731-P-31 GSFC 

An Engineering Model Gravity Gradient 
Subsystem 

05 

01 

S— 731-P-32 

Rate Integrating Gyro 

GSFC 

05 

01 

S-731-P-33 

Rate Measuring Package 

GSFC 

05 

01 

S~ 731— P~ 34 

High Data Rate Storage System 
Satel 1 i te 

GSFC 
for the 

05 

Nimbus 

01 

S-731-P-35 

Time Code Reader 

GSFC 

05 

01 

S-731-P-36 

Slow Code Scanner 

GSFC 

05 

01 

S- 731-P-39 

GSFC 

05 

01 


Interrogation Recording and Location Subsystem 
/IRLS/ Air Force Cambridge Receiver 
Synchronizer 


S-731-P-40 GSFC 05 01 

High Data Rate Storage System - D for the 
Nimbus D Satellite 

S-731-P-41 GSFC 05 01 

Five Kilobit Memory 

S-731-P-42 GSFC 05 01 

Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystem 

S-731— P-46 GSFC 05 01 

Versatile Information Processor /VIP/ 

Subsystem for the Nimbus D Spacecraft 

S-731-P— 47 GSFC 05 01 

Long Life Rate Measuring Package 

S-731-P-49 GSFC 05 01 

Long Flight Solar Array Drive /Flight Model/ 

S-731-P-51 GSFC 05 01 


Signal Processor and Control Logic Box Flight 
Model for Nimbus D Attitude Control 
Subsystem 

S-731-P-52 GSFC 

Flight Model Reaction Wheel Scanner 

S-731-P— 53 GSFC 

Nimbus D Attitude Controls Structure and 
Thermal Control Subsystem 

S-731-P-54 GSFC 

Day-Night Meteorological Camara for the 
Advanced Technology Satellita-D Mission 

S-731-P-55 GSFC 

High Resolution Display and Film Recorder 

S-731-P-56 GSFC 05 01 

The I nterrogat ion. Recording and Location 
Subsystem for Nimbus D 

S-731-P-56 GSFC 05 01 

Requirements for the Nimbus D Attitude Control 
Subsystem /ACS/ Integration and 
Qual i f i cat 1 on 


05 01 
05 01 

05 01 

05 01 
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S-731-P— 59 GSFC 05 01 

Qualified Gimbaled Reaction Wheel Scanner 
Mount ing 

S-731-P-61 GSFC 05 01 

Requirements for the Eighteen by Thirty Bell 
Jar Vacuum Thermal System 

S— 733— P—1 GSFC 05 01 

Solid State S-Band Transmitter 

S-100109 GSFC 05 01 

See S— 553-P— 0041 

S-100133 GSFC 05 01 

See S— 553-P-0033 

SAS— 50507— GEN JPL 11 01 

Data Requirements for Micrometeorite Experiment 
Surveyor Scientific Flights /A-24 Model/, 

4/04/66 

SAS— 50509— GEN— A JPL 11 01 

Data Requirements for Soil Mechanics Surface 
Sampler Experiment Surveyor Scientific 
Flights /A-24 Model/, 4/04/66 

5AS-50510— GEN— A JPL 11 01 

Data Requirements for Touchdown Dynamics 
Surveyor Engineering Flights /A-21 Model/. 

4/04/66 

SAS— 50511-GEN— A JPL 11 01 

Data Requirements for Touchdown Dynamic 
Experiment Surveyor Scientific Flights 
/A-24 Model/, 4/04/66 

SAS— 50512— GEN— A JPL 11 01 

Data Requirements for Television Experiment 
Surveyor Engineering Flights /A-21 Model/. 

4/04/66 

SAS— 50513— GEN— A JPL 11 01 

Data Requirements for Television Experiment 
Surveyor Scientific Flights /A-24 Model/, 

4/04/66 

SAT— 50570— GEN JPL H 01 

Surveyor Television Instruments, 5/16/66 

SB 1004 GSFC 05 01 

See S— 3 20-1 QE- 0001 

SCA-S345-5 GSFC 05 01 

See S-623-0A0— 0345— 5 

SO— SIB— 13 GSFC 05 01 

See S— 623-OAO-OOl 3 

SD-S345-13 GSFC 05 01 

See S— 623-0 AD— 0345-13 

SDP-S345-4 GSFC 05 01 

See S- 623-0 AD- 034 5-4 

SGSE-S18-14 GSFC 05 01 

See S— 623— 0 AO— 001 4 

SGSE-S— 18— 17 GSFC 05 01 

See S— 623-0 AO-OO 18 

SIB “ 102 GSFC 05 01 

See S— 672— UK— 0102 


SIS-S18-15 

See S-623— 0A0— 001 5 

GSFC 

05 01 

SIS-S345-15 

See S— 623— 0A0— 0345— 15 

GSFC 

05 01 

SQ-SA-2-1 

See S-623— 0AQ-0019 

GSFC 

05 01 

S0-S18-1 

See S— 623— DAO-0017 

GSFC 

05 01 

S0-S345-1 

See S-623— OAO-0345—1 

GSFC 

05 01 

SP-S345-6 

See S-623-QAO-0 345-6 

GSFC 

05 01 

SP— 6002 

NHQ 

00 03 


Reliability Program Evaluation Procedures, 
09/63 


SP-6003 

Quality Program Evaluation 

NHQ 

Procedures, 

00 

09/63 

03 

SR— S18-12 

See S-623— OAQ-0012 

GSFC 

05 

01 

SR-S345-12 

See S-623— 0A0-0345-12 

GSFC 

05 

01 

SS-S345-2 

See 

S-623— 0 AO- 034 5—2 

GSFC 

05 

01 

SSC-S18-16 

See S-623— OAO-0016 

GSFC 

05 

01 

SSC-S345- 

See 

-3 

S— 623— OAO-0345— 3 

GSFC 

05 

01 

ST-S18-11 

See S-623— 0 AO— 0011 

GSFC 

05 

01 

ST-S345— 11 

See S-623— 0A0— 0345-11 

GSFC 

05 

01 

SVS-3948 

See 

S-650— NI— 0005 

GSFC 

05 

01 

SVS-7000 

See 

S-650-NI-0012 

GSFC 

05 

01 

SVS-7075 

See 

S-650— NI-0010 

GSFC 

05 

01 

SVS-7078 

See 

S-650— NI-0011 

GSFC 

05 

01 

SVS-7079 

See 

S-650— NI -00 13 

GSFC 

05 

01 

SVS-7085 

See 

S-650-NI— 0014 

GSFC 

05 

01 

SVS-7086 

See 

S— 650— NI-0008 

GSFC 

05 

01 

SVS-7087 

See 

S-650-NI-0006 

GSFC 

05 

01 

SVS-7088 

See 

S-650— N 1-0007 

GSFC 

05 

01 
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SVS-7089 GSFC 

See S-650-NI-0009 

STD-256-4 GSFC 

Preparation of Operation and Maintenance 
Manual s 

STD-673-1 GSFC 

Engineering Standards Design Manual 

Preparation and Maintenance of 

T— 66— 1 GSFC 05 01 

Celestial Light Sources /Other than Isolated 

Stars/ Which Could Detract fro* Optiaua 
Performance of the Giabaled Star Trackers 


05 01 

X— 672— 64— 196 

See S -67 2— IMP-0196 

GSFC 

05 01 

05 01 

X— 672— 64— 197 

See S— 672— IMP— 0197 

GSFC 

05 01 

05 01 

X-673-64-1 

See S-673-STD-000 1 

GSFC 

05 01 


XQY-50543-GEN 

JPL 

11 0J 


TID-S-100 

See S-250-P-0100 

GSFC 

05 01 

VM0— 50405-GEN 

JPL 

11 01 

Voyager Spacecraft Electronic Equipment 
Packaging, 5/18/65 


VM 0-504 06— GEN 

JPL 

11 01 

Electrical Cabling Voyager Spacecraft, 

6/25/65 

W-l 

See S— 672-P— 0004 

GSFC 

05 01 

X— 522— 62-54 

See S-522-RR-0054 

GSFC 

05 01 

X- 53 1-63-2 6 7 

See S-531-P— 0267 

GSFC 

05 01 

X-531-64-32 

See S-531-RR-0032 

GSFC 

05 01 

X-531— 64-129 

See S— 531-P— 0129 

GSFC 

05 01 

X- 533-62-2 12 

See S-533-P— 0212 

GSFC 

05 01 

X— 533-63-12 1 

See S-533-P-0 121 

GSFC 

05 01 

X- 533-6 3-2 50 

See S-533-P-250 

GSFC 

05 01 

X-533— 63-265 

See S— 533-P— 0265 

GSFC 

05 01 

X-533-63-266 

See S— 533-P— 0266 

GSFC 

05 01 

X-534-66-1 80 

GSFC 

05 01 

Standard Instrumentation 
Tape 

Magnetic Recording 

X- 537-64-266 

See S-537-STD-0266 

GSFC 

05 01 

X-623-62-48 

See S-623-0A0— 0048 

GSFC 

05 01 

X— 623— 63— 1 36 

See S-623-0S0— 0136 

GSFC 

05 01 

X- 623-63-1 37 

See S-623-OSO-O 1 37 

GSFC 

05 01 

X- 623-6 3-1 47 

GSFC 

05 01 


See S-623-P-0 147 


Cert 1 Tl cat ion nequ i remenxa iur 

Asseabl y and Sterilization Laboratory, 

10/25/65 

ZCF-4010— 0002— A J pL 11 01 

Jet Propulsion Lab Flight Hardware Preferred 
Polymeric Materials and Products, 0/25/66 

ZPH-2051— GEN— B JPL 11 01 

Spacecraft Electronic Components Transistors 
/HI-REL/, 2/04/64 

ZPH-2244— GEN JPL 11 01 

Spacecraft Electronic Components Capacitors, 

Fixed /HI-REL/, 2/26/65 

ZPH-2246— GEN-B JPL 11 01 

Spacecraft Electronic Components, 

Semiconductors, Diodes /High Reliability/, 

1/31/66 

ZPH-2247-GEN-A JPL 11 01 

Spacecraft Electronic Components Relays 
/HI-REL/, 8/31/65 

ZP H- 22 5 1— GEN— A JPL 11 01 

Spacecraft Electronic Components, 

Transistors /High Reliability/, 2/25/65 

ZPH-2252-GEN JPL 11 01 

Spacecraft Electronic Components Four-Layer 
Semiconductor Devices /HI-REL/, 1/25/66 

ZP H-2253— GEN JPL 11 01 

Spacecraft Electronic Components Switches 
/HI-REL/, 11/30/65 

ZP P-2000— GEN- A JPL 11 01 

Jet Propulsion Laboratory Reliability Control 
Program for Spacecraft Electronic and 
Electromechanical Component Parts, 9/24/64 

ZPP-2001-GEN JPL 11 01 

Jet Propulsion Laboratory Contractor 
Reliability Control Program for Spacecraft 
Electronic and Electromechanical Component 
Parts, 7/29/64 

ZP P-200 2— GEN-B J pL 11 01 

Requirements for Controls in Manufacturing of 
Spacecraft Electronic for Electromechanical 
Component Parts, 11/15/65 

ZP P—202 1— GEN JPL 11 01 

Handling of HI-REL, Preferred, or Screened 
Electronic Component Parts, 8/23/63 

ZP P-204 0-GEN— D JPL 11 01 

Computation and Submittal of Component Test 
Statistics, 2/03/65 

ZP P— 2050— GEN JPL 11 01 

Requirements for Radiographic Inspection of 
Electronic Parts, 1/06/67 
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ZPP— 2070— GEN— C JPL 11 01 

Spacecraft Flight and Ground Support 
Equipment, Requireaents for Electronic 
Components, 2/05/64 

ZPP— 2090— GEN— A JPL 11 01 

Standard Foraat for Coding of Component Test 
Data, 2/01/65 

ZP P-2092— GEN JPL 11 01 

Standard Foraat for Coding of Resistor Test 
Data, 1/24/64 


ZPP— 2093— GEN— A JPL 11 01 

Standard Foraat for Coding by Manufacturer of 
Electronic Coaponent Data, 9/08/64 

ZPP— 2094-GEN-A JPL 11 01 

General Specification Standard Punched Card 
Format for Component Test Data, 11/30/66 

ZPP— 2098— GEN JPL 11 01 

Preparation and Submittal of Final Test Report 

on Coaponent Part Test Programs, 1/08/64 

ZPP— 2100— GEN— A JPL 11 01 

Heat Sterilization Test Program for 
Electronic Coaponent Parts, 11/04/66 

ZPP— 2102— GEN JPL 11 01 

Sterilization Test Program Fixed Resistors 
/Procedure No. 674/2-A/, 10/14/65 

ZPP— 2103— GEN JPL 11 01 

Sterilization Test Program Variable Trimaing 
Resistors /Procedure No. 674/3-A/, 10/22/65 

ZPP— 2106— SEN— A JPL 11 01 

Sterilization Test Program Varactor Phase II, 
11/04/66 

ZPP— 2107— GEN— A JPL 11 01 

Sterilization Test Program Fuses /Phase II/, 
2/11/65 

ZPP— 2108— GEN JPL 11 01 

Sterilization Test Program Capacitor Retest 
Phase, 2/26/65 

ZPP— 2109— GEN— A JPL 11 01 

Sterilization Test Program Variable Trimming 
Resistors /Phase II/, 1/19/67 

ZPP-2110-GEN JPL 11 01 

Sterilization Test Program, 12/16/64 

ZPP— 2112— GEN— A JPL 11 01 

Sterilization Test Program Fixed Resistors 
/Phase II/, 1/19/67 

ZPP— 2116— GEN JPL 11 01 

Sterilization Test Program Crystals, 7/20/65 

ZPP— 2117— GEN JPL 11 01 

Sterilization Test Program Packaging of 
Sterilized Coaponent Parts, 9/02/65 

ZPP— 2118— GEN— A JPL 11 01 

Sterilization Test Program Investigation, 

Ethylene Oxide Effects On Component Parts 
/Phase III/, 12/01/66 


ZPP— 211 9— GEN— A JPL 11 01 

Sterilization Test Program, Relay Phase. 

12/17/64 

ZPP— 2122— GEN JPL 11 0 1 

Sterilization Test Program Linear Microcircuit 
/Phase I/, 3/31/65 

ZPP— 2123-GEN JPL 11 0 1 

Microcircuit Sterilization Evaluation and 
Application Study, 7/12/66 

ZPP— 2124— GEN— A JPL 11 oi 

Sterilization Test Program, Transformers and 
Inductors, 12/02/65 

ZPP— 2125— GEN JPL 11 oi 

Sterilization Test Program Screening Test 
Development Task I Component Part Design 
Appraisal, 10/28/66 

ZPP-2126-GEM JPL 11 oi 

Heat sterilization - Temperature Gradient 
Test Program for Electronic Component 
Parts, 7/26/65 

ZPP— 21 2 7-GEN- A JPL 11 oi 

Temperature-Time Heat Sterilization Test 
Program for Capacitors, 12/05/66 

ZPP-2128-GEN JPL 11 0 1 

High Impact Shock Test Program for Electronic 
Component Parts, 7/12/66 

ZPP— 2737— GEN JPL 11 0 1 

Spacecraft Electronic Components Transformers 
and Inductors Audio, Power, and High Power 
Pulse, 8/19/65 

ZPP— 2738— GEN JPL 11 oi 

Spacecraft Electronic Components Transformers 
and Inductors Radio Frequency, Intermediate 
Frequency, and Low Power Pulse, 8/10/65 

ZPP— 2744-GEM— A JPL 11 01 


Spacecraft Electronic Components Capacitors, 
Fixed, 9/19/66 


ZPP— 2746— GEM— B JPL 11 0 1 

Spacecraft Electronic Components, 

Semiconductor Diodes, 1/11/66 


ZPP— 2747— GEN— A JPL 11 oi 

Spacecraft Electronic Components Relays, 

8/31/65 


ZPP— 2748— GEN— B 
Spacecraft 
Resistors, 


JPL 

Electronic Components Fixed 
12/01/65 


11 01 


ZPP— 2751-GEN 

Spacecraft 

2/23/65 


JPL 11 01 

Electronic Components Transistors, 


ZPP— 2752-GEM— A JPL U 

Spacecraft Electronic Components Semiconductor 
Devices Four Layer, 1/11/66 


ZPP— 2753— GEN 

Spacecraft 

2/15/66 


JPL 

Electronic Components Switches, 


11 01 
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ZPP— 2901— GEN JPL 11 01 

Screening Inspection for Electronic Parts 
/Applicable to Mars 1966 Only/, 8/07/64 

ZPP— 2902-GEN JPL 11 01 

Screening Inspection for Deep Space Network 
Electronic Parts, 1/29/65 

ZPQ— 2248-GEN JPL 11 01 

Qualification Testing Requirements for Fixed 
Resistors, 10/26/65 

ZPQ— 2400-GEN JPL 11 01 

Qualification Requirements for Electronic and 
Electromechanical Parts, 5/10/66 

ZPQ— 2401-GEN— A JPL 11 01 


Qualification Testing of Spacecraft Electronic 
and Electromechanical Parts, 7/18/66 


ZPQ— 2437-GEN JPL 11 01 

Qualification Testing Requirements for Low 
Frequency Inductors and Transformers, 

4/22/66 


ZPQ— 244 4- GEN JPL 11 01 

Qualification Testing Requirements for Fixed 

Capacitors, 1/21/66 

ZPQ— 2446-GEN JPL 11 01 

Qualification Testing Requirements for 

Semiconductor Diodes, 5/25/66 

ZPQ— 2447-GEN JPL 11 01 

Qualification Testing Requirements for Relays, 

12/01/65 

ZPQ— 2449-GEN JPL 11 01 

Qualification Testing Requirements for 

Variable Resistors /Lead-Screw Actuated/, 

11/07/66 

ZPQ— 2451-GEN JPL 11 01 


Qualification Testing Requirements Methods and 
Procedures 'for Transistors, 1/21/66 


ZPQ— 2452-GEN JPL 11 01 

Qualification Testing Requirements for Silicon 

Controlled Rectifiers and Switches, 5/25/66 

ZPQ— 2453-GEN JPL 11 01 

Qualification Testing Requirements for 

Switches, 2/25/66 


KSC 10 03 

A Boresight Optics and Monitoring System- 
Technical Exhibit, 03/23/64 /PR 14390-1/ 

GSFC 05 01 

Applications Technology Satellite Project 
Specification for Multiplex Equipment 

GSFC 05 01 

Built-Up Roofing and Roof Insulation 

KSC 10 03 

Characteristics for Connectors, 03/09/64 
/PR 9011-3/ 


KSC 10 03 

Characteristics for Magnetic Core Memory, 

01/21/65 /PR 51525-1/ 


KSC 10 03 

Characteristics for Oscilloscope and Associated 
Units, 03/11/65 /PR 90159-1/ 


KSC 

Core Memory Specifications- Attachment 1 

KSC 

Design Specification for the Apollo 
Stabilization and Control System Bench 
Maintenance Equipment, 04/09/64 
/PO M3 J7X A— 406004/ 


10 03 


10 03 


10 03 
03/25/64 


KSC 

Digital Tape Recorder Specification, 

/PR 14392-1/ 

KSC 10 03 

Doppler Digitizing System- Technical Exhibit, 
12/04/64 /PR 43997-1/ 


KSC 10 03 

Electrical Load Data-Apollo Command Module 
Stabilization and Control System, 01/31/64 
A64 752C/24/A/ 


KSC 10 03 

Equipment Enclosure- Technical Exhibit, 

08/26/63 / 64-17/ 

KSC 10 03 

Equipment Specification-Pulse Amplitude 
Modulation Commutator Simulator for Saturn 
IB 


KSC 10 03 

Equipment Specification- Telemetry 
Demodulation System for Saturn IB, Complex 

34 


KSC 10 03 

Equipment Specifications for Telemetry Tape 
Recorder, Saturn IB /PR 42314-1/ 

GSFC 05 01 

Fabricated and Machined Items 

KSC 10 03 

Fifty-Channel High Speed Analog-to-Digi tal 
Conversion System /K-EF3-64-6/ 


KSC 10 03 

Frequency Modulation System Teat Oscillator, 
Specification, 07/15/64 /PR 26764-1/ 

KSC 10 03 

General Equipment Specification, 01/22/64 
/EF3-GES-1/ 

KSC 10 03 

General Requirements for Multiplier Chains, 
02/26/65 /W3HAP-NS-1/ 

KSC 10 03 

High Performance Instrumentation Tape 
Recorders, 03/17/65 /PR 94186-1/ 
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KSC 10 03 

High Reliability Monochrome Closed Circuit 
Television Camera, 12/17/65 

KSC 10 03 

Laboratory Report of Electromagnet ic 
Interference Measurements on Offset 
Doppler Frequency Interrogator System, 

Simmonds Model 462320, Unit 2, 10/19/64 

/IN— K-EF34-64-5/ 

KSC 10 03 

Low-Noise Amplifier/Converter System- 
Technical Exhibit, 03/09/64 /K-EF3-64-4/ 

KSC 10 03 

Low— Noise, High Gain Radio Frequency 
Preamplifier System, 03/25/64 /PR 14391-1/ 


KSC 10 03 

Minimum Salient Characteristics for Power 
Supply, 12/04/64 /PR 45618-2/ 

KSC 10 03 

Minimum Salient Characteristics for Rack 
Mount for Model 5-119 Oscillographs, 

05/07/65 /PR 98521-1/ 

KSC 10 03 

Minimum Salient Characteristics for Radio 
Frequency Micro-Voltmeter, 03/05/65 
/PR 58941-1/ 

KSC 10 03 

Minimum Salient Characteristics for Recording 
Oscillograph, 03/22/65 /PR 91239-1/ 


KSC 10 03 

Magnetic Storage Dram System Specification, 
01/23/64 /KN-EF2/ 

KSC 10 03 

Minimum Salient Characteristics for Automatic 
Tape Degaussers, 01/04/65 /PR 49003-1/ 

KSC 10 03 

Minimum Salient Characteristics for Constant 
Input-Output Impedance T-Pad, 03/16/65 
/PR 91226-2/ 

KSC 10 03 

Minimum Salient Characteristics for Direct 
Writing Analog Recorder Systems, 05/10/65 
/PR 98508-1/ 

KSC 10 03 

Minimum Salient Characteristics for Display 
Unit, 03/12/65 /PR 91218-1/ 

KSC 10 03 

Minimum Salient Characteristics for Electronic 
Instrument Carrier, 05/10/65 /PR 98507-1/ 

KSC 10 03 

Minimum Salient Character 1 si tcs for Function 
Generator, 12/04/64 /PR 45619-1/ 

KSC 10 03 

Minimum Salient Characteristics for Isolated 
Radio Frequency Power Divider, 03/12/65 
/PR 91214-1/ 


KSC 10 03 

Minimum Salient Characteristics for Logic 
Modules, 10/22/64 /PR 41329-3,7/ 


KSC 10 03 

Minimum Salient Characteristics for Magnetic 
Indicators, 03/16/65 /PR 91224-4/ 

KSC 10 03 

Minimum Salient Characteristics for an 
Oscillogram Processor, 03/02/65 
/PR 54974-1/ 

KSC 10 03 

Minimum Salient Characteristics for Plastic 
Magnetic Tape Storage Container, 03/19/65 
/PR 91237-1/ 


KSC 10 03 

Minimum Salient Characteristics for Rotary 
Thumbwheel Switch Assembly, 03/26/65 
/PR 91259-1/ 

KSC 10 03 

Minimum Salient Characteristics for Spectrum 
Analyzer Plug-in Unit, 03/05/64 
/PR 58942-1/ 

KSC 10 03 

Minimum Salient Characteristics for Switch 
Assemblies, 03/10/64 /PR 90135-1/ 


KSC 10 03 

Minimum Salient Characteristics for 
Telemetering Indicators, 01/11/65 
/PR 49696-1/ 

KSC 10 03 

Minimum Salient Characteristics for Television 
Monitor, 02/25/65 /PR 54947-1/ 


KSC 10 03 

Minimum Salient Characteristics for 
Turns-Counting Dial, 04/05/65 /PR 94213-1/ 

KSC 10 03 

Minimum Salient Characteristics for Very High 
Frequency Oscillator, 12/04/64 /PR 45602-1/ 

KSC 10 03 

Minimum Salient Characteristics for Very High 
Frequency Signal Generator, 03/10/65 
/PR 90134-1/ 


Miscellaneous Metal 


GSFC 05 01 


KSC 10 03 

Offset Doppler Frequency Short-Range 
Interrogator System- Technical Exhibit 

KSC 10 03 

Offset Doppler Frequency Short-Range 
Interrogator System, Addendum A, 

/PR 03347-1/ 

GSFC 05 01 

Printed Circuit Assemblies 


KSC 10 03 

Minimum Salient Characteristics for Power 
Ampl i f ier/Supply 


KSC 10 03 

Procurement Specification for Computer 
Interface System, 11/14/63 /PR 12025-1/ 
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KSC 10 03 

Procurement Specification for Radio Frequency 
Calibration Unit, Telemetry Receiver 

GSFC 05 01 

Quality Assurance Provisions for Fabricated and 
Machined Items /Space Flight Use/ 

KSC 10 03 

Radio Frequency Converter System, 10/22/64 
/K-EF3-64-8/ 

GSFC 05 01 

Radio Frequency Uaveguide/Coax Equipment 

KSC 10 03 

Requirements for Connectors and Cable 
Assemblies /K-EF3-GES-3/ 

KSC 10 03 

Requirements and Criteria for Facilities for the 
Central Instrumentation Facility Antenna 
Site, 11/09/64 

KSC 10 03 

Requirements for the Installation of Equipment 
in Government Furnished Racks and Consoles 
/K-EF3-GES-2/ 

KSC 10 03 

Small Diameter Antenna System- Technical 
Exhibit, 06/29/64 /PR 26755-1/ 

GSFC 05 01 

Specifications for an Analog Pulse - Digital 
Data System for Orbiting Geophysical 
Observatory Experiment F-17 

GSFC 05 01 

Specifications for Architect-Engineer Services 

for Radiation Safety System - Building 22 

KSC 10 03 

Specification for Astrodome-Type Shelter 
/with Air Conditioning/ for Optical 
Tracking Instruments, 07/23/64 

KSC 10 03 

Specification for Chemical Resistant Counter 
Assemblies, 02/25/65 /PR 54970-1/ 

KSC 10 03 

Specification for Coaxial Patching Components, 
01/04/65 /PR 49004-1/ 

KSC 10 03 

Specification for Converter, Digi tal-to-Ana 1 og 
Assembly 

KSC 10 03 

Specification for Large Screen Projectors, 
12/07/64 /PR 45631-1/ 

KSC 10 03 

Specification for Large Screen X-Y Indicator 
/PR 3704-1/ 

KSC 10 03 

Specification for Low-Boy Equipment Console, 
10/27/64 /W3HAP5-1/ 

KSC 10 03 

Specification for Microwave Link 
/PR 10726-1/ 


KSC 10 03 

Specification for Operational Inter 
Communication System End Instrument Coble 

KSC 10 03 

Specification for Sound Powered Handset and 
Sound Powered Headset - Microphone 

KSC 10 03 

Specification for Test Oscillator 
/PR 32325-1/ 

KSC 10 03 

Specification for 34-Conductor Electrical 
Cable, 02/03/65 /PR 54951-1/ 

KSC 10 03 

Specification for a Two-by-Two Inch Data 
Transparency Illuminator /PR 14387-1/ 

KSC 10 03 

Specification for Video Data Transmission 
Equipment, 05/13/65 /PR 98520-8/ 

KSC 10 03 

Specification for Video Test Generator, 

04/08/65 /PR 96679-1/ 

KSC 10 03 

Specification for Voltage Controlled 
Generator, 11/25/64 /PR 44000-1/ 

KSC 10 03 

Specifications for Alternating Current Vacuum 
Tube Voltmeter /PR 32326-1/ 

KSC 10 03 

Specifications for a Analog Data Transmission 
Systems /PR 14363-1/ 

KSC 10 03 

Specifications for Blank Panels and Engraved 
Blank Panels, 02/08/65 /PR 54933-1/ 

KSC 10 03 

Specifications for Channel Dig 1 tal-to-Ana log 
Converter /PR 14364-1/ 

KSC 10 03 

Specifications for Digital Display Generator 

KSC 10 03 

Specifications for Events Per Unit Time/ 

Timer, 07/23/64 /PR 30915-2/ 

KSC 10 03 

Specifications for Frequency Counter, 07/22/64 
/PR 30910/ 

KSC 10 03 

Specifications for Galvanometer Driver 
Amplifier Unit /PR 14366/ 

KSC 10 03 

Specifications for a High Performance Kinescope 
Recording System, 03/25/65 /K-EF3-65-14/ 


KSC 10 03 

Specifications for Large Screen Oscilloscope 
/PR 14347-1/ 

KSC 10 03 

Specifications for a Magnetic Core Memory 
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KSC 10 03 

Specifications for 100-Channel Digital Data 
Recording System /PR 00008-1/ 

KSC 10 03 

Specifications for Pen Recorder /PR 14346-1/ 

KSC 10 03 

Specifications for Pulse Code Modulation 
Simulator /PR 14369-1/ 

KSC 10 03 

Specifications for Pulse Generator 

KSC 10 03 

Specifications for Rack Connectors. 10/16/64 
/PR 41318-9/ 

KSC 10 03 

Specifications for Recorder System. Portable 
/PR 15272/ 

KSC 10 03 

Specifications for a Self-Calibrating 
Cryogenic Accelerometer /PR 34619-1/ 

KSC 10 03 

Specifications for a Telemetry Multicoupler 

KSC 10 03 

Specifications for Ten-by-Ten Video Switcher 
/PR 14379-1/ 

KSC 10 03 

Specifications for Time Code Generator 

KSC 10 03 

Specifications for Tunable Telemetry 
Subcarrier Discriminator /PR 13577-1/ 

KSC 10 03 

Specifications for a Vibration Test System- 
Exhibit II, 03/18/65 /ES3200— 0179/ 

KSC 10 03 

Specifications for Video Switching Amplifier 
/PR 13456-1/ 

KSC 10 03 

Specifications for Vidicon Camera 
/PR 26725-1/ 

KSC 10 03 

Specifications for Voltage Calibrator 
/PR 32343-1/ 

KSC 10 03 

Specifications for Voltage Controlled 
Subcarrier Oscillator, High Frequency 
/PR 14287-1/ 

KSC 10 03 

Technical Exhibit for Frequency Modulation/ 
Frequency Modulation Demultiplexing 
Equipment 

KSC 10 03 

Technical Exhibit for Low Distortion Radio 
Frequency Multicoupler, 01/14/65 
/PR 49717-1/ 

KSC 10 03 

Technical Exhibit for a Study of Certain 
Propagation Anomalies in Flight Radio 
Frequency Signals 


KSC 10 03 

Technical Exhibit for a Telemetry Calibration 
Generator, 04/29/65 /PR 96730-3/ 

KSC 10 03 

Technical Exhibit for Very High Frequency 
Antenna System, 12/30/64 /PR 49002-1/ 

KSC 10 03 

Technical Requirements for Proposals 
/K-EF3-TPR-1/ 

KSC 10 03 

Technical Requirements for Cost Proposals- 
Appendix C /KN-EF3-64-2/ 

KSC 10 03 

Technical Specification for Bi-Directional 
Differential Pressure-Transducer 

KSC 10 03 

Technical Specification for Instrumentation 
Cable, Type S6C/20, 10/06/64 

KSC 10 03 

Technical Specification for Instrumentation 
Cable, Type S4C/20, 06/15/64 

KSC 10 03 

Technical Specifications for the Datakor 
System 

KSC 10 03 

Technical Specifications for Probability 
Density Analyzer 

KSC 10 03 

Time Decoder and Display System 
Specifications, 03/26/64 /pr 14393-1/ 

KSC 10 03 

Universal Automatic Tape Search Unit- 
Technical Exhibit / 64-18/ 

KSC 10 03 

Universal Inter-Rack Cabling System 
/K-EF3-64-10/ 

GSFC 05 01 

Wideband Tape Recorder/Reproducer System 

00-1 FRC 04 01 

Maintenance and Use of National Aeronautics and 
Space Administration -Flight Research 
Center Workbook and Associated Forms and 
Records, 06/04/63 

00-2 FRC 04 01 

National Aeronautics and Space Administration- 

Flight Research Center Process 
Specification System, 10/20/64 

00-5 FRC 04 01 

Procedure for Preparing Vendor Drawing 

Changes and Engineering Sketches, 10/02/62 

02-1 FRC 04 01 

Periodic Certification of Hand Crimping and 

Wire Stripping Tools, 09/25/63 

02-2 FRC 04 01 

Gages, Measuring Devices, Instruments, Test 
Equipment, and Tools, Calibration and 
Checking Requirements, 02/15/65 
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04- 4 FRC 04 01 

Standard Thread Anti-Seize and 0 Ring 
Lubricants* Types* Uses* and Control* 

09/20/62 

05- 4 FRC 04 01 

Methods of Treatment for Hydrogen Peroxide 
Components* 08/10/61 

05- 5 FRC 04 01 

Acceptance Standards for Hydrogen Peroxide 
Conditioning of Components and Parts* 

02/01/62 

06- 3 FRC 04 01 

Description* Use* and Control of Hydraulic 
Fluid* Non-Petroleum Base* Aircraft 
/MIL-H-8446/* 01/06/61 

10M01000A MSFC 08 01 

Valve* Main LOX* /H-l Rocket Engine/* 

Reliability Test Requirements 05/08/1961 

10H01001 MSFC 08 01 

Valve Assembly* Main Fuel* /H-l Rocket 
Engine/* Reliability Test Requirements 
05/06/1961 

10M01002 MSFC 08 01 

Blender Unit Assembly* Fuel Additive* /H-l 
Rocket Engine/, Reliability Test 
Requi remen t s 03/29/1961 

10M01003 MSFC 08 01 

Duct* Fuel* High Pressure* H-l Rocket 

Engine* Reliability Test Requirements 
04/14/1961 

10M01004 MSFC 08 01 

Gimbal Assembly* H-l Rocket Engine* 

Reliability Test Requirements 05/10/1961 

10M01005 MSFC 08 01 

Generator Assembly* Gas* H— 1 Rocket Engine* 
Reliability Test Requirements 05/01/1961 

10M01006 MSFC 08 01 

Container* Hypergolic Igniter Type FX H-l 
Rocket Engine* Reliability Test 
Requirements 05/10/1961 

10M01008 MSFC 08 01 

Valve, Explosive Actuated /300 degrees F/, 

H-l Rocket Engine* Reliability Test 

Requi resents 05/26/1961 

10H0101 0 MSFC 08 01 

Duct* Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirements 05/01/1961 

10M01011 MSFC 08 01 

Switch, Pressure, Thrust OK, H-l Rocket 
Engine, Reliability Test Requirements 
05/25/1961 

10M01012 MSFC 08 01 

Line, LOX Bootstrap, H-l Rocket Engine, 
Reliability Test Requirements* Specification 
for 04/17/1961 

10M01013 MSFC 08 01 

Line* Fuel Bootstrap* H-l Rocket Engine* 
Reliability Test Requirements 04/15/1961 


10M01014 MSFC 08 01 

Hose* Flexible* Blender Filter* 

/H-l Rocket Engine/* Reliability Test 
Requirements 04/19/1961 

10M01015 MSFC 08 01 

Hose* Engine Control* H-l Rocket Engine* 
Reliability Te?t Requirements 04/20/1961 

10 M0 1016 MSFC 08 01 

Heater Assembly* Fuel Additive Blender Unit, 

H-l Rocket Engine* Reliability Test 
Requirements 06/15/1961 

10M0101 7 MSFC 08 01 

Manifold Assembly* Lube Drain* H-l Rocket 
Engine, Reliability Test Requirements 
04/20/1961 

10M01018 MSFC 08 01 

H-l Rocket Engine, SA-3 Outboard, Reliability 
Test Requirements 09/06/1961 

10H01019 MSFC 08 01 

Valve Assembly, Ignition, Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements 06/01/1961 

10 M0 1020 MSFC 08 01 

Valve, Main LOX, /H-l Rocket Engine/* 
Qualification 03/13/1961 

10M01022 MSFC 08 01 

Hose Assembly, Oxidizer Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 

10 M0 1023 MSFC 08 01 

Hose, Assembly* Fuel Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 

10M01025 MSFC 08 01 

Control Valve, Fuel Container Pressurizing, 
Reliability Test Requirement 05/28/1961 

10M01026 MSFC 08 01 

Switch, High Pressure* Reliability Test 
Requirements 04/04/1961 

10M01027 MSFC 08 01 

Pressure Switch, 750 Pounds Per Square Inch, 
Reliability Test Requirements, 04/01/1961 


10M01028 MSFC 08 01 

Switch Assembly, LOX* Level, Reliability Test 
Requirements 05/15/1961 

10M01030 MSFC 08 01 

Thermostat* Reliability Test Requirements 
04/19/1961 

10M01031 MSFC 08 01 

Regulator* Air Pressure* Reliability Test 
Requirements 03/16/1961 

10M01032 MSFC 08 01 

Relay Assembly* Reliability Test Requirements 
06/12/1961 

10M01034 MSFC 08 01 

Check Valve* /1/4-Inch/, Reliability Teat 
Requirements 03/22/1961 
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10M01035 MSFC 08 01 

Valve, Check /3/8-Inch/, Reliability Test 
Requi resents 04/13/1961 

10M01036 MSFC 08 01 

Pressure Switch, Fuel Container, Reliability 
Test Requirements 09/12/1961 

10M01037 MSFC 08 01 

Switch Asseebly, LOX Pressurizing and Relief, 
Reliability Test Requirements 09/19/1961 

10M01038 MSFC 08 01 

Switch Asseebly, Emergency, LQX Vent, 

Reliability Test Requirements 09/09/1961 

10M01039 MSFC 08 01 

Control Valve, Reliability Test Requirements 
06/12/1961 

10M01040 MSFC 08 01 

Control Valve, MV-74V, Reliability Test 
Requirements 04/01/1961 

10M01041 MSFC 08 01 

Bottle Fill and Went Valve, Reliability 
Test Requirements 04/04/1961 

10M01042 MSFC 08 01 

Regulator Assembly, 750 Pounds Per Square 

Inch Gravity, Reliability Test 
Requirements, 03/31/1961 

10M01043 MSFC 08 01 

Pressure Switch, LOX Differential Step, 
Reliability Test Requirements 03/17/1961 

10M01044 MSFC 08 01 

Valve, Pressure Regulating, Reliability Test 
Requi rements 06/30/1961 

10M01045 MSFC 08 01 

Heater Assembly, Reliability Test Requirements 
06/29/1961 

10M01046 MSFC 08 01 

Switch, Assembly, Fuel Step Pressure, 

Reliability Test Requirements 06/15/1961 

10M01047 MSFC 08 01 

Switch, Absolute Pressure, Reliability Test 
Requirements 04/01/1961 

10M01048 MSFC 08 01 

Regulator, Constant Flow, Reliability Test 
Requirements 04/01/1961 

10M01049 MSFC 08 01 

Pressure Switch, 1475 Pounds Per Square Inch 
Gravity, OK, Reliability Test 
Requirements, 04/06/1961 

10M01050 MSFC 08 01 

Filter Assembly, /3/4-Inch/, Reliability Test 
Requirements 04/14/1961 


10M01052 MSFC 08 01 

Valve Assembly, Fuel Fill and Drain, 

Reliability Test Requirements 04/04/1961 

10H01053 MSFC 08 01 

Filter Assembly, /3/8-Inch/, Reliability Test 
Requirements 04/06/1961 


10M01054 MSFC 08 01 

Valve Assembly, LOX-Relief, Reliability 
Test Requirements 03/31/1961 

1QM01055 MSFC 08 01 

Valve Assembly, LOX-Vent, Reliability Test 
Requirements 

10M01056 MSFC 08 01 

Valve, Check, Reliability Test Requirements 
04/07/1961 

10M01057 MSFC 08 01 

Check Valve, Reliability Test Requirements 
03/15/1961 

1QM01058 MSFC 08 01 

Switch Assembly, Fuel Level, Reliability Test 
Requirements 05/15/1961 

10M01059 MSFC 06 01 

Pressure Relief Valve, Reliability Test 
Requirements 04/07/1961 

10M01060 MSFC 08 01 

Valve Assembly, Fuel Vent, Reliability Test 
Requirements 04/01/1961 

10M01061 MSFC 08 01 

Fuel Safety Valve, Reliability Test 

Requirements 04/01/1961 

10M01062 MSFC 08 01 

Valve Assembly, Preliminary Fuel, Reliability 
Test Requirements 04/04/1961 

10M01063 MSFC 08 01 

Valve Assembly, LOX Preliminary, Reliability 
Test Requirements 04/07/1961 

10M01064 MSFC 08 01 

Valve Assembly, LQX Fill and Drain, 

Reliability Test Requirements 04/03/1961 

10H01070A MSFC 08 01 

Valve Assembly, Fuel Level Control, 

Specification for 08/09/1961 

10M01071 MSFC 08 01 

Environmental Protection when using Electrical 

Equipment within the Areas of Saturn 
Complexes where Hazardous Areas Exist, 

Procedure for, 03/06/61, E0-1 03/20/62 

10M01073A MSFC 08 01 

Valve, Fuel Safety, Specification for 
08/21/61, ED-1 12/10/61, EO-2 02/20/62, 

EO-3 05/25/62, E0-4 10/02/62 

10M01164 MSFC 08 01 

Line, Drain, Lube Oil, Specification for, 

2/15/63, EO-1, 6/11/63 

10M01211 MSFC 08 01 

Cooling System Vent Valve, Solenoid Operated, 

Specification for, 08/30/61, EO-1 05/17/62 

10M01212 MSFC 08 01 

Cooling System Relief Valve, Specification for 
08/30/61, EO-1 A 07/25/62 

10M01293 MSFC 08 01 

Tank Liquid Nitrogen Inflight-Cooler 
Assembly, Specification for 10/31/1961 
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10M01364 MSFC 08 01 

Filter« Lube System* Turbopump* H— 1 Rocket 
Engine 06/08/1961 

10M01365 MSFC 08 01 

Check Valve' Fuel' H-l Rocket Engine' 

Reliability Test Requirements 06/16/1961 

10H01366 MSFC 08 01 

Check Valve* Liquid Oxygen* H-l Rocket 
Engine* Reliability Test Requirements 
06/13/1961 

10*01367 MSFC 08 01 

Check Valve* LOX Dome* H-l Rocket Engine, 
Reliability Test Requirements 06/28/1961 

10M01369 MSFC 08 01 

Switch, Hypergolic Igniter Monitor* H-l 
Rocket Engine, Reliability Test 
Requirements, 06/09/1961 

10M01417 MSFC 08 01 

Filters, Pneumatic* Specification for 
11/27/1961 

10M01445A MSFC 08 01 

Cleaning of Pressurized and Non-Pressur ized 
Instrument Compartments* Procedure for* 

12/30/65 

10M01446A MSFC 08 01 

Regulator and Heater Assembly* Gas Bearing* 

Gas Supply* ST-90* Specification for 
01/25/63, EO-2 03/27/63 

10M01449 MSFC 08 01 

Generator* Gas Assembly* Reliability Test 
Requirements 08/25/1961 

10M01450 MSFC 08 01 

Valve Assembly* Push Button* Bleed* H-l 
Rocket Engine* Reliability Test 
Requ i remen t s 08/09/1961 

10M01559 MSFC 08 01 

Valve* Calibration* Specification for 
12/20/1961 

10M01561 MSFC 08 01 

Arming Unit* Remote* Primacord Initiator* 
Specification for 10/25/1961 

10M01569 MSFC 08 01 

Relay* Hermetically Sealed* Specification for 
01/24/1962 

10M01575 MSFC 08 01 

Valve* Butterfly* 4-Inch* Motor Operated* 
Specification for* 01/30/62, EO-1 
06/01/62, EO-2 07/20/62, EO-3 04/02/63 

10M01579 MSFC 08 01 

Sensor* Temperature, Cooling System* 

Specification for, 04/16/62* E0-1 12/04/63 

10M01580 MSFC 08 01 

Valve, Butterfly* 2-Inch, Specification for 
01/30/62, EO-1 04/15/62, EO-2 06/01/62 

10M01585 MSFC 08 01 

Switches, Electrical* Toggle, Rotary* 

Pushbutton and Associated Hardware* 

Specification for 04/30/1962 


10M01586 MSFC 08 01 

Blowers, Cooling System* Specification for 
01/31/62, EO-1 05/10/62, EO-2 05/08/63, 

EO-3 05/20/63 

10M01587 MSFC 08 01 

Adhesive* Silicone Rubber* Two-Component, 
Low-to-Moderate Temperature Resistant* 
Room-Temperature Vulcanizing* General 
Purpose, 01/16/62, E0-1 08/03/62 

10M01588 MSFC 08 01 

Adhesive, Silicone Rubber, One-Component, 
Moderate-to-High Temperature Resistant* 

Room Temperature Vulcanizing* General 
Purpose, 01/16/62, EO-1 08/03/62 

10M01589 MSFC 08 01 

Silicone Rubber* Insulation Material* Thermal, 
Room Temperature Vulcanizing, General 
Purpose, Specification for, 01/16/62, E0-1 

08/03/62 

10M01591 MSFC 08 01 

Curtains, Heat Shield, Flexible, Acceptance, 
Specification for, 03/09/62, EO-1 08/03/62 

10M01592 MSFC 08 01 

Ducts, Flexible, Cooling System* Specification 
for 03/13/1962 

10M01593 MSFC 08 01 

Manufacturing Procedure for Saturn Heat Shield 
Curtains /Outboard/ 05/04/1962 

10M01595 MSFC 08 01 

Silicone Rubber* Insulation Material* Thermal, 
Elevated Temperature Vulcanizing, General 
Purpose* 02/02/62, EQ— 1 08/03/62 

10M01596 MSFC 08 01 

Silicone Rubber, Insulating Material* 

Two— Component , Thermal Curing, General 
Purpose, 01/31/62, E0-1 08/16/62, EO-2 
10/10/62 


10 M0 1597 


MSFC 

08 

01 

T ape. 

Heat-Ref lect] 

ive* Pressure Sensi 

[ t i ve * 


Aluminum Coated Fiberglass Cloth, 



Sped 

fication for. 

02/23/62, EO-1 

08/03/62, 


EO-2 

09/25/62 




10M01598 


MSFC 

08 

01 

Adhesive, Silicone 

Rubber* Solvent Type, 



General Purpose* Specification for 
02/01/1962 

10M01599 MSFC 08 01 

Rope, Fiberglass, One-Quarter Inch, 

General Purpose, Specification for 
01/31/1962 

10M01602 MSFC 08 01 

Molds, Plastic* Fabrication of. Procedure for 
03/06/1962 

1QM01603A MSFC 08 01 

Probe, Thermal* Specification for* 02/27/64* 

EO-2 08/21/64 

10M01604 MSFC 08 01 

Control Assembly* Temperature* Specification 
04/16/62, E0-1 07/06/62, EO-2 06/03/63* 

EO-3 08/28/63 
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10M01613 MSFC 08 01 

Switch, Absolute Pressure, Specification for 
04/04/62, ED-1 11/07/62 

10*01614 „ MSFC 08 01 

Valve, Control, Specification for, 11/07/62 

10H01615B MSFC 08 01 

Potting and Molding Configuration, Connectors 
09/05/1962 

10M01616A MSFC 08 01 

Valve Assembly, Solenoid Operated, 

Specification for, 01/23/63, EO-1 03/11/63, 

EG— 2 09/16/63, ED-3 11/18/63 

10*01617 MSFC 08 01 

Welding, Spot, Resistance, Nonstructural , 
Specification for, 04/06/62, EO-1 10/11/63 

10M01618 MSFC 08 01 

Welded Module Wiring, Standard for, 

04/12/62, E0-1 10/11/63 

10H01619 MSFC 08 01 

Thread, Fiberglass, Specification for 
03/28/62, EO-1 08/03/62 

10H01620 MSFC 08 01 

Priner, Silicone Rubber, Solvent Type, 
Specification for, 03/28/62, EO-1 08/03/62 

10M01622A MSFC 08 01 

Packaging, Electronic Components, Standard for 
11/20/1963 

10*01624 MSFC 08 01 

Motor, Electric, Specification for 07/20/1962 

10M01625 MSFC 08 01 

Potentiometer, Linear, Specification for 
10/24/1962 

10*01626 MSFC 08 01 

Sensor, Temperature, Cooling System, 

Specification for, 04/16/62, EO-1 06/28/62 

10M01627 MSFC 08 01 

Valve, Check, Liquid Nitrogen, Cooling 

System, Specification for, 05/15/62, ED-1 
07/27/52 

10*01628 MSFC 08 01 

Switch, Thermal, Hydraulic, Specification for 
07/17/1962 

10*01629 MSFC 08 01 

Transducer, High Pressure, Hydraulic, 
Specification for 10/25/1962 


10*01630 MSFC 08 01 

Control Assembly, Temperature, Specification 
for, 04/16/62, E0-1 05/22/63, ED-2 

08/28/63 

10*01631 MSFC 08 01 

Cloth, Glass, Leached, Fluorocarbon 
Impregnated, General Purpose 04/25/1962 

10M01646A MSFC 08 01 

Aluminum Alloy Plate 2219, Specification for 
05/29/1962 


10*01647 MSFC 08 01 

Steel, Expanded Sheet, Corrosion-Resisting, 
Specification for 05/17/1962 

10H01648B MSFC 08 01 

Welding, Fusion, Four- to Six-Inch Thick 
Aluminum Alloy Plate, 2219 For Y Ring, 

Procedure for* 02/01/63, EO-1 03/27/63 

10M01667 MSFC 08 01 

Valve Assembly, Precooling, Check, 

Reliability Test Requirements 08/28/1962 

10M01668 MSFC 08 01 

Valve Assembly, Butterfly, 4-Inch, Motor 
Operated, Reliability, Specification for 
08/28/1962 

10M01671B MSFC 08 01 


Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems, and Systems 
for Pneumatic Use in Support Equipment, 
Specification for, 4/28/64, EO-2, 7/28/64, 

ED-4, 9/15/64, EO-5, 12/22/64 

10M01672A MSFC 08 01 

Cover Sheet to Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 

08/27/1963 

10*01674 MSFC 08 01 

Cover Sheet for QQ-S-766 /Steel Plates, 

Sheets, and Strips, Corrosion Resisting/ 
07/17/1962 

10M01677 MSFC 08 01 

Preparations for Delivery of Aluminum Alloy 
Plates and Sheets, Specification for 
09/06/1962 

10M01678 MSFC 08 01 

Tagging of Saturn Vehicle Non-Flight Items, 
Procedure for, 01/22/63, E0-1 08/07/63 

10M01681B MSFC 08 01 

Regulator and Heater Assembly, Gas Bearing 
Gas Supply, Specification for, 05/13/64, 

EO-2 07/07/64, ED-3 08/25/64, EO-4 
01/19/65, EO-5, 10/13/65 


10MO1682A MSFC 08 01 

Tags, Identification, Saturn Environment 
Protection Items, Specification for 
07/18/1963 

10M01683 MSFC 08 01 

Actuator, Thrust Vector Control, Specification 
for, 06/17/63, EO-1 09/09/64 

10M01687 MSFC 08 01 

Welding, HY-80 Armor Plate Steel, Static 
Test Holddown Arm, Procedure for 02/26/1963 

10*01691 MSFC 08 01 

Installation of Strain Gauges, Procedure for 
04/02/1963 

10M01693 MSFC 08 01 


Ground Support Hydraulic System and Checkout 
Unit, Specification for 03/13/1963 
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10M01694 MSPC 08 01 

Prevalve Assemblies, Normally Open, 

Specification for, 3/08/62, EO-1, 6/17/63, 

EG— 3, 10/01/63, EO-5, 8/17/64, EO-6, 

8/24/64 

10M01695 MSFC 08 01 

Inert Prefill Unit, Specification for 
05/06/63, ED-1 07/09/63 

10H01696 MSFC 08 01 

Flush and Purge Ground Support Servicing 
System, Specification for 01/22/1964 


10H01699A MSFC 08 01 

Ground Support Cooling Unit, Specification 
for 03/04/1964 

10M01701 MSFC 08 01 

Cover Sheet for Marshall Space Flight Center- 
STD-110 /Electrical Hardware, Equipment, 

Material, and Methods Used in Saturn 
Ground Support Equipment/ 06/25/1964 

10M01702 MSFC 08 01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 

06/25/1964 

10M01703 MSFC 08 01 

Cover Sheet for 10509313 /Lubricant, Antiseize 
and Sealing Liquid Oxygen Systems/ 

06/25/1964 

10M01704 MSFC 08 01 

Cover Sheet for Marshall Space Flight Center- 
STD-163 /Electrical Engineering Design 
Practice/ 06/25/1964 

10H01705 MSFC 08 01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-171 /Fittings, Pressure Connections, 

Flared Tube/ 06/25/1964 

10M01706 MSFC 08 01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-106 /Testing Compatibility of 
Materials, for Liquid Oxygen Systems/ 

06/25/1964 

10M01707 MSFC 08 01 

Cover Sheet for ABMA-PD-R-187 /Relays, 
Hermetically Sealed Missile Equipment/ 

06/25/1964 

10M01710A MSFC 08 01 

Mechanical Ground Support Equipment, Support 
Plan, Standard for, 05/24/65 

10M01711 MSFC 08 01 

Interface Control Documents to Engineering 
Documentation Cross Reference Index, 

Preparation and Submittal of, Data for, 

Standard for 05/24/1965 


10M01714A MSFC 08 01 

Design Loads, S-IC, Standard, 9/30/66 

10N01718 MSFC 08 01 

Torque Valves, Threaded Fastener, Standard 
for, 1/26/66 


10M01734 MSFC 08 01 

Tubing, Steel, Corrosion-Resistant, Type 316, 
Seamless, Specification for 06/26/63, 

E0-1, 03/29/64 

10M01735 MSFC 08 01 

Switch Assembly, Pressure, Fuel Pressurizing, 
Specification for 08/16/1963 

10M01741 MSFC 08 01 

Attaching Thermocouples to Saturn Vehicle 
Skins, Procedure for 09/16/1963 

10M01744 MSFC 08 01 

Adhesive, Low Density, Epoxy, Specification 
for 03/12/1964 

10M01745A MSFC 08 01 

Safety and Arming Device /Remote 
Controlled/, Specification for, 06/13/66 

10M01753 MSFC 08 01 

Gold Alloy /Gold 75-Silver 22-Nickel 3/, 

Wire Strip, Sheet, and Rod, Specification 
for, 10/29/63, E0-1 01/08/64 

10H01754 MSFC 08 01 

Gold, Coin /Gold 90-Copper 10/, Wire, Strip, 
Sheet, and Rod, Specification for, 10/21/63, 

ED-1 01/08/64 

10M01755 MSFC 08 01 

Palladium Alloy /Palladium 35-Silver 30- 
Copper 14-Gold 10-Platinum 10-Zinc 1/, 

Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, ED-1 01/08/64 


10M01756 MSFC 08 01 

Platinum-Ruthenium Alloy /Platinum 90- 
Ruthenlum 10/, Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/18/1963 

10 M0 1757 MSFC 08 01 

Gold, Silver, Platinum Alloy /Gold 69-Silver 
25-Platinum 6/, Strip, Sheet, Tubing, and 
Rod, Specification for 12/18/1963 

1 0M01756 MSFC 08 01 

Gold, Silver, Zinc, Platinum, Copper Alloy 
/Gold 71.5-Silver 4.5-Zinc 1-Platinum 8.5- 
Copper 14.5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 

10M01759 MSFC 08 01 

Gold, Platinum Alloy /Gold 96-Platinum 2/ 

Strip, Sheet, Tubing, and Rod, 

Specification for 12/31/1963 

10M01760 MSFC 08 01 

Platinum, Iridium Alloy /Platinum 85-Iridlum 
15/, Wire, Strip, Sheet, Tubing, and Rod, 
Specification for 12/18/1963 

10M01761 MSFC 08 01 

Silver, Coin /Silver 90-Copper 10/, Sheet, 

Strip, Rod, and Tubing, Specification for 
12/18/1963 

10M01762A MSFC 08 01 

Saturn Technical Information Handbook, 

Preparation and Publication of. Standard for 
06/21/1965 
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10M01764 MSFC 08 01 

Gold, 10 Carat, /Gold 41.7-Copper 36.2-Si lver 
12.8-Zinc 9.3/, Sheet, Strip, Rod, and 
Tubing, Specification for 12/18/1963 

10M01765 MSFC 08 01 

Mobile Service Truck Unit, RJ-l and Sodium 
Nitrite, Specification for 01/30/1964 

10H01769A MSFC 08 01 

Saturn Vehicle Data Book, Preparation and 
Publication of. Standard for 05/03/1965 

10M01770 MSFC 08 01 

Sling, Instrument Unit Container Handling, 
Specification for 02/24/1964 

10H01771 MSFC 08 01 

Sling, Instrument Unit Segment Handling, 
Specification for 02/24/1964 

10M01772 MSFC 08 01 

Sling, Assembled Instrument Unit Handling, 
Specification for 02/24/1964 

10M01773 MSFC 08 01 

Ring-Segment, Instrument Unit Handling, 
Specification for 02/24/1964 

10M01774 MSFC 08 01 

Container, Special Handling and Protective, 
for Saturn IB and Saturn V Instrument 
Unit, Specification for 02/24/1964 

10M01776B MSFC 08 01 

Manuals, Operations and Maintenance, Ground 
Support Equipment, Preparation of. 

Standard for, 12/02/65 

10M01777 MSFC 08 01 

Propellant Servicing Unit, Specification for 
04/06/64, EQ-1 08/20/64 

10M01778 MSFC 08 01 

Polyurethane Foam, Filling S-l and S-1B 
Torque Boxes Using, Procedure for 
03/30/1964 

1QH01792 MSFC 08 01 

Quality Control of Technical Manuals, 

Procedure for 02/15/1965 

10M01796 MSFC 08 01 

Vessels, Pressure, Design and Fabrication, 
Specification for 11/03/1964 

10M01801 MSFC 08 01 

Marking of Ground Support Equipment for 
Handling Purposes, Standard for 01/28/1965 


10M01B05C MSFC 08 01 

Capacitors and Resistors, Preferred, Approved 
Source List, 06/03/66 

10H01807 MSFC 08 01 

Documentation Checkers, Training, Qualifying, 
and Certification of, 7/19/65 

10M0181 1 MSFC 08 01 

Saturn IB and Saturn V Mechanical Ground 
Support Equipment General Test and 
Documentation Plan, Procedure for, 3/23/66 


10M01812 MSFC 08 01 

Hazardous Gas Analyzer System, General 
Design, Operation, and Sampling 
Requirements, Specification for, 2/09/66 

10M01813 MSFC 08 01 

Couplings, Pressure Balanced, Cryogenic, 

Quick Disconnect, Specification for, 

4/25/66, EO-1, 10/24/66 

10H01815 MSFC 08 01 

Handbook, Saturn IB Vehicle, Preparation and 
Publication of. Standard for, 4/08/66 

10M0181 7 MSFC 08 01 

Ullage Motor, S-II Stage, Test Specification 
for, 6/23/66, EQ-1, 7/22/66 

10M01818 MSFC 08 01 

Motors, Auxiliary Solid Propellant, Model 
Specification, Preparation of. Standard for, 
6/23/66 

10M01819 MSFC 08 01 

Accumulator, S-IC Ground Hydraulic, 

Specification for, 8/26/66 

10M01820 MSFC 08 01 

Regulation Unit, Pneumatic, Portable, 
Specification for, 9/29/66 

10M01827 MSFC 08 01 

Human Engineering Design Criteria, Reference 
Abstracts, 11/01/66 

10M05060 MSFC 08 01 

Valve, Single-Solenoid, 2-Way, 2-Position 

/P/N 805764-10460/ Qualification Test 
Specification, 12/08/66 

10M05072 MSFC 08 01 

Valve, Check, Hydraulic /P/N 204022-19/ 
Qualification Test Specification, 12/08/66 

10M05074 MSFC 08 01 

Valve, Single-Solenoid, 3-Way, 2-Position 

/P/N 803664-10469/ Qualification Test 
Specification, 12/08/66 

12-1 FRC 04 01 

General Electrical Wiring Requirements, 

09/15/63 

12-2 FRC 04 01 

Basic Soldering Requirements Shield 
Terminations, Safety Wiring, and Connectors, 
09/30/63 

12-3 FRC 04 01 

High Temperature Wiring and Soldering, 

09/27/63 

12-4 FRC 04 01 

Identification of Electrical Wiring and 
Cabling, 09/30/63 

12-5 FRC 04 01 

Stowage of Electrical Wiring and Connectors, 
09/20/63 

12-6 FRC 04 01 

Hand Soldering of High Reliability Electrical 
Connections, 10/02/63 
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12-7 FRC 04 01 

Non-Structura 1 Thermocouples, Installation, 
Wiring, and Checkout, 10/03/63 

14-4 FRC 04 01 

Reset and Calibration Procedure, X-15 Cabin 
Pressure Control Switch /Meletron Model 
M4151/, 07/11/62 

20-1 FRC 04 01 

Cleaning Methods and Processes, 09/16/63 

20-2 FRC 04 01 

Packaging, Contaa i nat ion Control, and Storage 
Procedures, 07/15/65 


33-65-8/1 

GSFC 

05 

01 

See 

S-330-P-0001 




33-65-8/2 

GSFC 

05 

01 

See 

S-330-P— 0002 




40-001 


GSFC 

05 

01 

See 

S-500-P— 0001A 




40-002 


GSFC 

05 

01 

See 

S-500-P-0002A 




40-003 


GSFC 

05 

01 

See 

S— 500-P— 0003 




40-004 


GSFC 

05 

01 

See 

S-500-P-0004 




40-006 


GSFC 

05 

01 

See 

S-500-P-0006A 




40-007 


GSFC 

05 

01 

See 

S-500-P-0007A 




40-008 


GSFC 

05 

01 

See 

S-500-P— 0008 




40M00200 


MSFC 

08 

01 


Wiring, Electrical Components, Standard for 
04/01/64, EO-1 06/09/64 

40M00201B MSFC 08 01 

Frequency Changer, Static, 15-Kilowatt, 
120/208-Volt, 3-Phase, 400-Cycles Per 
Second, Specification for, 07/01/64 

40M00202A MSFC 08 01 

Motor Generator Set, 3-Phase, 120/208-Vo 1 t , 
400-Cycles Per Second, 60-KIlowatt, 

Specification for 08/19/1964 

40M00203A MSFC 08 01 

Power Supply Set, 3-Phase, 60-Kilowatt, 

60-Cycles Per Second, Specification for 
05/18/1964 

40H00204 MSFC 08 01 

Battery, Nickel Cadmium, 28-Cell, 

160-Ampere-Hour, Specification for, 2/5/64 

40M00205 MSFC 08 01 

Power Supply Set, Direct Current 56-Volt, 
50-Ampere, Specification for, 02/28/64, 

ED-1, 06/22/64 

40H00206 MSFC 08 01 

Power Supply Set, Direct 28-Volt, 50-Ampere, 
Specification for, 02/28/64, EO-1 06/22/64 


40M00207 MSFC 08 01 

Power Supply Set, Direct Current 28-Volt, 
100-Ampere, Specification for, 02/28/64, 

E0-1 06/22/64 

40M00208 MSFC 06 01 

Power Supply Set, Direct Current 28-Volt, 
250-Ampere, Specification for, 02/28/64, 

EO-1, 06/22/64 

40H00209 MSFC 08 01 

Power Supply Set, Direct Current 28-Volt, 
500-Ampere, Specification for, 02/28/64, 

E0-1 06/22/64 

40M00214 MSFC 08 01 

Evaluator, Digital Events, Specification for 
08/20/1964 

40M0021 7 MSFC 08 01 

System, Television, Closed-Circuit, Four- 
Camera, Specification for 05/20/1964 

40M00220 MSFC 08 01 

Wiring, Electrical Ground Support Equipment, 
Identification Marking and Color Coding, 

Standard for 09/02/1964 

40M00224A MSFC 08 01 

Engineering Drawings, Electrical Support 
Equipment, Preparation of. Standard for, 

11/30/66 

40M00228 MSFC 08 01 

Manually Activated Primary Battery /MAP 4240/ 
Qualification Test Procedure, 9/29/65 

40 M00313B MSFC 08 01 

Amplifier Module, Direct Current, 

Specification for, 7/06/66 

40M00319 MSFC 08 01 

Coating, Chromate Conversion, of Saturn ESE 
Panels, Chassis, and Racks, Procedure for, 

5/04/66 

40M00322A MSFC 08 01 

Mechanical Design Standards List, Electrical 
Support Equipment, 7/07/66 

40M00325 MSFC 08 01 

Painting, Final, of Saturn ESE Panels, 

Procedure for, 5/04/66 

40M00326 MSFC 08 01 

Painting, Final, of Saturn ESE Racks, 

Procedure for, 5/04/66 

40M00376A MSFC 08 01 

Coding Electrical Support Equipment Power 

Supply Buses, Standard for, 7/14/66 

40M00380 MSFC 08 01 

Plating, Mechanical, Zinc, Specification for, 
7/18/66 

40M20793 MSFC 08 01 

Battery, Primary, Specification for 

07/06/1965 

40M21010 MSFC 08 01 

Switch, Motor-Driven, Power Transfer, 
Specification for, 10/05/65 
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40M37496 MSFC 08 01 

Relays, DC, Hermetically Sealed, Established 
Reliability for Space Vehicles and Ground 
Support Equipment, Specification, 10/01/65 

50M02505 MSFC 08 01 

Emitter Followers, Design Specification for 
04/21/1965 

50M11544 MSFC 08 01 

Switch Selector, MOD I, Specification for 
04/28/1965 

50M11548 MSFC 08 01 

Switch Selector, MOD I and MOD II, Checkout 
Procedure for, 06/11/65, EQ-1 , 08/13/65, 

EO-2, 09/30/65, EO-3, 10/04/66 

50M35008C MSFC 08 01 

Servoac tuator , Mechanical Feed-back, Thrust 
Vector Control, Saturn S-IC Stage, 

Specification for 05/15/1965 

50M60000 MSFC 08 01 

Measurement Calibrator, Specification for 
08/13/1963 


50M60001 MSFC 08 01 

Measurement Rack Selector, Specification for 
08/13/1963 

50M60002B MSFC 08 01 

Telemetry Assembly, Single Sideband Airborne, 
Specification for, 10/19/64, E0-1 

12/11/64, EO-2, 03/23/65, EO-3, 04/30/65, 

E0-4, 07/28/65, ED-5, 10/05/65, EO-6, 

11/05/65, EO-7, 12/10/65, E0-8, 01/26/66, 

ED-9, 03/14/66, ED-10, 07/05/66 

50M60003A MSFC 08 01 

Frequency Divider, Specification for 
12/09/1964 

50M60004 MSFC 08 01 

Spectrum Analyzer, Inflight, Models 3 and 10, 
Specification for 03/16/1964 

50H60005B MSFC 08 01 

Test Methods for Vehicle Measuring and 
Telemetry Electronic Parts, Assemblies, and 
Subsystems, Standard for, 06/22/66 


50M60011 MSFC 

Sub-Multiplexer Assembly, Remote, Digital, 
Acceptance Test Procedure for 11/14/1963 

50M60012 MSFC 

Calibrator Assemblies, Telemeter, Model 2, 

Part Numbers 50M12011-1 and 50M12011-3, 

Bench Checkout, Procedure for 01/09/1964 

50M60013 MSFC 

Telemeter Calibrator, Model I, Acceptance 
Test, Procedure for 09/09/1963 

50M60015 MSFC 

High Voltage Strobe Light Cable, 

Specification for 08/26/1963 

50M60016B MSFC 08 01 

Recorder Assembly, Tape /Airborne/, Model 101, 

Specification for, 10/22/64, EO-1, 12/16/64, 

EO-2, 07/14/65, EO-3, 07/14/65, EO-4, 

10/27/65, EO-5, 12/04/65, EO-6, 12/04/65, 

EQ-7, 01/14/66, EO-8, 07/06/66 


08 01 


08 01 


08 01 


08 01 


50M60017 MSFC 

Telemeter Calibrator Assembly, Model I, 
Specification for 09/09/1963 

50M60018A MSFC 0€ 

Submultiplexer, Assembly, Remote Digital, 
Specification for, 08/18/64, EO-1, 

10/13/64, ED-2, 11/04/64, EO-3, 12/16/64, 

EO-5, 07/20/65, EO-6, 

07/20/65, EO-8, 07/20/65, 

ED-10 , 12/17/65, ED-11, 

01/14/66, EO-14, 04/13/66, 


08 01 


EO-4, 01/29/65, 

07/20/65, EO-7, 
ED-9, 11/15/65, 

01/05/66, ED-12, 
EO— 15, 07/05/66 


50M60019 MSFC 

Telemetry Oscillator Assembly, Model B, 
* 09/11/1963 


Specification for 


50M60020 MSFC 

Telemetry Oscillator Assembly, Model A, 
'**“'"*■ * * * 09/11/1963 


08 01 


08 01 


Specification for 


50M60021A MSFC 

Single Output Mixer Amplifier Specification 
for, 12/30/64, E0-1, 07/14/65, EO-2, 

07/14/65, EO-3, 07/14/65, EO-4, 12/30/65, 

EO-5, 07/06/66 


08 01 


50M60006 MSFC i 

Connectors, Electrical Feedthrough, 50M10622 
and 50M10623, Specification for 11/12/1963 


50M60022C MSFC 

Filter, Bandpass, Specification for, 
02/25/66 


50M60007 MSFC 

Probe, Liquid Level, Specification for 
11/27/1963 

50M60008 MSFC 

Filter, Bandpass, Specification for 
08/06/1963 


08 01 


08 01 


50M60023 MSFC 08 01 

Multiplexer Assembly, Model 245, Specification 
for, 10/05/64, E0-1, 01/04/65, EO-2, 

02/16/65, EO-3, 04/12/65, EO-4, 06/09/65, 

EO-5, 07/28/65, E0-6, 10/05/65, EO-7, 

03/14/66 


50M60009 MSFC 

Filter, Mechanical, 455 Kilocycle, Upper 
Sideband Ferrite Drive Selector, 
Specification for 08/06/1963 

50 M60010A MSFC 

Telemetry Assembly, Single Side-band, 
Airborne, Specification for 01/31/1964 


08 01 


08 01 


50M60024 MSFC 08 01 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Checkout Procedure for, 
11/07/1963 


50M60025 MSFC 

Transponder /Offset Doppler Frequency/, 
890/960 Megahertz, Specification for, 
10/08/1963 
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50M60026B 


MSFC 08 01 

Calibrator Assembly, Telemeter Model II 
and I I A, Specification for, 03/15/66, 

ED-6, 07/06/66 


50M60027 


MSFC 


08 01 


Inverter, Static 450, Volt-Ampere, Model 0 and 
1, Specification for 11/08/1963 


50H60029A 


MSFC 


08 01 


Radio Frequency Assembly, Pulse Code 
Modulated, Model CT-19B, Specification for, 
07/15/64, ED-1, 04/07/65, EO-2, 05/17/65, 

ED-3, 07/15/65, ED-4, 07/24/65, ED-5, 

01/05/66, EO-6, 07/06/66 


50M60031A 


MSFC 


08 01 


Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 

Checkout Procedure for, 6/16/64 

50M60032B MSFC 00 01 

Oscillator, Subcarrier, Narrowband, 

Specification for, 12/14/64, EO-1, 10/27/65, 

EO-2, 12/30/65, ED-3, 07/06/66 

50M60033 MSFC 08 01 

Heat Sink, Connection Compound, Specification 
for 11/15/1963 

50M60034C MSFC 08 01 

Amplifier, Power, Radio Frequency, 

Specification for, 04/12/65, EO-1, 06/07/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60035C MSFC 08 01 

Filter, Antenna, Low-Pass, Specification for, 
08/15/66 

50H60036B MSFC 08 01 

Amplifier, Mixer, Output, Dual /Isolated/ 
Specification for, 04/12/65, EO-2, 07/14/65, 

EO-3, 07/14/65, EO-4, 07/15/65, EO-5, 

12/30/65 

50H60037B MSFC 08 01 

Oscillator, Wideband, Subcarrier, Specification 
for, 04/20/65, EO-3, 07/14/65, EO-4, 

07/14/65, EO-5, 07/15/65, EO-6, 12/30/65 

50M60038A MSFC 08 01 

Video Transformer, Specification for, 

02/26/65, EQ-1 , 05/17/65, EO-2, 07/27/65, 

EO-3, 01/05/66 

50M60039B MSFC 08 01 

Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 02/09/65, EO-1, 05/17/65, 

EO-2, 07/15/65, ED-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60040C M SFC 08 01 

Converter, Direct Current to Direct Current, 
Specification for, 11/04/65, EO-2, 11/04/65, 

ED-3, 11/04/65, EO-6, 12/12/65, EO-7, 

01/21/66, EO-8, 01/14/66 


50M60043A MSFC 08 01 

Command Power Divider Assembly, Model 307, 
Specification for, 07/23/65 

50H60044A 08 01 

Antenna, Television, Model 402, Speci f 1 ca.t ion 

for, 07/22/65 

50M60045A |J SFC 88 01 

Antenna, Telemetry, Model 213, Specification 
for, 07/22/65 

50M60046A MSF ^ * lftn ° 8 01 

Antenna, Command, Model 308, Specification 

for, 12/10/65 

50 M60047 * SFC 08 01 

Camera, Television, Space Vehicle, 

Specification for 02/03/1964 

50 M60049 * SF( j 08 01 

Transmitter, Television, Space Vehicle, 

Specification for 02/03/1964 

50H60051A "SFC 08 01 

Register, Video, Space Vehicle, Specification 
for 09/22/1964 

50M60053 MSFC 08 01 

Decoder, Television Sequence, Ground Support 

Equipment, Specification for 06/15/1964 

50M60054 MSFC 08 01 

Decoder, Sequence, Ground Support Equipment, 
Checkout Procedure for 10/20/1964 

50M60055 M SFC 08 01 

Viewing Unit, Television, Ground Support 
Equipment, Specification for 05/28/1964 

50 M60061 A nt «f C M . . 08 01 

Multiplexer Assembly, Time Division, Model 
270, Specification for, 05/27/66, E0-10, 

07/06/66 

MSFC 08 01 

Detector, Pulse, Specification for 10/21/1963 

0063 „ "fC 08 01 

Pressure, Transducer Unit, Type 2 11, 

Specification for 10/23/1963 

50 M60064 ?f F ^ 08 01 

Pressure Transducer Unit, Type 2 12, 

Specification for 10/23/1963 

50M60065 08 01 

Servo Accelerometer Units, Types NP-1, 

NP-1/2, Specification for 10/23/1963 

50H60066B MSFC 08 01 

Leak Meter Assembly, Gaseous 0x V9 e J 
Measuring, Specification for, 02/17/66 

50M60067 * SFC . 08 01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 


50 M60063 


50M60042A MSFC 

Divider, Power, Telemetry Antenna, 
Specification for, 07/26/65 


08 01 
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50 H60069A MSFC 08 01 

Leak Meter Assembly, Hot Gas Measuring, 
Specification for, 02/27/66 

50H60070B MSFC 08 01 

Adapter, Signal, Differential /Wideband/, 
Specification for, 03/30/66 

50 M60071B MSFC 08 01 

Radio Frequency Assembly, Model 1, 

Specification for, 06/22/66 

50M60072A MSFC 08 01 

Transmitter, Telemetry, Vacuum Tube or Hybrid, 

Frequency Modulated /Very High Frequency/, 
Specification for, 07/08/64, EO-1, 05/17/65, 

ED-2, 07/15/65, EO-3, 07/15/65, ED-4, 

10/05/65, EO-5, 01/05/66, EO-6, 07/06/66 

50M60074A MSFC 08 01 

Amplifier Module, Direct Current, 

Specification for, 03/05/65, EO-1, 07/14/65, 

EO-2, 03/25/66 

50M60075A MSFC 08 01 

Amplifier Module, Alternating Current, 
Specification for, 04/20/65 

50M60076 MSFC 08 01 

Channel Selectors, A and B, Specification for 
02/26/1965 

50M60077 MSFC 08 01 

Selector, Measuring Rack, Specification for 
03/30/1965 


50M60078 MSFC 08 01 

Demultiplexer, Single Sideband Frequency 

Modulated, Specification for 12/02/1963 

50M60079A MSFC 08 01 

Leak Meter Assembly, Gaseous Hydrogen 
Measuring, Specification for, 03/08/66 

50 M60080 MSFC 08 01 

Temperature Transducer Assembly, Resistance 
Type 8, Specification for 07/22/1964 


50 M6008 1 A MSFC 

Flowmeter, Volumetric, Turbine Type, 

50 M60085B MSFC 

Radio Frequency Assembly, Model II, 
Specification for, 08/31/66 

50M60086A MSFC 

Filter Assembly, Power Line, Specification 
for, 07/23/64, E0-1, 06/04/65, EO-2, 

07/29/65, ED-3, 10/13/65, EO-4, 10/13/65, 

07 / 06 / 66 1/05/66 ’ ED ~ 6 ’ 01/27/66 * E0_7 * 


08 01 
08 01 

08 01 


50M60088 MSFC 

Digital Adapter, Liquid Level Measuring, 
Specification for 02/17/1964 


50 M60089A M SFC 

Temperature Gauge Assembly, Thermistor, 
11* Specification for 04/14/1965 


08 01 

Type 


50 M60090A 

Data Register Assembly, 
10/22/65 


MSFC 

Specification for. 


08 01 


50M60092A MSFC 

Demultiplexer, Single Sideband Frequency 
Modulated, Specification for, 01/22/65 

50M60098 MSFC 

Adapter, Rate Gyro, Specification for 
03/19/1964 


50H60100A MSFC 08 01 

Oscillator Assembly, Telemetry, Model Cl, 
Specification for, 02/23/66 

50M60101A MSFC 08 01 

Telemetry Oscillator Assembly, Models A1 and 
A2, and A3, Specification for, 02/26/65, 

ED-5, 07/14/65, EO-6, 07/14/65, EO-7, 

08/16/65, EO-8, 07/28/65, EO-9, 10/05/65, 

ED-10 , 12/10/65, ED-11, 07/06/66 


50M60102A MSFC 08 01 

Oscillator Assembly, Telemetry, Model Bl, 
Specification for, 02/23/66 

50M60103 MSFC 08 01 

Telemetry Assembly, Single Sideband, Airborne, 
Acceptance Test, Procedure for 03/03/1964 

50M60106 MSFC 08 01 

Tape Recorder/Reproducer, Wideband, 

Specification for 04/15/1964 

50M60107 MSFC 08 01 

Transmitter, Minitrack, Saturn IB and Saturn 

V Space Vehicle, Specification for 

04/16/64, ED-1 05/25/64 


50M60108 MSFC 08 01 

Transmitter, Minitrack, Saturn IB and Saturn 
V Space Vehicle, Checkout Procedure for 
07/14/1964 

50M60125 MSFC 08 01 

Viewing Unit, Television, Single Channel, 

Ground Support Equipment, Specification for 
06/15/1964 


50M60126 MSFC 

Study Unit, Television, Standard for 
05/28/1964 

50M60127 MSFC 

Decoder, Television Test Set, Sequence, 
Specification for 04/30/1964 

50M60128A MSFC 

Frequency to Direct Current Converter, 
Specification for 03/30/1965 

50M60129 MSFC 

Antenna Assembly, Missile Trajectory 
Measurement, Model 802, Specification for 
03/18/1965 


08 01 
08 01 


08 01 


08 01 


50M60130 MSFC 08 01 

Antenna Assembly, Missile Trajectory 
Measurement, Model 803, Specification for 
03/18/1965 


50M60131 MSFC 08 

Antenna Systems, Mistram, Models 802 and 803. 
Checkout Procedure for, 11/04/64 

50M60132A MSFC 08 

Antenna Command, Model 309, Specification for. 
03/15/66 * 
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50M60133 MSFC 08 01 

Antenna Systems, Command, Models 308 and 309, 
Checkout Procedure for 11/04/1964 

50M60134 MSFC 08 01 

Antenna Assembly, Offset Doppler Frequency, 

Model 405, Specification for 03/18/1965 


50M60135 MSFC 

Antenna System, Offset Doppler Frequency, 
Transmitting, Model 405, Checkout Procedure 
for 11/04/1964 

50M60136 MSFC 

Antenna Assembly, Offset Doppler Frequency, 
Model 404, Specification for 03/18/1965 


50M60153 MSFC 1 

Decoder, Instrument Unit Command, Acceptance 
Test, Procedure for, 7/22/66 


50 M60155 

Command Decoder, Secure Range Safety, 
Qualification Test Procedure, 4/06/66 

50M60156 MSFC 

Decoder, Secure Range Safety Command, 
Acceptance Test Procedure, 8/04/66 

50M60157A c M f F ? n w 

Command Decoder, Secure Ran 9 c * B ® nch 

Checkout, Procedure for, 09/21/65, EO 1, 
03/17/66, EO-2, 04/13/66 


08 01 


08 01 


50M60137 MSFC 

Antenna System, Offset Doppler Frequency 
Receiving Model 404, Checkout Procedure for 
11/04/1964 


50M60138 

Antenna System, 
Procedure for, 


MSFC 08 01 

Radar, Model 708, Checkout, 
3/10/65 


50M60139 MSFC 

Antenna System, Azusa, Model 711, Checkout, 
Procedure for, 3/10/65 


50M60140 MSFC 08 

Antenna System, Altimeter, Model 503, Checkout 
Procedure for 11/04/1964 


50M60143 MSFC 08 

Antenna System, Television, Model 402, 
Checkout, Procedure for, 3/10/65 

50M60144 MSFC 08 

Antenna System, Telemeter, Model 219, Checkout 
Procedure for 11/04/1964 


50M60145 MSFC 

Color Code for Zone Boxes and Thermocouple 
Leads and Extensions, Standard for 
04/07/1964 

50M60146A MSFC 

Leak Meter Assembly, RP-1 Measuring, 
Specification for, 03/15/66 


50M60147 MSFC 01 

Resistors, Fixed, Precision, Wirevound /Style 
SRB/, Specification for, 04/17/64, ED-1 
04/21/65 


50M60148 MSFC 08 01 

Capacitors, Fixed, Plastic Dielectric 
/Nonmetallic Case/, /Style SCTM/, 

Specification for, 04/17/64, EO-1 04/21/65 


50M60149 MSFC 08 01 

Resistors, Precision, Fixed, Film /Style 
SRN/, Specification for 04/17/1964 

50M60150A MSFC 08 01 

Flexible Circuits, Wiring, and Cable, Design, 
Construction, and Inspection of. 

Specification for, 09/15/66 

50M60151A MSFC 08 01 

Decoder, Instrument Unit Command, 

Spec! f I cat ion for , 02/09/66 


50 M60158B MSFC 01 

Command Decoder, Secure Range Safety, 
Specification for, 09/16/65, E0-1, 03/14/66 

50M60160 MSFC 0 

Command System, Secure Range Safety, 
Specification for, 03/04/1965 


50M60161C MSFC 

Command Receiver MCR503, Bench Checkout, 
Procedure for, 12/02/65, E0-1, 03/17/66, 

EO-2, 04/13/66, EO-3, 08/18/66, EO-4, 

12 / 02/66 


50M60162B MSFC 08 01 

Command System, Secure Range Safety, Bench 
Checkout Procedure for, 12/21/65, E0-1, 

03/16/66 

50M60164 MSFC 08 01 

Command Receiver, MCR 503 Acceptance Test, 
Procedure for, 12/05/66 

50M60165B MSFC 08 01 

Command Receiver, MCR503, Specification for, 
09/27/65, EQ-1 , 03/14/66, EO-2, 04/13/66, 

EO— 3 , 07/27/66 

50M60166 MSFC 08 01 

Command Receiver, MCR 503, Qualification Test 
Procedure, 4/22/66, E0-1, 7/27/66 

50M60174 MSFC 08 01 

Transponder, C Band, Radar, Specification for 
11/12/1964 

50M60175 MSFC 08 01 

Transponder, C Band, Radar, Checkout 
Procedure for 11/12/1964 

50M60180 MSFC 08 01 


Capacitors, Fixed, Paper /or Paper-Plastic/ 
Dielectric /Hermetically Sealed in Metallic 
Case/ /Style SCPV09/, Specification for, 

04/17/64, E0-1, 04/21/65, EO-2, 09/24/66 

50M60181 MSFC 08 01 

Temperature Gauge Assembly, Resistance, Type 
17, Specification for 03/02/1965 

50M60183 MSFC 08 01 

Resistors, Variable, Wirewound, /Lead Screw 
Actuated/, /Style SRT/ , Specification for, 
06/19/64, E0-1, 04/21/65, EQ-2, 11/04/65, 

EO-3, 01/03/66 


60 


ALPHA-NUMERIC LISTING 


50M60184 MSFC 08 01 

Resistors, Variable, Nonwi rewound /Lead Screw 
Actuated/, /Style SRJ/, Specification for, 
06/19/64, EO-1, 04/21/65, ED-2, 11/04/65, 

ED-3, 01/03/66 

50M60185 MSFC 08 01 

Resistors, Fixed, Virewound /Power/, /Style 
SRE/, Specification for, 05/21/64, ED-1, 

04/21/65, ED-2, 12/20/65 

50M60186 MSFC 08 01 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/, 

Specification for 

50M60187 MSFC 08 01 

Capacitors, Fixed Ceramic-Dielectric /General 
Purpose/, /Style SCK/, Specification for 
06/19/64, EO-1 04/21/65 


50M60203 MSFC 08 01 

Subaul t iplexer Asseably, Analog, Reaote, High- 
Level, Model 101, Specification for, 

10/30/64, ED-1, 12/16/64, E0-2, 07/14/65, 

ED-3, 07/14/65, ED-4, 01/04/66, ED-5, 

01/04/66, EO-6, 07/05/66 

50M60204 MSFC 08 01 

Aaplifier, Differential, Low Level, 

Specification for, 10/12/64, EO-1, 12/15/64, 

ED-3, 06/25/65, EO-4, 10/05/65, ED-5, 

10/27/65, ED-6, 11/05/65, EO-7, 11/14/65, 

ED-8, 11/22/65, EO-9, 11/22/65, EO-10A, 

01/14/66, ED-11, 07/06/66 

50M60205 MSFC 08 01 

Seaiconductor Devices, SM4419, Specification 
for, 10/20/64, ED-1, 03/14/66 

50M60206 MSFC 08 01 

Menbrane Caloriaeter Assemblies, Types 14, 15, 

16, 17, and 20, Specification for 05/17/1964 


50M60188 MSFC 08 01 

Resistors, Fixed, Wirewound /Insulated/, 

/Style SRW/ , Specification for, 05/21/64, 

EO-1 04/21/65 

50H60192 MSFC 08 01 

Capacitors, Fixed, Nonsolid Electrolytic 
Tantalum /Style SCS13/, Specification for 
06/19/64, EO-1 04/21/65 

50M60193 MSFC 08 01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Sintered Slug/, /Style 

SCL/, Specification for, 06/24/64, ED-1 

04/21/65 

50M60196 MSFC 08 01 

Semiconductor Device, SM1186, Specification 
for, 10/22/64, EO-1, 12/14/64, EO-2, 

11/05/65, EO-3, 01/21/66 


50M60197 

Semiconductor Device, 
for, 10/22/64, ED-1, 
01/14/66 

50 M60198 

Semiconductor Device, 
for, 10/22/64, ED-1, 
01/21/66 


MSFC 08 01 

SMIN914, Specification 
03/28/66, EO-2, 


MSFC 08 01 

SM2N2907A, Specification 
11/05/65, EO-2, 


50M60208A MSFC 08 01 

Filter, Presampling, and Power Supply, 

Modified, Subassembly, Specification for, 
03/02/65, EO-3, 06/25/65, ED-4, 06/25/65, 

EO-5, 06/25/65, EO-6, 10/27/65, ED-7, 

11/05/65, EO-8, 01/05/66, EO-9, 06/22/66, 

ED-10 , 07/06/66 

50M60209 MSFC 08 01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for, 
10/06/64, ED-1, 07/20/65, EO-2, 01/05/66, 

EO-3, 05/18/66 

50M60210 MSFC 08 01 

Top Deck Assembly, Single Sideband 
Telemeter, Specification for, 09/28/64, 

ED-1, 12/11/64, EO-2, 07/15/65, ED-3, 

07/28/65, ED-4, 10/05/65, EO-5, 10/27/65, 

ED-6, 06/13/66 


50M60211 MSFC 08 01 

Converter, Direct Current to Direct Current, 
Specification for, 11/04/64, EO-1, 07/15/65, 

EO-2, 09/15/65, EO-3, 10/05/65, ED-4, 

11/05/65, EO-5, 09/15/65, ED-6, 12/17/65, 

ED-7, 01/05/66, EO-8, 06/06/66 


50M60199 

Semiconductor Device, 
for, 10/22/64, ED-1, 
01 / 21/66 

50M60200 

Semiconductor Devices 
for, 10/22/64, E0-1, 
01 / 21/66 

50M60201 A 

Welded Modules, Serie 
09/09/66 


MSFC 08 01 

SM1534, Specification 
11/05/65, EO-2, 


MSFC 08 01 

SM3750, Specification 
11/05/65, EO-2, 


MSFC 08 01 

300, Specification for. 


50M60202 MSFC 08 01 

Submultiplexer Assembly, Analog, Remote, Low- 
Level, Model 102, Specification for, 

10/28/64, ED-1, 12/16/64, ED-2, 07/27/65, 

ED-3, 07/27/65, EO-4, 01/04/66, EO-5, 

01/17/66, ED-6, 07/05/66 


50M60212 MSFC 08 01 

Temperature Gauge Assembly, Thermistor, Type 
15, Specification for 04/20/1965 

50M60213 MSFC 08 01 

Temperature Gauge Assembly, Resistance Type 3, 
Specification for 06/28/1965 

50M60214A MSFC 08 01 

Temperature Gauge Assembly, Thermistor, Type 
13, Specification for 05/03/1965 

50M60215 MSFC 08 01 

Temperature Gauge Assembly, Resistance Type 
10, Specification for 11/13/1964 

50M60216A MSFC 08 01 

Temperature Gauge Assembly, Thermistor Type 
15, Specification for 04/21/1965 
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50M60217 MSFC 08 01 

Welded Modules, Remote Digital Sub- 

Multiplexer, Specification for, 07/08/65, 

EO— 1 , 10/05/65, EO-2, 11/29/65 

50M60218 MSFC 08 01 

Calorimeter Assembly, Total Heat, Membrane 
Type, Specification for 12/01/1964 

50H60219 MSFC 08 01 

Calorimeter Assembly, Radiation Type, 
Specification for 11/17/1964 

50M60221 MSFC 08 01 

Video Programmer, Television, Specification for 
12/01/1964 

50M60222 MSFC 08 01 

Oscillator, Subcarrier, Dual Input, 

Specification for, 11/30/66 

50M60223 MSFC 08 01 

Power Supply, Direct Current, 56 Volt, 
Specification for, 09/03/64, EO-1 01/13/65, 

EO-2 01/15/65, EO-3 03/26/65 

50M60228 MSFC 08 01 

Master Measuring Voltage Power Supply, 5 
Volts, Direct Current, Specification for 
12/03/1964 

50M60230 MSFC 08 01 

Transmitter, Telemetry, Solid State, Frequency 

Modulated /Very High Frequency/, 

Specification for, 12/10/64, E0-1, 05/17/65, 

EO-2, 10/05/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO— 5, 07/06/66 


50M60231 MSFC 08 01 

Signal Conditioner, Pulse Code Modulated, 
Specification for, 06/14/65, EO-1, 10/05/65, 

EO-2, 12/02/65, EO-3, 07/06/66 

50M60233 MSFC 08 01 

Networks, Passive, Printed Transmission Line 
Section, Standard for 11/18/1964 

50M60234 MSFC 08 01 

Temperature Gauge Assembly, Thermocouple, Type 
35, Specification for 03/19/1965 

50M60235 MSFC 08 01 

Transistor, PNP Dual-Chip Differential, 

High Frequency, Type SP494, Specification 
for, 03/24/65, E0-1, 04/13/66 

50M60236 MSFC 08 01 


Transistor, Silicon, Precision, Type SP2N861, 
Specification for, 03/24/65, EO-1, 03/28/66, 

EO-2, 05/16/66 


50M60237 MSFC 08 01 

Servo Accelerometer Units, Types PM-1/2 and 
MP-1/2, Specification for 11/20/1964 


50M60239A MSFC 08 01 

Antenna, Radar, Model 706, Specification for, 
02 / 01/66 

50M60240A MSFC 08 01 

Antenna Telemetry, Model 219, Specification 
for, 01/28/66 


50*160241 MSFC 08 01 

Emergency Detection System, Q-Ball Angle of 
Attack, Sensor System, Specification for 
04/28/1965 

50M60242A MSFC 00 01 

Switch, Coaxial, Specification for, 01/28/66 

50H60243 MSFC 08 01 

Transmitter, Television, S Band System, 
Specification for, 2/04/66 


50M60246 MSFC 08 01 

Power Supply, 300 Mi 1 1 i amperes , 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 

50 M60247 MSFC 08 01 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 
Acquisition System Receiving Station, 
Specification for 06/11/1965 

50M60248 MSFC 08 01 

Output Register Panel Assembly, Specification 
for, 11/08/65, EO-1, 6/22/66 

50M60249 MSFC 08 01 

Cards, Printed Circuit, Digital, Specification 
for, 2/21/66 

50M60250 MSFC 08 01 

Pulse Code Modulated Digital Synchronizer, 
Specification for, 11/26/65 

50M60251 MSFC 08 01 

Converter Assembly, Digital to Analog, 
Specification for 06/08/1965 

50M60252 MSFC 08 01 

Data Switch Panel Assembly, Specification for, 
11/04/65 

50 M60253 MSFC 08 01 

Patch-Panel Assembly, Specification for, 

10/06/65 

50 M60256B MSFC 08 01 

Divider, Power, Telemetry, Model 221, 
Specification for, 02/01/66 

50 M60257 MSFC 08 01 

Vibration Accelerometer Transducer, 

Specification for 02/12/1965 

50 M60258A MSFC 08 01 

Antenna Azusa, Model 711, Specification for, 
02 / 01/66 

50M60259A MSFC 08 01 

Measuring Assembly, Voltage Standing Wave 
Ratio Model 220, Specification for, 

01/28/66 

50 M60260B MSFC 08 01 

Divider, Command, Power, Model 310, 

Specification for, 03/10/66 

50M6026 1 MSFC 08 01 

Antenna Assembly, Altimeter, Model 504, 
Specification for, 03/18/1965 
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50H60263A MSFC 08 01 

Radio Frequency Telemetry Assemblies, Pulse 
Code Modulated, Speci f icat Ion- for, 

11/17/66 

50M60264A MSFC 08 01 

Antenna, Telemetry, Model 223, Specification 
for, 02/28/66 

50M60265A MSFC 08 01 

Antenna Radar, Model 712, Specification for, 
01/28/66 


50H60284 MFSC 08 01 

Power and Control Assembly, Telemeter 
Calibrator, Specification for, 7/20/65, 

E0-1, 7/06/66 

50M60285B MSFC 08 01 

Command Power Divider, Model 312, 

Specification for, 3/14/66 

50M60287 MSFC 08 01 

Amplifier, Power, Command and Communication, 
S-Band, Specification for, 1/19/66 


50M60267 MSFC 08 01 

Semiconductor Device, SMM1757, Specification 
for, 03/15/65, ED-1, 11/05/65, EO-2, 

01/21/66, EO-3, 04/06/66 

50M60268 MSFC 08 01 

Servo Accelerometer Unit, Specification for 
03/26/1965 

50M60269 MSFC 08 01 

Vibration Accelerometer Transducer, 

Specification for, 03/26/1965 

50M60270A MSFC 08 01 

Termination, Coaxial, Radio Frequency, 
Specification for, 02/01/66 

50M60271 MSFC 08 01 

Modules, Plug-In, Digital, Specification for, 
2/10/66 

50M60273A MSFC 08 01 


Digital Data Acquisition Subsystem/ Computer 
Interface Unit, Model 501, Specification 
for, 3/04/66, E0-2, 5/06/66, EO-3, 5/25/66, 

EO-4, 7/05/66 

50M60274A MSFC 08 01 

Digital Multiplexer Assembly, Model 410, 
Specification for, 2/23/66, EO-3, 4/12/66, 

EO-4, 5/06/66, EO-5, 5/25/66, 

E0-6, 7/05/66 


50M60275 MSFC 08 01 

Microphone Assembly, Specification for 
03/26/1965 

50M60276 MSFC 08 01 

Accelerometer, Longitudinal, Specification for, 
03/26/65, E0-1, 11/08/66 

50M60277 MSFC 08 01 

Accelerometer, Low Frequency, Vibration, 
Specification for 03/26/1965 

50M60278A MSFC 08 01 

Coupler, Radio Frequency Telemetry, 

Specification for, 01/01/66 

50M60280A MSFC 08 01 

Antenna, Command, Model 313, Specification for, 
3/14/66 

50M60262B MSFC 08 01 

Coupler, Command Directional, Model 314, 

Specification for, 03/14/66 

50M60283A MSFC 08 01 

DC to DC Converter, Telemetry Calibrator, 


Specification for, 3/29/66, EO-2, 7/06/66 


50M60288 MSFC 08 01 

Measuring Rack House Assembly, Specification 

for 05/12/1965 

50M6O289B MSFC 08 01 

Divider, Power, Telemetry, Model 607, 
Specification for, 02/14/66 

50M60290 MSFC 08 01 

Transducers, Pressure Specification for 
04/19/1965 

50M60291 MSFC 08 01 

Receiver and Demodulator Panel Assembly, 

Specification for, 7/26/65 

50M60292 MSFC 08 01 

Digital Signal Simulator Panel Assembly, 

Specification for, 11/26/65 

50M60293 MSFC 08 01 

Source Selector Panel Assembly, Specification 
for, 11/08/65 

50M60294 MSFC 08 01 

Computer Interface Panel Assembly, 

Specification for, 11/23/65 

50M60295 MSFC 08 01 

Blower Assembly, Specification for, 12/17/65 

50M60296 MSFC 08 01 

Source Follower, Design Specification for 
05/05/1965 

50M60298 MSFC 08 01 

TV Antenna, Model 408, 11/26/65 

50M60302 MSFC 08 01 

Command Antenna, Model 311, 12/15/65 

50M6303 A MSFC 06 01 


Environmental Test Methods for Vehicle 
Measuring and Telemetry Electronic Parts, 
Assemblies, and Subsystems, Standard for, 

6/26/66 

50M60304A MSFC 08 01 

Temperature Gauge Assembly, Thermocouple, Type 
55, Specification for, 06/10/65 


50M60305 MSFC 08 01 

Data Control Panel Assembly, Specification 
for, 12/28/65 


50M60306 MSFC 08 01 

Tape Recorder/Reproducer Assembly, Ground 
Support Equipment, Specification for, 

2/21/66 
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50M60307 MSFC 08 01 

Correlator Panel Assembly, Specification for, 
12/20/65 

50M60308 MSFC 08 01 

Quick-Look Panel Assembly, Specification for, 
9/08/65 

50M60309 MSFC 08 01 

Temperature Gauge Assembly, Thermocouple, Type 
54, Specification for, 6/10/65 

50M6031 0 MSFC 08 01 

Explosive Bridge Wire /EBW/ Pulse Sensor 
224-1, Acceptance Test, 7/14/65 

50M6031 1 MSFC 08 01 

Power Supply, 1.5A, 36 VDC, SS/FM 
Demultiplexer, Specification for, 8/31/65 

50M60312 MSFC 08 01 

Submultiplexer, High Level, Specification for, 
6/16/66 

50M60313 MSFC 08 01 

Signal Adapter, Pulse Code Modulated, 
Specification for, 8/08/66 

50M60315 MSFC 08 01 

Digital Receiving Station 50M69703-1, 
Specification for, 1/04/66 

50M60316 MSFC 08 01 

PCM Telemetry Receiving Station 50M69803-1 
Specification for, 12/17/65 

50M60317 MSFC 08 01 

Digital Receiving Station 50M69753-1, 
Specification for, 1/04/66 

50H60320 MSFC 08 01 

Radio Frequency Assembly, Model III, 

Telemetry, Pulse Code Modulated, Ultra 


High Frequency, Specification for, 9/09/66 


50M60321 MSFC 08 01 

Transmitter, Telemetry, Frequency Modulated, 

Ultra High Frequency, Specification for, 

9/09/66 

50M60322 MSFC 08 01 

Master Control Assembly, Model 810 
Multiplexer, Specification for, 10/17/66 


50M60326 MSFC 08 01 

Top Deck Assembly, Single Sideband 
Telemeter, Type III, Specification for, 

12/01/65, EO-1, 7/05/66 

50M60331 MSFC 08 01 

Power Amplifier, Radio Frequency, 860 MHz, 
Qualification Test Procedure for, 7/22/66 


50M60332 MSFC 08 01 

Accelerometer, Two Axis Low G, Specification 
for, 2/04/66 


50M60334 MSFC 08 01 

Divider, Power, Television, Model 409, 
Specification for, 4/04/66 


50M60337 MSFC 08 01 

Resistor, Fixed, Composition /Insulated/, 

Style RC07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-11/, 4/07/66 

50M60338 MSFC 08 01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, 

Specification for, 1/06/66 

50M60355 MSFC 08 01 

Measuring Assembly, Voltage Standing Wave 
Ratio, Model 225, Specification for, 4/18/66 

50M60356 MSFC 08 01 

Antenna, Directional, Command and Communication 
System, Model 609, Specification for, 

7/15/66 

50M60358 MSFC 08 01 

Resistors, Fixed, Composition /Insulated/, 

Style RL07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-22684/ , 4/07/66 

50M60359 MSFC 08 01 

Resistor, Fixed, Film /High Stability/, 

Style RN55 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-10509/ , 4/07/66 

50M60360 MSFC 08 01 

Capacitor, Fixed, Ceramic-Dielectric, Styles 
CK05CW and CK06CW with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-1 1 0 15/ , 10/05/66 


50M60361 MSFC 1 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and S i nt ered-S 1 ug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL— C— 3965/, 4/07/66 


50M60362 MSFC 

Capacitors, Fixed, Solid Electrolyte, 
Tantalum, Style CS13 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-26655/ , 10/18/66 


50M60363 MSFC 08 01 

Lead Material, Weldable, for Interconnection 
and Component Parts, Specification for, 

3/17/66 

50M60364 MSFC 08 01 

Capacitor, Fixed, Mica-Dielectric, Style CM06 
with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-C-5/, 

4/07/66 

50M60365 MSFC 08 01 

Transistors, NPN, Silicon, Types 2N910, 

2N930, and 2N1482 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-S-19500/ , 4/07/66 

50M60366 MSFC 08 01 

Transistors, PNP, Silicon, Types C920-1, 

C920-A , and C920-AA with Weldable Leads, 
Specification for, 11/17/66 


64 


ALPHA-NUMERIC LISTING 


50M60367 MSFC 08 01 

Transistor, PNP, Type 577S2 with Weldable 
Leads, Specification for, 10/18/66 

50M60368 MSFC 08 01 

Transistor, PNP, Type 75P2B with Weldable 
Leads, Specification for, 10/19/66 

50M60369 MSFC 08 Q1 

Differential Amplifier, Transistor, NPN, Type 
301K5 with Weldable Leads, Specification 
for, 11/17/66 


50M60370 MSFC 08 01 

Transistor NPN, Silicon, Type 2N2432 with 
Weldable Leads, Specification for, 10/05/66 

50M60371 MSFC 08 Q1 

Transistor, PNP, Silicon, Type 2N936 with 
Weldable Leads, Specification for, 10/19/66 

50M60372 MSFC 08 Q1 

Transistor, PNP, Type NS1223 with Weldable 
Leads, Specification for, 10/13/66 


50M60373 MSFC l 

Transistor, PNP, Silicon, Type 2N3251 with 
Weldable Leads, Specification for, 10/19/66 

50M60374 MSFC ( 

Transistor, PNP, Silicon, Type T6153 with 
Weldable Leads, Specification for, 10/18/66 


50M60375 MSFC 08 01 

Transistor, Field Effect, Type 2N3436 with 
Weldable Leads, Specification for, 10/05/66 

50M60376 MSFC 08 01 

Diodes, Silicon, Types IN458, IN459, and 
IN827 with Weldable Leads, Specification for 
/Cower Sheet to Specification MIL-S-19500/, 
4/07/66 

50M60377 MSFC 08 01 

Diode, Zener, Silicon, Type 1N936A with 
Weldable Leads, Specification for, 10/13/66 

50M60378 MSFC 08 01 

Diode, Zener, Silicon, Type 1N1314A with 
Weldable Leads, Specification for, 10/13/66 

50M60380 MSFC 08 01 

Resistor, Fixed, Coapositlon /Insulated/, Type 
CBD2265 through CBD10065 with Weldable 
Leads, Specification for, 10/13/66 

50M60381 MSFC 08 01 

Resistor, Fixed, Precision, Wire Wound /High 
Temperature/, Type SX063 with Weldable 
Leads, Specification for, 8/12/66 

50M60382 MSFC 08 01 

Senslstor, Molded, Silicon, Type TM-1/8 with 
Weldable Leads, Specification for, 8/12/66 

50M60383 MSFC 08 01 

Inductor, Shielded, Type 1537734 with Weldable 
Leads, Specification for, 8/12/66 

50M60384 MSFC 08 01 

Switch, Coaxial, Model 612, Specification for, 
5/13/66 


50M60385 MSFC 08 01 

Ring, Hybrid, Command and Communication 
System, Model 608, Specification for, 

5/06/66 

50M60389 MSFC 08 01 

Antenna, Receive, Command and Communication 
System, Model 610, Specification for, 

6 / 10/66 

50M60390 MSFC 08 01 

Antenna, UHF, Model 613, Specification for, 

6 / 10/66 

50M60393 MSFC 08 01 

Filter, UHF Telemetry, Specification for, 

9/01/66 

50M60394 MSFC 08 01 

Coupler, Radio Frequency, Telemetry, 

Specification for, 9/01/66 

50M6O396 MSFC 08 01 

Coupler, Directional, Telemetry Model 226, 
Specification for, 9/01/66 

50M60399 MSFC 08 01 

Resistors, Fixed, Film, Insulated, Style RL 
20 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/, 
10/17/66 

50M60400 MSFC 08 01 

Resistors, Fixed, Film, Insulated, Style RL 
32 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/, 
10/17/66 


50M60401 MSFC 08 01 

Transistors, N-Channel Junction, Silicon, 
Field-Effect, Type U182 with Weldable 
Leads, Specification for, 10/17/66 

50M60402 MSFC 08 01 

Transistors, Silicon, PNP, Types S2N722 and 
S2N1132 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MSFC- SPEC— 338/108/ , 10/17/66 

50M60403 MSFC 08 01 

Transistors, Silicon, NPN, Type S2N2102 with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MSFC-SPEC-338/115/, 
10/17/66 

50 M60404 MSFC 08 01 

Semiconductor Device, Diode, Silicon, Type 
1N941B with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL-S-19500/, 10/17/66 

50M60405 MSFC 08 01 

Semiconductor Devices, Diodes, Silicon, Type 

JAN-1N649 with Weldable Leads, Specification 

for /Cover Sheet to Specification 
MIL-S-19500/, 10/17/66 

50M60406 MSFC 08 01 

Semiconductor Devices, Diodes, Silicon, Types 

1N4370A, TX— 1N4370 A, 1N4371A, TX-1N4371A, 

1N4372A, TX— 1N4372A, 1N746A, Through 
1N759A , and TX-1N746A Through TX-1N759A with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-S-19500/, 

10/17/66 
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50H60407 MSFC 08 01 

Diode, Zener, Type 1N023A with Weldable 
Leads, Specification for, 10/17/66 

50M60408 MSFC 08 01 

Diodes, Zener, Diffused, Type 1N4105 with 
Weldable Leads, Specification for, 10/17/66 

50M60409 MSFC 08 01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Nonmetal 1 Ic Cases/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-27287/, 10/17/66 

50M69931 MSFC 08 01 

Emergency Detection System, Q-Ball Angle of 
Attack Sensor System, Test Procedure for 
03/15/1965 

50M71001 MSFC 08 01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, In-Process 
Test Procedure, 1/06/66 


63-116 

See S— 630— UK-0 116 
63-122 

See 5 — 630— IMP-0122 
63-123 

See S-630— SYN-0123 
63-125 

See S— 630— IMP-0125 
63-126 

See S— 630— P—0 126 
63-127 

See S-630— P-0127 
63-128 

See S— 630-P— 0128 
63-129 

See S-630— P-0 1 29 


GSFC 

GSFC 

GSFC 

GSFC 

GSFC 

GSFC 

GSFC 

GSFC 


05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 
05 01 


63-72 

See S— 630— UK- 00 72 

GSFC 

05 01 

63-130 

See S— 630— P—0130 

GSFC 

05 01 

63-75 

See S— 630— UK— 0075 

GSFC 

05 01 

63-131 

See S-630-P-0131 

GSFC 

05 01 

63-76 

See S-630— UK— 0076 

GSFC 

05 01 

63-133 

See S— 630-P-0133 

GSFC 

05 01 

63-77 

See S-630— UK— 0077 

GSFC 

05 01 

63-134 

See S-630-P-0134 

GSFC 

05 01 

63-79 

See S-630— IMP- 0079 

GSFC 

05 01 

63-135 

See S— 630-P-0 135 

GSFC 

05 01 

63-86 

See S-630-UK-0086 

GSFC 

05 01 

63-136 

See S-630-P-0136 

GSFC 

05 01 

63-87 

See S-630- UK-0087 

GSFC 

05 01 

63-138 

See S-630— P-0138 

GSFC 

05 01 

63-B8 

See S-630— UK— 0088 

GSFC 

05 01 

63-139 

See S-630-P-0 139 

GSFC 

05 01 

63-97 

See S-630- UK-0097 

GSFC 

05 01 

63-141 

See S-630-P-0141 

GSFC 

05 01 

S3-98 

See S-63Q-UK-0098 

GSFC 

05 01 

63-142 

See S— 630-P-0 142 

GSFC 

05 01 

63-99 

See S-630 - UK- 00 99 

GSFC 

05 01 

63-143 

See S— 630-P-0 143 

GSFC 

05 01 

63-100 

See S-630-UK-0100 

GSFC 

05 01 

63-144 

See S— 630-P-0144 

GSFC 

05 01 

63-101 

See S-630- UK-01 01 

GSFC 

05 01 

63-145 

See S-630-P-0 145 

GSFC 

05 01 

63-102 

See S-630- UK-01 02 

GSFC 

05 01 

63-146 

See S— 630— P—0 146 

GSFC 

05 01 

63-105 

See S-630-UK-0105 

GSFC 

05 01 

63-147 

See S— 630-P-0 147 

GSFC 

05 01 

63-106 

See S-630-P- 0106 

GSFC 

05 01 

63-148 

See S— 630— P— 0 148 

GSFC 

05 01 

63-113 

See S-630— UK-0113 

GSFC 

05 01 

63-149 

See S— 630— P— 0 149 

GSFC 

05 01 
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63-150 

See S— 630-P— 0 150 
63-151 

See S— 630-P-0 151 
63-152 

See S-630-P— 0152 
63-153 

See S— 630— P—0153 


GSFC 

GSFC 

GSFC 

GSFC 


05 01 
05 01 
05 01 
05 01 


63-154 

See S— 630-P— 0154 

GSFC 

05 01 

63-156 

See S-630-P-0156 

GSFC 

05 01 

63-158 

See S-630— P-0158 

GSFC 

05 01 

63-159 

See S-630-P-0159 

GSFC 

05 01 

63-160 

See S— 630— P—0160 

GSFC 

05 01 

63-161 

See S— 630-P— 0161 

GSFC 

05 01 

64-164 

See S— 630— P—0 164 

GSFC 

05 01 

63-165 

See S— 630-P-0 165 

GSFC 

05 01 

63-166 

See S— 630— P—0 1 66 

GSFC 

05 01 

63-167 

See S-630— P-0 167 

GSFC 

05 01 

63-168 

See S— 630— P—0 168 

GSFC 

05 01 

67-1 

See S— 670-UK— 0001 

GSFC 

05 01 

67-2 

See S— 670— UK— 0002 

GSFC 

05 01 

67-21 

See S— 670— UK— 0021 

GSFC 

05 01 

67-22 

See S— 670— UK— 0022 

GSFC 

05 01 

67-24 

See S— 670— P-0024 

GSFC 

05 01 

67-113 

See S— 670— UK— 0 1 1 3 

GSFC 

05 01 

85M01305A 

Screening, Specification for 
Device S1N916B, 6/06/62, E0- 

MSFC 

Seal conductor 
■1, 11/04/65 

08 01 


95N01101 MSFC 

Electropolishing Saturn Ducting for Space 
Launch Vehicles, Specification for 
10/21/1963 

95M0 1104 HSFC 

Silver Plating /El ect rodeposi ted/. 
Specification for 01/24/1964 


08 01 


08 01 


95H01105 MSFC 08 01 

Zinc Plating /El ectrodeposi ted/. Specification 
for 01/24/1964 

95M01106 MSFC 08 01 

Gold Plating /Electrodeposi ted/, Specification 
for 01/24/1965 

95M01108 MSFC 08 01 

Deoxidation of Aluainua Alloys 2014, 2219, 5060, 
5456, 6061 and 7075, Specification for 
02/06/1964 

95M01200 MSFC 08 01 

Welding Fabrication of Hastelloy Alloys, 
Specification for 10/16/1963 

95M01301 MSFC 06 01 

Precipitation Hardening /Aging/ and Foreing 
Tank Skin Segments for S-IC Stage of 
Saturn V Vehicle, Specification for 
08/13/1963 


95M01400 MSFC 08 01 

Hydraulic Bui ge-Fomi ng of 54-Inch Center 
Pieces for S-IC Stage of Saturn V Vehicle, 
Specification for 08/13/1963 

95H01500 MSFC 08 01 

Machining of Tank Skin Segments for S-IC 
Stage of Saturn V Vehicle, Specification 
for 08/13/1963 


250— TV— 100 

See S— 250-P-0001 

GSFC 

05 01 

522-2-364 

See S— 522— P—0002 

GSFC 

05 01 

522-3-564 

See S— 522— P—0003 

GSFC 

05 01 

522-4-564 

See S-522— P-0004 

GSFC 

05 01 

523-101 A 

See S-523— P—0101 

GSFC 

05 01 

523-201 

See S— 523— P—020 1 

GSFC 

05 01 

523-202D 

See S-523— P—0202 

GSFC 

05 01 

523-219 

See S-523— P-0219 

GSFC 

05 01 

523-302F 

See S— 523-P— 0302 

GSFC 

05 01 

523-401 

See S-523-P-0401 

GSFC 

05 01 

523.1-1 

See S— 523— P-0001 

GSFC 

05 01 

553-64-01 

See S— 553— P— 17 

GSFC 

05 01 

564-78779 

Topside Sounder Data 

GSFC 

Processor 

05 01 
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571.1-1-66 G5 ^ c 

Technical Specification for Data Model 
Panel 3 


05 01 
Control 


632-100 

See S— 632-P-0100 

GSFC 

05 

01 

623. 6/63/-49 

See S-6 23-0 AO-0020 

GSFC 

05 

01 

4320-7-60 

See S-532-P-0 037 

GSFC 

05 

01 

8907-GEN-A 

JPL 

11 

01 


Deep Space Instrumentation Facility, General 
Requirements for Deep Space Instrumentation 
Facility Electronic Equipment, 10/11/62 


8909— GEN-A JPL 11 01 

Deep Space Instrumentation Facility Field- 
Power Equipment 60 Cycles Per Second 
Engine Generator Set, 6/11/62 

9915-GEN JPL 11 01 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29.668-Megacycle 
Very Stable Voltage Controlled Oscillator, 

Goldstone Duplicate Standard, 2/20/62 


9917-GEN JPL 11 01 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29. 668— Megacy c 1 e 
Very Stable Voltage Controlled Oscillator, 

MTS, 3/06/62 


20014-GEN-F 

JPL 

11 

01 

Soldering Process, 12/13/61 



20016— GEN— C 

JPL 

11 

01 

Workmanship 

Requirements for Electronic 



Equipment, 

2/08/63 



20018-GEN— J 

JPL 

11 

01 


Flight Equipment, Electrical Interconnections, 
2/11/63 

20 028-GEN— B JPL 11 01 

Terminal Boards, Fabrication of, 8/16/60, 
Amendment 1-B, 1/23/64 


20030-GEN-B 


JPL 


11 01 


Drawing Standards and Procedures, 3/04/63 


20037-GEN JPL 11 

Flight and Ground Equipment, High Reliability, 
12/12/62 

20038-GEN JPL 11 

Flight Equipment, Carbon Cloth with Phenolic 
Resin for Rocket Motor Nozzles, 2/22/63 


20039-GEN JPL 

Wire, Electrical, Teflon Insulated, High 
Temperature Hookup and General Purpose, 
3/21/63 


20042-GEN JPL 11 01 

Preparation of Operation and Maintenance 
Manuals for Ground Support Equipment, 

5/09/63 

20044-GEN-E JPL 11 01 

Fixed Capacitors /High Reliability/, 11/06/62 


20 064-GEN— A JPL 11 01 

Packing Flight Equipment for Shipment Within 
the Continental United States, 2/28/63, 

Amendment 1-A, 10/24/63 

20512-GEN JPL H °1 

Acceptance Limits for Powdered Aluminum 
/MD1Q 5/ , 4/05/63 

20513-GEN JPL H ox 

Acceptance Limits for N-Pheny 1-Beta 
Naphthy 1 amine /Propellant Anti-Oxidant/, 

4/02/63 

30261-GEN JPL H 01 

Materials, Processes, and Hardware for 
Fabrication of Spacecraft Electronic 
Equipment, 6/07/62, Amendment 1, 8/20/63 

30262-GEN J pL H °1 

Soldered Cordwood Electronic Module 
Fabrication, 5/17/62 

30265-GEN JPL H °1 

Spacecraft Flight Equipment, Pressure System, 
Safety Requirements for, 6/15/62 

30 273— GEN-B JPL H oi 

Flight Equipment, Radio Frequency System, 

ML-6J 20-Megacycle Crystal Frequency 
Source, 01/12/63 

30274 JPL 11 °1 

Jet Propulsion Laboratory Quality Control 
Requirements for Mariner Program 
Procurement, 04/26/63 

30280-GEN JPL 11 01 

Space Flight Operations Facility, Operational 
Communications Installation Criteria, 

01/02/63 

30284-GEN JPL H oi 

Jet Propulsion Laboratory Quality Control 
Requirements for Surveyor Program 
Procurement, 04/26/63 

30584-GEN JPL H °1 

Engineering Requirements for Telemetry Ground 
Equipment, 01/16/62 

30 600-STD- A JPL U °1 

Ground Support Equipment, Paint Standards, 
01/23/62 

30 602-STD-C JPL 11 01 

Engraving on Ground Equipment, Control Panel 
Faces, 01/30/63 

30 604-STD-A JPL H 01 

Meters for Ground Equipment, Control Panels, 
01/19/62 

30 605-STD-A JPL H °1 

Colors, Indicator Light and Swltchlight, 

01/18/62 

30606-STD-A JPL A 11 01 

Deep Space Instrumentation Facility, Paint 
Standards, 01/23/62 


30 609-STD-A 


JPL 


Racks for Ground Equipment, 01/23/62 


11 01 
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30612-STD-A JPL 11 01 

Space Flight Operations Facility, Paint 
Standards, 04/08/63 

30765-GEN JPL 11 01 

Space Flight Operations Facility, General 
Requirements for Electronic Components, 

03/27/63 

30766-GEN JPL 11 01 

Space Flight Operations Facility, 

Documentation Requirements, 03/26/63 

30768-GEN JPL 11 01 

Spacecraft Operational Support Equipment, 
Electronic Systea, Minimum Requirements for 
the Atlantic Missile Range Launch Complex, 
06/03/63 

30776-GEN JPL 11 01 

Space Flight Operations Facility, Display 
System, 04/09/63 

30879-GEN JPL 11 01 

Spacecraft Flight Equipment, Identification of 
Electronic Assembly Chassis, 09/18/61 

31139-GEN JPL 11 01 

Surveyor Orbiter, Flight Equipment, Scientific 
Instrumentation, Electronic Packaging, 

10/31/62 

31252-GEN JPL 11 01 

Mariner C, Flight Equipment, Requirements for 
Minimum Magnetic Field, 3/19/63, Amendment 
1, 6/24/63 

281001-003 GSFC 05 01 

See S-553-P-0038 

1171872 GSFC 05 01 

See S— 650-TI— 0001 

10419900 MSFC 08 01 

Environmental Protection of Vehicle and Support 
Equipment Components and Assemblies, 

Specification for 07/01/1960 

10419901A MSFC 08 01 

Cleaning and Passivation of Bellows and Ducts, 
Specification for 02/26/1960 

10419902A MSFC 08 01 

Valve Assembly, LDX Relief, Specification 
for, 12/13/61, ED-5 04/28/62 

10419903 MSFC 08 01 

Valve, Check, Heat Exchanger, Specification 
for, 05/02/60, EO-7 05/07/62 

10419905 MSFC 08 01 

Marking Method, /Silk Screen/, Standard for 
05/05/1960 

10419906B MSFC 08 01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 


Specification for, 
EO-3 04/03/64 

06/26/62, 

E0-1 

07/02/63, 

10419907 


MSFC 

08 01 

Spheres, Fiberglass 

, High Pressure, 


Specification for, 
ED— 2 11/21/63 

0k/04/60 , 

E0-1 

12/12/62, 


10419908 MSFC 08 01 

Filter, Air Performance, Specification for 
04/21/60, EO-1 03/15/61 

10419909B MSFC 08 01 

Drill Data, Lockwire Size, and Method of 
Application, Standard for 01/16/1962 

10419910 MSFC 08 01 

Valve, Vent, Liquid Oxygen Container, 
Specification for, 05/19/60, E0-1, 12/06/60, 

EO-2, 06/29/61, E0-3A, 10/17/62, ED-4, 

10/17/62 

10419911 MSFC 08 01 

Valve, Fill and Vent, Specification for, 

05/19/60, E0-1, 12/06/60, EO-2, 03/16/61, 

EQ-3, 04/28/61, EO-4, 04/28/61, EO-5, 

06/26/61, EO-6, 07/12/61, E0-7, 08/11/61 

1041991 2A MSFC 08 01 

Regulator Assembly, Specification for 
02/21/61, EQ-2 02/09/62 

10419913 MSFC 08 01 

L0X Replenishing Valve Assembly, Performance, 
Specification for, 05/02/60, EO-1, 12/06/60, 

EO-2, 02/21/62 

10419914 MSFC 08 01 

Switch, Assemblies, Liquid Level, 

Specification for, 07/13/60, EO-1 12/01/60 

10419916 MSFC 08 01 

Computer, Propellant Utilization, 

Specification for, 12/05/60, E0-1 10/23/60 

10419917 MSFC 08 01 

Valve, Control, Pressurizing, Specification for 
07/18/60, EO-1 12/01/60, ED-2 04/05/61 

10419918A MSFC 08 01 

Valve, Flow Regulating Constant, Specification 
for, 09/05/61, EO-5 10/02/62, EO-6 

12/26/62 

10419919 MSFC 08 01 

Valve Assembly, Check /3/4-Inch/, 

Specification for, 07/13/60, EO-1, 05/16/61, 

ED-2, 05/10/62 

10419920A MSFC 08 01 

Regulator, Constant Flow, Specification for, 
07/15/61, ED-2, 07/17/61, E0-3, 05/15/62 

10419922 MSFC 08 01 

Valve Assembly Solenoid Operated, 

Specification for, 07/12/60, EO-1, 04/18/61 

10419923 MSFC 08 01 

Valve, Fuel, Safety, Containers, Specification 
for, 06/08/60, ED-1 11/29/61 

1Q419925A MSFC 08 01 

Containers, Propellant, Specification for 
10/19/1961 

10419926 MSFC 08 01 

Valve, Needle, Three Way, Specification for 
06/22/1960 

10419927A MSFC 08 01 

Valve, Control, Specification for, 01/23/62, 
EO-7, 03/08/62 
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10419928 MSFC 08 01 

Valve* Vent* Motor Operated, Specification for 
06/10/60, E0-1, 09/30/60 

10419929 MSFC 08 01 

Valve Assembly, LOX-Fill and Drain, 

Specification for, 12/28/60, ED-1, 04/28/61, 

EO-2, 06/24/61, EO-3, 01/24/62 

10419931A MSFC Q8 01 

Snitch, L0X Pressurizing and Relief, 

Specification for, 01/12/62, EO-1, 05/15/62 

10419932A MSFC 08 01 

Switch, L0X Vent and Emergency, Specification 
for, 01/17/62, EO-1, 05/15/62 

10419934 MSFC 08 01 

Valve Assembly, Check, 1/4 Inch and 3/8 Inch, 

Specification for 07/15/1960 

10419936A MSFC 

Switch, Pressure, Fuel Container, 

Specification for 01/15/1962 

10419937 MSFC 

Valve Assenbly, Fuel Fill and Drain, 

Specification for, 12/20/60 EO-1, 04/18/61, 

EO-2, 02/02/62 


10419938 MSFC 08 01 

Valve, Fuel Vent, Specification for, 

12/15/60, E0-1, 04/28/61 

10419941 MSFC 08 01 

Filter, Air, High Pressure, Specification for, 
11/22/60, EO-2, 02/14/62 

10419942 MSFC 08 01 

Paper, Copyflo, Reproduction, Specification for 
06/22/1960 

10419943 MSFC 08 01 

Switches, Pressure, High, Low, Specification 
for, 12/20/60, E0-1 A, 07/12/61, EO-2, 

07/14/61 

10419946 MSFC 08 01 

Valve Assembly, Pressure Relief, 750 Pounds 
Per Square Inch Sravity, Specification for, 
08/16/60, EG— 1 , 12/18/61 

10419947 MSFC 08 01 

Valve Assembly, Fuel Level Control, 

Specification for, 12/28/60, EO-1, 02/19/62 

10419949 MSFC 08 01 

Switch Assembly, LOX Step Pressure, 

Specification for, 08/02/61, EO-1, 11/01/61 

10419952 MSFC 08 01 

Heater Assembly, Specification for, 12/16/60, 
EO-1, 05/26/61 

10419953 MSFC 08 01 

Thermostat, Specification for, 11/08/60, 

EO-1, 01/23/61, EO-2, 04/19/61 

10419954 MSFC 08 01 


Regulator, Air Pressure, Specification for, 
03/13/61, ED— 4 , 09/06/61, EO-5, 01/16/62, 
EO-6 , 05/11/62 


08 01 
08 01 


10419955 MSFC 08 01 

Switch Assenbly, Fuel Step Pressure, 

Specification for, 06/07/61, EO-1, 11/01/61, 

EO-2, 01/25/62 

10419956 MSFC 08 01 

Switch, Absolute Pressure, Specification for, 
11/08/60, E0-1A, 09/12/61, EO-2, 05/12/61 

10419958 MSFC 08 01 

Lightening Holes, Aluminum Alloy, Standard for 
06/29/1960 

10419959 MSFC 08 01 

Tube, Forming, Standard for 06/23/1960 

10419960A MSFC 08 01 

Plating, Cadmium, /El ect rodepos i ted/, /Cover 
Sheet for Specification QQ-P-416 Ag 
Amendment 1/, 11/30/64 

10419970 MSFC 08 01 

Coupling, Specification for 02/21/1961 

10419971 MSFC 08 01 

Switch, Pressure, 750 Pounds Per Square Inch 
Specification for 03/21/1961 

10419972 MSFC 08 01 

Valve, Control, Fuel Container Pressurizing, 
Specification for, 04/17/61, EO-2, 01/24/62 

10509302 MSFC 08 01 

Packaging and Packing of Parts /Repair Parts 
and Components for Space Vehicles/, 

Specification for 05/16/1960 

10509306 MSFC 08 01 

Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, E0-1 

04/18/61, EO-2 06/05/62 

10 509307A MSFC 08 01 

Brazing, Silver, Specification for 06/03/1961 

10509308 MSFC 08 01 

Welding, Carbon, Low Alloy and Stainless 

Steel, /Manual or Automatic/, Specification 
for 06/02/1960 

10509313 MSFC 08 01 

Lubricant, Antiseize and Sealing, Liquid 
Oxygen Systems, Specification for, 06/28/60, 

EO-1 02/27/63 

10509316 MSFC 08 01 

Insulation of Metals in Mechanical Assemblies, 
Standard for 06/24/1960 

10509317 MSFC 08 01 

Sealants, Organic, Application of, 

Specification for 06/28/1960 

10 509318B MSFC 08 01 

Hose Assemblies, Flexible, High-Pressure, 
Specification for, 08/16/61, EO-2, 07/19/62 
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The title of each entry is listed under significant terms derived from the titles 
of the specifications and standards. The subject terms are arranged alpha- 
betically. An alpha-numeric designation and the source code follow the title. 


A 

ABBREVIATION 

Abbreviations for Use on Drawings, Standard 
for, 05/07/64, Amendment 1, 06/30/64 

MSFC— STD— 350 08-01 

ABSOLUTE 

Switch, Absolute Pressure, Reliability Test 
Requirements 04/01/1961 

10M01047 08-01 

Switch, Absolute Pressure, Specification for 
04/04/62, E0-1 11/07/62 

10H01613 08-01 

Switch, Absolute Pressure, Specification for, 
11/08/60, E0-1A, 09/12/61, EO-2, 05/12/61 

10419956 08-01 

ABSORBENT 

Procurement Specification for Radio Frequency 
Absorbent Material for Antenna Test Range 
Facility 

S— 525— P—0007 05-01 

ABSTRACTS 

Hunan Engineering Design Criteria, Reference 
Abstracts, 11/01/66 

10M01627 08-01 

ACCELERATOR 

Four Million Electron Volt Particle 

Accelerator with Beam Handling System 
S— 716— P—7 05-01 

ACCELEROMETER 

Contract End Item Detail Specification /Low 
Frequency Accelerometer/ Performance/Design 
and Product Configuration Requirements, 

11/03/66 

KSC— SPEC-M-0001 10-01 

Accelerometer Assemblies, Donner, Alignment, 
Procedure for, 06/18/63, Amendment 1, 

06/12/63 
MSFC— PROC-321 

Specifications for a Self-Calibrating 
Cryogenic Accelerometer /PR 34619-1/ 

Servo Accelerometer Units, Types NP-1, 

NP— 1/2, Specification for 10/23/1963 
50M60065 

Servo Accelerometer Units, Types PM-1/2 and 
MP-1/2, Specification for 11/20/1964 
50K60237 

Vibration Accelerometer Transducer, 

Specification for 02/12/1965 
50M60257 

Servo Accelerometer Unit, Specification for 
03/26/1965 


08-01 

10-03 

08-01 

08-01 

08-01 


50M60268 08-01 

Vibration Accelerometer Transducer, 

Specification for, 03/26/1965 

50M60269 08-01 

Accelerometer, Longitudinal, Specification for, 
03/26/65, EO-1, 11/08/66 

50M60276 08-01 

Accelerometer, Low Frequency, Vibration, 
Specification for 03/26/1965 

50M60277 08-01 

Accelerometer, Two Axis Low G, Specification 
for, 2/04/66 

50M60332 08-01 

ACCEPTABILITY 

Acceptability Limits for All Selectively 
Etched Aluminum Components, Standard for 
06/30/1958 

ABMA-STD— 21 03-01 


ACCEPTANCE 

Castings, Aluminum and Magnesium Alloy, 

Radiographic Inspection of. Acceptance 
Standard for, 05/16/61, Amendment 1, 

08/17/66 

MSFC-STD-100 08-01 

Sequencer, Flight, Acceptance Test, Procedure 
for 07/15/1963 

MSFC-PR0C— 285 08-01 

Timer Assembly, Acceptance Checkout, Procedure 
for, 07/16/63, Amendment 1, 03/31/64 

MSFC-PROC— 289 

Voltage Supply, Measuring, Acceptance 
Checkout, Procedure for 11/03/1964 
MSFC-PROC— 290 A 

Sequencer, Flight, Slave Unit, Acceptance 
Test, 07/18/63, Amendment 1, 12/16/63 

MSFC-PROC— 291 
Voltage Supply, Master Measuring, Acceptance 
Checkout, Procedure for 11/02/1964 
MSFC-PRQC-292A 08-01 

Exploding Bridgewire /EBW/ Destruct System 
Controller, Acceptance Test, Procedure for 
03/13/1964 

MSFC— PR0C-374A 08-01 

Range Safety, System Controller, 40M32016, 
Acceptance Test, 10/14/65 

MSFC— PR0C-382B 08-01 

Power Supply, 56 Volt Direct Current, Model 
2, Acceptance Checkout, Procedure for 
11/02/1964 

MSFC-PROC— 431 08-01 

Timer, 40-Second, Acceptance Test, 06/10/65 

MSFC-PROC— 452 A 08-01 

Mariner Venus 67 Flight Equipment Flight 
Acceptance Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX— 50632— FAT 11-01 

Mariner Venus 67 Flight Equipment Flight 

Acceptance Testing S-Band Cavity Amplifier 
/2PA1/, 2/03/67 

MVX— 50662— FAT 11-01 

Environmental Qualification and Acceptance Test 
Specification- Spacecraft Testing 
S— 3 20- ATS -0101 05-01 

Environmental Qualification and Acceptance Test 
Specification- Component Testing 

S— 320- ATS— 0102 05-01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S-320— EP— 0002 05-01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S— 320-EP-0004 05-01 

Environmental Acceptance Test- Components and 


08-01 

08-01 

08-01 
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ACCOUNTING 


SUBJECT INDEX 


Experiments, Study of Enhanced Radiation 
Belt S-3B and S-3C 


12/01/66 
MSFC-PROC— 485 

08-01 

S-320— EP-0201 

05-01 

ACCUMULATOR 


Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 


Accumulator, S-IC Ground Hydraulic, 
Specification for, 8/26/66 
10M01819 

08-01 

S-320 -EP-04 01 

05-01 

ACOUSTIC 


Environmental Test Specification for Flight 
Acceptance Tests of Study of Enhanced 
Radiation Belt S-3A and S-3C 


Acoustic Transponders - A Component of the 
Sonar Beacon Reference System 
S-512-P-2 

05-01 

S-320— EP-0402 

05-01 

ACQUISITION 


General Environmental Test Specifications for 
Flight Acceptance of Sounding Rocket 

Digital Acquisition and Decommutation System 
ESD-106003 

09-03 

Payloads 
S— 320-SR-l 

05-01 

Digital Acquisition and Decommutation System 
/Pulse Code Modulation Telemetry Station/ 


Environmental Acceptance Test- Components and 

ESD— 106014 

09-03 

Experiments, United Ki ngdom-2/S-52 
S-320— UK-020 1 

05-01 

Receiving Station, Pulse Code Modulated 

Digital Data Acquisition Subsystem, Model 



Environmental Design Qualification and 
Acceptance Tests- Components and 
Experiments, Distance Measuring Equipment 
Antenna 

S-324-DME-A-1 05-01 

Field Acceptance Test- National Aeronautics 
and Space Administration 40-Foot X-Y 
Antenna Units 2,3, and 4 

S-500— P-0019 05-01 

Preparation and Acceptance of Technical Manuals 
S— 552-GEM-0010 05-01 

Radar Set AN/MPS-26 /XN-2/ Acceptance Test 
Procedure 
S-553-P-0025 

Acceptance Test Procedure- Model 203 Teltrac 
Active Acquisition Aid System 
S-553-P-0031 

Model 3403D Tracking Receiver- Acceptance 
Test Procedure and Data Sheet 
S-553-P-0033 

On-Site Acceptance Test Procedure for the 
Retrofitted Agave Acquisition Aid System 
S— 553— P-0036 

On-Site Acceptance Test Procedure for the 
Teltrac Acquisition Aid System 
S— 553-P-Q037 

Data Formatter Acceptance Test Procedure 
S-553-P-0041 
Project Relay Test Specification- Relay 

Spacecraft Environmental Acceptance Testing 
S— 625— REL— 0102 05-01 


05-01 


05-01 


05-01 


05-01 


05-01 

05-01 


08-01 


08-01 


08-01 


DRS-1, Specification for 09/16/1963 
MSFC-S PEC-295 

Digital Signal Simulator Panel Assembly, 

Pulse Code Nodulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 08/07/1963 
MSFC-SPEC-297 

Quick-Look Assembly, Pulse Code Modulated 
Digital Data Acquisition Subsystem 
Receiving Station, Specification for 
08/08/1963 
MSFC-SPEC— 298 
Data Switch Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC-SPEC— 299 08-01 

Correlator Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC-SPEC— 300 08-01 

Source Selector, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/02/1963 
MSFC- SPEC-3 01 08-01 

Computer Interface Panel, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC-SPEC— 302 08-01 


Acceptance Standards for Hydrogen Peroxide 
Conditioning of Components and Parts, 

02/01/62 

05-5 04-01 

Curtains, Heat Shield, Flexible, Acceptance, 
Specification for, 03/09/62, EQ-1 08/03/62 
10M01591 08-01 

Sub-Multiplexer Assembly, Remote, Digital, 
Acceptance Test Procedure for 11/14/1963 
50M60011 08-01 

Telemeter Calibrator, Model I, Acceptance 
Test, Procedure for 09/09/1963 

50M60013 08-01 

Telemetry Assembly, Single Sideband, Airborne, 
Acceptance Test, Procedure for 03/03/1964 
50M60103 08-01 

Decoder, Instrument Unit Command, Acceptance 
Test, Procedure for, 7/22/66 

50M60153 08-01 

Decoder, Secure Range Safety Command, 

Acceptance Test Procedure, 0/04/66 
50M60156 08-01 

Command Receiver, MCR 503 Acceptance Test, 
Procedure for, 12/05/66 

50M60164 08-01 

Acceptance Limits for Powdered Aluminum 
/MD105/, 4/05/63 

20512-GEN 11-01 

Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, EO-1 
04/18/61, EQ-2 06/05/62 

10509306 08-01 

ACCOUNTING 

Configuration Management Accounting Reports, 
Preparation of, 10/01/65 

MSFC— P ROC-4 5 9 08-01 

Input for Configuration Management Accounting 
and Reporting System, Preparation of. 


Data Control Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/14/1963 

MSFC-SPEC-303 08-01 

Digital Signal Synchronizer, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 01/05/1965 

MSFC-SPEC-304A 08-01 

Receiver and Demodulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 03/25/1965 

MSFC-SPEC-305A 08-01 

Power Supply, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MSFC-SPEC-306 08-01 

Blower Assembly, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 09/04/1963 
MSFC-SPEC-307 08-01 

Patch Panel, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MSFC- SPEC-3 08 08-01 

Digital Gate Rack Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/15/1963 

MSFC-SPEC-309 08-01 

Telemetry Receiving Station, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem, Specification for 09/20/1963 
MSFC-S PEC-31 3 08-01 

Converter, Analog-to-Dlgi tal , Subassembly, 

Veh ic leborne. Pulse Code Modulated Digital 
Data Acquisition System, Specification for 
05/15/1964 
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ACTIVE 


MSFC-SPEC— 323A 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for 
08/15/63, Amendment 2, 11/20/63 

MSFC-SPEC— 324 08-01 

Timer, 40 Second, Component Selection, Time 
and Temperature Compensating, 06/10/65 
MSFC-PR0C-453A 08-01 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Data Acquisition Antenna 
S-500— P—0001 A 05-01 

Procurement Specification for 40-Foot Data 
Acquisition Antenna System Tracking 
Receiver 

S-500— P—0004 05-01 

Col 1 imat ion System Spec i if I cat i ons for 40-Foot 
Data Acquisition Antenna System 
S— 500— P—0008 05-01 

Specifications for 85-Foot Data Acquisition 
Antenna 

S-500— P—0016 05-01 

Specification for 85-Foot Satellite Data 
Acquisition Antenna 

S— 500— P—0017 05-01 

Performance Specifications for Acquisition 
Tracking Receiver 

S— 500— P—0220 05-01 

C-Band Re-Entry Acquisition System for 
Apollo Instrumentation Ships 

S— 506— P—4 05-01 

Equipment Procurement Specification for 40-Foot 
Data Acquisition Antenna Feed System 40-005 
S-525— P—0003 05-01 

Specification for Radome to be used with 
85-Foot, X-Y, Data Acquisition Antenna 
S— 525— P—0027 05-01 

Performance Specification for an Acquisition 
Antenna for 30-Foot Antenna 

S— 525— P—0031 05-01 

Satellite Tracking and Data Acquisition 
Network Timing System /Amendment 1/ 

S-531— P—0129 05-01 

Satellite Tracking and Data Acquisition 
Network Timing System Specification 
S— 531— P-0267 05-01 

Specification for Microwave Station Data 
Acquisition Facility, Rosman, North 
Carol i na 

S— 532— P—0029 05-01 

Specification for Modifications to Switchgear, 
Electrical Components and New Diesel 
Generator Sets, Data Acquisition Facility, 
Santiago, Chile 

S— 532— P—0038 05-01 

Specification for Construction Road and 
Antenna Foundation for Satellite Tracking 
Antenna Receiver Data Acquisition Facility, 

East Grand Forks, Minnesota 

S-532— P—0041 05-01 

Specification for Range and Range Rate and 
Satellite Tracking Antenna Command Antenna 
Facilities Data Acquisition Facilities 
S— 532— P—0043 05-01 

Specification for Satellite Tracking Antenna 
Receiver 2, Data Acquisition Facility, 

Quito, Ecuador 

S-532-P-4 05-01 

Satellite Tracking and Data Acquisition 
Network Facility, Madagascar 

S— 532— P—9 05—01 

Specification for Satellite Tracking Antenna 
Facilities /Receiver 2 and Command 2/ Ulaska 
Data Acquisition Facility, Gilmore Creek, 

Alaska 

S-532— P—10 05-01 

Specification for Construction of S-Band 
Col 1 1 mat ion Tower Site at the National 
Aeronautics and Space Administration, Ulaska 
Data Acquisition Facility, Fairbanks, 

Alaska 

S-532— P— 11 05-01 

Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 
S-532— P—15 05-01 

National Aeronautics and Space Administrat ion- 
Goddard Space Flight Center Standards for 


Tape Recorder Track Assignments at the 
Minitrack Data Acquisition Sites 
S— 533-P-0212 05-01 

Grounding System Requirements for Satellite 
Tracking and Data Acquisition Network 
St at i ons 

S— 533— P-1 1 05-01 

Satellite Tracking and Data Acquisition 
Network Spare Parts Program 

S— 535— P—1 05—01 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S-536-P-0004 05-01 

Specification for a Lightweight Portable 
Optical Acquisition Aid 

S— 536— P-0005 05-01 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S-536-P— 0009 05-01 

National Aeronautics and Space Admini strat ion- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Satellite Tracking and Data Acquisition 
Network Facilities 

S— 537-STD— 0266 05-01 

Specification for Active Acquisition Aid 

S— 553— P-0 030 05-01 

Acceptance Test Procedure- Model 203 Teltrac 
Active Acquisition Aid System 

S— 553-P-0031 05-01 

On-Site Acceptance Test. Procedure for the 
Retrofitted Agave Acquisition Aid System 
S— 553— P-0036 05-01 

On— Site Acceptance Test Procedure for the 
Teltrac Acquisition Aid System 

S-553-P-0037 05-01 

Specification for Dymec Digital Data 
Acquisition System 

S— 630— P—0 141 05-01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 

Checkout Procedure for, 6/16/64 

50M60031A 08-01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 
Specification for, 09/14/64, EO-1, 12/04/64, 

EO-2, 12/10/64, EO-3, 07/15/65, EO-4, 

11/22/65, EO-5, 01/05/66, £0-6, 01/14/66, 
50M60067 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for, 
10/06/64, EQ-1, 07/20/65, EO-2, 01/05/66, 

EO-3, 05/18/66 

50M60209 08-01 

Power Supply, 300 Mi 1 1 (amperes, 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 
50M60246 08-01 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 
Acquisition System Receiving Station, 
Specification for 06/11/1965 

50M60247 08-01 

Digital Data Acquisition Subsystem/ Computer 
Interface Unit, Model 501, Specification 
for, 3/04/66, EO-2, 5/06/66, EO-3, 5/25/66, 

EO-4, 7/05/66 

50M60273A 08-01 

ACTIVATE 

Prototype Communications Unit Executor and 
Selection to Activate Random Testing 
Modules 

ESD— 106042 09-03 

Communications Unit Executor Selection to 
Activate Random Testing Modules 

ESD— 106091 09—03 

ACTIVATED 

Manually Activated Primary Battery /MAP 4240/ 
Qualification Test Procedure, 9/29/65 
40M00228 08-01 

ACTIVE 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 
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ACTUATED 


SUBJECT INDEX 


S— 522-P— 00 12 05-01 

Specification for Active Acquisition Aid 

S-553-P-0030 05-01 

Acceptance Test Procedure- Model 203 Teltrac 
Active Acquisition Aid System 

S-553-P-0031 05-01 

ACTUATED 

Qualification Testing Requirements for 

Variable Resistors /Lead-Screw Actuated/, 
11/07/66 

ZPQ— 2449— GEN 11-01 

Valve, Explosive Actuated /300 degrees F/, 

H-l Rocket Engine, Reliability Test 
Requirements 05/26/1961 

10M01008 08-01 

Resistors, Variable, Wirewound, /Lead Screw 
Actuated/, /Style SRT/, Specification for, 
06/19/64, E0-1, 04/21/65, EO-2, 11/04/65, 

E0-3, 01/03/66 

50M60183 08-01 

Resistors, Variable, Nonwirewound /Lead Screw 
Actuated/, /Style SRJ/, Specification for, 
06/19/64, EO-1 , 04/21/65, EO-2, 11/04/65, 


EO-3, 01/03/66 

50M60184 08-01 

ACTUATOR 

Single Branch Explosively Actuated Valve 
Assembl ies 

GME— 50335— GEN 11-01 

Actuator, Thrust Vector Control, Specification 
for, 06/17/63, E0-1 09/09/64 

10M01683 08-01 

Servoactuator , Mechanical Feed-back, Thrust 
Vector Control, Saturn S-IC Stage, 

Specification for 05/15/1965 

50M35008C 08-01 

ADAPTER 

Adapter, Signal, Differential /Wideband/, 
Specification for, 03/30/66 

50M60070B 08-01 

Digital Adapter, Liquid Level Measuring, 
Specification for 02/17/1964 

50M60088 08-01 

Adapter, Rate Gyro, Specification for 
03/19/1964 

50M60098 08-01 


Signal Adapter, Pulse Code Modulated, 

Specification for, 8/06/66 

50M60313 08-01 

ADDITIVE 

Blender Unit Assembly, Fuel Additive, /H-l 
Rocket Engine/, Reliability Test 
Requirements 03/29/1961 

10M01002 08-01 

Heater Assembly, Fuel Additive Blender Unit, 

H-l Rocket Engine, Reliability Test 
Requirements 06/15/1961 

10M01 016 08-01 

ADHESIVE 


Tape, Pressure-Sensitive Adhesive, for 

Preservation and Sealing, Specification for 
03/07/1962 

MSFC-SPEC— 124 08-01 

Plates, Identification, Metal Foil Adhesive 
Backed, Specification for 10/07/1964 
MSFC-SPEC-266A 08-01 

Adhesive, Epoxy Resin, 3/01/66, QPL-411-1, 

3/01/66 

MSFC-SPEC— 411 08-01 


Adhesive Bonding, Process and Inspection 
Requirements for 05/07/1965 

MSFC-SPEC— 445 08-01 

Adhesive, Silicone Rubber, Two— Component , 
Low-to-Moderate Temperature Resistant, 
Room-Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10M01587 08-01 

Adhesive, Silicone Rubber, One-Component, 
Moderate-to-Hlgh Temperature Resistant, 

Room Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10M01588 08-01 

Adhesive, Silicone Rubber, Solvent Type, 

General Purpose, Specification for 
02/01/1962 

10M01598 08-01 

Adhesive, Low Density, Epoxy, Specification 
for 03/12/1964 

10M01744 08-01 


ADVANCED 

130 Megacycle to 140 Megacycle Advanced 
Polarization Diversity Autotrack Receiver 
Performance Specification 

S— 523-P-0302 05-01 

Procurement Specification for the Advanced 
Technological Development of a Two-Channel 
Monopulse Antenna System 

S-525— P-0039 05-01 

Goddard Space Flight Center Specifications 
Advanced Technology Sat el 1 i te-Rosman II 
Polarization Auto - Track System 
S-531-P-15A 05-01 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 

S-623-OSO-0137 05-01 

Goddard Space Flight Center Specification to 
Modify the Advanced Vfrdicon Camera System 
Rapid Film Processors to Utilize Bimat 
Film 

S-653-P-7 

Day-Night Meteorological Camera for the 
Advanced Technology Satelllte-D Mission 
S— 731— P-54 
AEROSPACE 

Aerospace Data Systems Standards 
S-560— P-0002 

AGAVE 

On-Site Acceptance Test Procedure for the 
Retrofitted Agave Acquisition Aid System 
S -553— P-0036 


05-01 

05-01 

05-01 

05-01 


AGE 

Synthetic Rubber, Age Control of. Standard for 
12/21/62, Amendment 1, 04/16/65 

MSFC— STD— 105A 08-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Atlas-Agena, 

Thor-Agena, or Thrust-Augmented Thor-Agena 
Launch Vehicles 

S-320-A-1 05-01 

Workmanship, Marking, Traceability, Age 

Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Space Flight Center Use 

S-323-P-2 05-01 

AGENT 

Solvent, Precision Cleaning Agents, 

Specification for 10/16/1964 

MSFC-SPEC-237A 08-01 


AGING 

Goddard Space Flight Center Specification for 
Semiconductor Power Aging for the 
Meteorological Satellite Program 
S-650-P-1 

Specification for Semiconductor Power Aging 
S-652-P-0003 

Precipitation Hardening /Aging/ and Forming 
Tank Skin Segments for S-IC Stage of 
Saturn V Vehicle, Specification for 
08/13/1963 
95M01301 

AID 

Specification for a Lightweight Portable 
Optical Acquisition Aid 
S-536-P— 0005 

Specification for Active Acquisition Aid 
S-553— P—0030 
Acceptance Test Procedure— Model 203 Teltrac 
Active Acquisition Aid System 

S-553— P—0031 05-01 

On-Site Acceptance Test Procedure for the 
Retrofitted Agave Acquisition Aid System 
S-553— P—0036 05-01 

On-Site Acceptance Test Procedure for the 
Teltrac Acquisition Aid System 

S-553— P-0037 05-01 

AIR 

Specification for Astrodome-Type Shelter 
/with Air Conditioning/ for Optical 
Tracking Instruments, 07/23/64 

10-03 

Regulator, Air Pressure, Reliability Test 
Requirements 03/16/1961 

10M01031 08-01 

Filter, Air Performance, Specification for 
04/21/60, EO-1 03/15/61 
10419908 08-01 


05-01 

05-01 

08-01 

05-01 

05-01 


74 



SUBJECT INDEX 


ALTERNATING 


Filter, Air, High Pressure, Specification for, 
11/22/60, EO-2, 02/14/62 

10419941 08-01 

Regulator, Air Pressure, Specification for, 
03/13/61, EO-4, 09/06/61, EO-5, 01/16/62, 

ED-6, 05/11/62 

10419954 08-01 

AIRBORNE 

Cleanliness of Non-Airborne Breathing Systems 

MSC— SPEC— C— 9 09-03 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S— 536— P—0004 05-01 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S— 536— P—0009 05-01 

Telemetry Assembly, Single Sideband Airborne, 
Specification for, 10/19/64, EO-1 
12/11/64, EO-2, 03/23/65, EO-3, 04/30/65, 

EO-4, 07/28/65, EO-5, 10/05/65, EO-6, 

11/05/65, EO-7, 12/10/65, EO-8, 01/26/66, 

50M60002B 08-01 

Telemetry Assembly, Single Side-band, 

Airborne, Specification for 01/31/1964 
50M60010A 08-01 

Recorder Assembly, Tape /Airborne/, Model 101, 
Specification for, 10/22/64, EO-1, 12/16/64, 

EO-2, 07/14/65, EO-3, 07/14/65, EO-4, 

10/27/65, EO-5, 12/04/65, EO-6, 12/04/65, 

EO-7, 01/14/66, EO-8, 07/06/66 

50M60016B 08-01 

Telemetry Assembly, Single Sideband, Airborne, 
Acceptance Test, Procedure for 03/03/1964 
50M60103 08-01 

AIRCRAFT 

Specification for Aircraft Antenna 

5— 525— P—0026 05-01 

Description, Use, and Control of Hydraulic 

Fluid, Non-Petroleum Base, Aircraft 
/MIL— H— 8446/ , 01/06/61 

06- 3 04-01 

ALIGNMENT 

Accelerometer Assemblies, Donner, Alignment, 
Procedure for, 06/18/63, Amendment 1, 

08/12/63 

MSFC— PROC— 321 08-01 

Final Test Method for Alignment Mirror 
Assembly 

S-550-AP-0002 05-01 

ALLOY 

Welding of Aluminum Alloy Pipe, Tubing and 
Associated Fittings, 08/01/66 
KSC— W— 180 10-01 

Castings, Aluminum and Magnesium Alloy, 
Radiographic Inspection of. Acceptance 
Standard for, 05/16/61, Amendment 1, 

08/17/66 

MSFC— STD— 100 08-01 

Aluminum Alloy, 2014 Bars, Plate, and Sheet, 
Specification for, 04/02/62, Amendment 1, 
04/30/64 

MSFC— SPEC— 104 08-01 

Aluminum Alloy Sheet, Raw Material, General 


Specification for, 03/18/63, Amendment 1, 
07/14/65 

MSFC-SPEC— 137A 08-01 

Aluminum Alloy Forgings, Premium Quality, 

Heat Treated, Specification for, 03/31/64, 
Amendment 1, 09/08/64 QPL-144-1, 07/26/65 

MSFC-SPEC— 144 B 08-01 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shapes, and Forgings /Premium 
Quality/, Specification for, 05/15/63, 

Amendment 4, 08/19/66, QPL-145-1, 02/16/66 

MSFC— SPEC— 145 A 08-01 

Preparation for Delivery of Aluminum Alloy 

Plate and Sheet, Specification for 04/22/1963 
MSFC— SPEC— 241 08-01 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MSFC— SPEC— 259 A 08-01 

Steel, Structural, Low Alloy, High Yield 
Strength, Specification for, 03/25/64 
Amendment 1, 05/26/65 


MSFC-SPEC-282 08- 

Testing, Ultrasonic, Aluminum Alloy Plate, 
Specification for 12/10/1963 

MSFC— SPEC— 283 08- 

Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1, 

10/04/66, QPL-389-2, 01/28/66 

MSFC-SPEC— 389 08- 

Cover Sheet to QQ— S— 571d /Solder, Tin 
Alloy, Lead-Tin Alloy, and Lead Alloy 
05/10/1965 

MSFC— SPEC-457 08- 

Cleaning of Aluminum Alloy Weld Joints for 
High Quality Welds, 12/06/65 

MSFC-PR0C— 463 08- 

Castings, High Strength, Aluminum Alloy M-45, 
6/28/66 

MSFC-SPEC— 470 08- 

Aluminum Alloy Plate 2219, Specification for 
05/29/1962 

10M01646A 08- 

Welding, Fusion, Four- to Six-Inch Thick 
Aluminum Alloy Plate, 2219 For Y Ring, 
Procedure for, 02/01/63, EO-1 03/27/63 
10M01648B 08- 

Preparations for Delivery of Aluminum Alloy 
Plates and Sheets, Specification for 
09/06/1962 

10H01677 08- 

Gold Alloy /Gold 75-Silver 22-Nickel 3/, 

Wire Strip, Sheet, and Rod, Specification 
for, 10/29/63, EO-1 01/08/64 
10M01753 08- 

Palladium Alloy /Palladium 35-Silver 30- 
Copper 14-Gold 10-Platinum 10-Zinc 1/, 

Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, E0-1 01/08/64 

10M01755 08- 

Platinum-Ruthenium Alloy /Platinum 90- 

Ruthenium 10/, Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/18/1963 
10M01756 08- 

Gold, Silver, Platinum Alloy /Gold 69-Silver 
25-Platinum 6/, Strip, Sheet, Tubing, and 
Rod, Specification for 12/18/1963 
10M01757 08- 

Gold, Silver, Zinc, Platinum, Copper Alloy 
/Gold 71,5-Silver 4,5-Zinc 1-Platinum 8,5- 
Copper 14,5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 
10M01758 08- 

Gold, Platinum Alloy /Gold 98-Platinum 2/ 

Strip, Sheet, Tubing, and Rod, 

Specification for 12/31/1963 
10M01759 08- 

Platinum, Iridium Alloy /Platinum 85-Iridium 
15/, Wire, Strip, Sheet, Tubing, and Rod, 
Specification for 12/18/1963 

10M01760 08- 

Deoxidation of Aluminum Alloys 2014, 2219, 5060, 
5456, 6061 and 7075, Specification for 
02/06/1964 

95M01108 08- 

Welding Fabrication of Hastelloy Alloys, 
Specification for 10/16/1963 

95M01200 08- 

Lightening Holes, Aluminum Alloy, Standard for 
06/29/1960 

10419958 08- 

Welding, Carbon, Low Alloy and Stainless 

Steel, /Manual or Automatic/, Specification 
for 06/02/1960 

10509308 08- 

ALPHANUHERIC 

Alphanumeric Cathode Ray Tube Display 

ESD— 106006 09- 

Interim Alphanumeric Cathode Ray Tube Display 
ESD— 106016 09- 

ALTERNATING 

Motors, Alternating Current, Integral 
Horsepower for Ground Support Equipment 
KSC-M-117 10- 

Specification for Universal Electrical 
Measuring Instrument /Precision/ 

/Alternating Current-Direct Current 
Portable/ 

S— 530— P—0024 05- 

Specifications for Alternating Current Vacuum 
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ALTIMETER 


SUBJECT INDEX 


Tube Voltmeter /PR 32326-1/ 

10-03 

Amplifier Module, Alternating Current, 
Specification for, 04/20/65 

50M60075A 08-01 

ALTIMETER 

Antenna System, Altimeter, Model 503, Checkout 
Procedure for 11/04/1964 

50M60140 08-01 

Antenna Assembly, Altimeter, Model 504, 
Specification for, 03/18/1965 

50M60261 08-01 

ALUMINUM 

Etching of Aluminum before Spotwelding, 

Standard for 09/23/1958 

ABMA-STD— 3 08-01 

Acceptability Limits for All Selectively 
Etched Aluminum Components, Standard for 
06/30/1958 

ABMA-STD— 21 08-01 

Welding, Fusion, Shielded Arc, Missile 

Components, Aluminum and Magnesium Manual 
or Automatic 01/10/1958 

ABMA-PD-W-45 08-01 

Aluminum Drum, Type 42D, Double-Head 

/86-Gallon Capacity/, Specification for 
02/27/1959 

ABMA-PD-D-461 08-01 

Welding of Aluminum Alloy Pipe, Tubing and 
Associated Fittings, 08/01/66 

KSC-W-180 10-01 

Castings, Aluminum and Magnesium Alloy, 
Radiographic Inspection of, Acceptance 
Standard for, 05/16/61, Amendment 1, 

08/17/66 

MSFC-STD-100 08-01 

Aluminum Alloy, 2014 Bars, Plate, and Sheet, 
Specification for, 04/02/62, Amendment 1, 
04/30/64 

MSFC-SPEC— 104 08-01 

Aluminum Alloy Sheet, Raw Material, General 
Specification for, 03/18/63, Amendment 1, 
07/14/65 

MSFC-SPEC- 137 A 08-01 


09/06/1962 

10M01677 08-01 

Deoxidation of Aluminum Alloys 2014, 2219, 5060, 
5456, 6061 and 7075, Specification for 
02/06/1964 

95M01108 08-01 

Acceptance Limits for Powdered Aluminum 
/MD105/, 4/05/63 

20512-GEN 11-01 

Lightening Holes, Aluminum Alloy, Standard for 
06/29/1960 

10419958 08-01 

AMPLIFIER 

Line Amplifiers 

ESD-106037 09-03 

Direct Current Amplifier Module, Specification 
for, 08/13/62, Amendment 1, 03/26/63 

MSFC— SPEC-133A 08-01 

Mariner Venus 67 Flight Equipment Flight 

Acceptance Testing S-Band Cavity Amplifier 
/2PA1/, 2/03/67 

MVX— 50662— FAT 11-01 

Performance Specification for a 10 Kilowatt S- 
Band Power Amplifier 

S-500-P-0010 05-01 

Performance Specification- Parametric 
Amplifier/Converter System 

S— 500— P—0221 05-01 

Development of a 1700 Megacycle, Ultra-Low- 
Noise Parametric Amplifier/Converter System 
S-500— P-0419 05-01 

Development of a 400 Megacycle, Low-Noise- 
Parametric Amplifier Converter System 
S-500— P-0420 05-01 

130 Megacycle to 140 Megacycle Line Amplifiers 
Performance Specifications 

S-523-P-0219 05-01 

Nimbus Amplifier, Coarse Sun Sensor 

S-650-NI-0007 05-01 

Nimbus Attitude Control Amplifier, Yaw Axis 

S-650-NI— 0008 05-01 

Nimbus Attitude Control Amplifier, Pitch 
Axi s 

S-650-NI-0014 05-01 


Aluminum Alloy Forgings, Premium Quality, 

Heat Treated, Specification for, 03/31/64, 
Amendment 1, 09/08/64 QPL-144-1, 07/26/65 

MSFC-SPEC-144B 08-01 

Preparation for Delivery of Aluminum Alloy 

Plate and Sheet, Specification for 04/22/1963 
MSFC-SPEC-241 08-01 

Radiographic Inspection - Soundness 

Requi rements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MSFC-SPEC-259A 08-01 

Testing, Ultrasonic, Aluminum Alloy Plate, 
Specification for 12/10/1963 

MSFC-SPEC— 283 08-01 

Epoxy Treatment of Aluminum and Magnesium 
Castings for Pressure Sealing, Procedure 
for 04/07/1964 

MSFC-PROC-371 08-01 

Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1, 

10/04/66, QPL-389-2, 01/28/66 

MSFC— SPEC-389 08-01 

Cleaning of Aluminum Alloy Weld Joints for 
High Quality Welds, 12/06/65 

MSFC-PR0C-463 08-01 

Castings, High Strength, Aluminum Alloy M-45, 

6/28/66 

MSFC-SPEC— 470 08-01 

Tape, Heat-Reflective, Pressure Sensitive, 

Aluminum Coated Fiberglass Cloth, 

Specification for, 02/23/62, EO-1 08/03/62, 
EO-2 09/25/62 

10M01597 08-01 

Aluminum Alloy Plate 2219, Specification for 
05/29/1962 

10M01646A 08-01 

Welding, Fusion, Four- to Six-Inch Thick 
Aluminum Alloy Plate, 2219 For Y Ring, 

Procedure for, 02/01/63, EO-1 03/27/63 
10M01648B 08-01 

Preparations for Delivery of Aluminum Alloy 
Plates and Sheets, Specification for 


Low-Noise Amplifier/Converter System- 

Technical Exhibit, 03/09/64 /K-EF3-64-4/ 

10-03 

Minimum Salient Characteristics for Power 

Ampl i f ier/Supply 10-03 

Specifications for Galvanometer Driver 
Amplifier Unit /PR 14366/ 

10-03 

Specifications for Video Switching Amplifier 

/PR 13456-1/ 10-03 

Amplifier Module, Direct Current, 

Specification for, 7/06/66 

40M00313B 08-01 

Single Output Mixer Amplifier Specification 
for, 12/30/64, EO-1, 07/14/65, EO-2, 

07/14/65, EO-3, 07/14/65, EO-4, 12/30/65, 

EO-5, 07/06/66 

50M60021A 08-01 

Amplifier, Power, Radio Frequency, 

Specification for, 04/12/65, EO-1, 06/07/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60034C 08-01 

Amplifier, Mixer, Output, Dual /Isolated/ 

Specification for, 04/12/65, EO-2, 07/14/65, 

EO-3, 07/14/65, EO-4, 07/15/65, EO-5, 

12/30/65 

50M60036B 08-01 

Amplifier Module, Direct Current, 

Specification for, 03/05/65, EO-1, 07/14/65, 

EO-2, 03/25/66 

50M60074A 08-01 

Amplifier Module, Alternating Current, 
Specification for, 04/20/65 

50M60075A 08-01 

Amplifier, Differential, Low Level, 

Specification for, 10/12/64, EO-1, 12/15/64, 

EO-3, 06/26/65, EO-4, 10/05/65, EO-5, 

10/27/65, EO-6, 11/05/65, EO-7, 11/14/65, 

EO-8, 11/22/65, EO-9, 11/22/65, E0-10A, 

50M60204 08-01 

Amplifier, Power, Command and Communication, 
S-Band, Specification for, 1/19/66 
50M60287 08-01 

Power Amplifier, Radio Frequency, 860 MHz, 
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Qualification Teat Procedure for, 7/22/66 
50M60331 08-01 

Differential Amplifier, Transistor, NPN, Type 
301K5 with Weldable Leads, Specification 
for, 11/17/66 

50M60369 08-01 

AMPLITUDE 

Pulse Amplitude Modulation/Pulse Detector 
Modulation/Pulse Code Modulation Digital 
Deconmutator 

ESD— 106019 09-03 

Pulse Amplitude Modulation/Pulse Detector 
Modulation Digital Decommutator System 
ESD-1 06024 09-03 

Specification for 5 Kilowatt Amplitude 
Modulated Satellite Interrogation 
Transmi tter 

S— 530— P—0010 05-01 

Equipment Speci f I cat Ion— Pul se Amplitude 

Modulation Commutator Simulator for Saturn 
IB 10-03 

Specifications for Ultra High Frequency 
Amplitude Modulated/Frequency Modulation 
Signal Generator 10-03 

ANALOG 

Direct Writing Analog Recording System 

ESD-106018 09-03 

Converter Assembly, Dig! tal-to-Analog, 
Specification for 03/29/1965 

MSFC-SPEC— 312A 08-01 

Converter, Analog— to-Dl gi tal , Subassembly, 
Vehicleborne, Pulse Code Modulated Digital 
Data Acquisition System, Specification for 
05/15/1964 

MSFC-SPEC— 323 A 08-01 

Welded Module, Series 300, Analog Switch 
/SW-1/ 11/04/1963 

MSFC-SPEC— 325/2 08-01 

Specification for an Analog Simulator 

S— 525-P— 0037 05-01 

Analog to Digital Conversion Subsystem 

S-711-P-2 05-01 

Fifty-Channel High Speed Analog-to-Digi tal 
Conversion System /K-EF3-64-6/ 

10-03 

Minimum Salient Characteristics for Direct 
Writing Analog Recorder Systems, 05/10/65 
/PR 98508-1/ 10-03 

Specifications for an Analog Pulse - Digital 
Data System for Orbiting Geophysical 
Observatory Experiment F-17 

05-0 i 

Specification Tor Converter, Dlgi tal-to-Analog 
Assembly 10-03 

Specifications for a Analog Data Transmission 

Systems /PR 14363-1/ 10-03 

Specifications for Channel Di gi tal— to— Analog 

Converter /PR 14364-1/ 10-03 

Submultiplexer Assembly, Analog, Remote, Low- 
Level, Model 102, Specification for, 

10/28/64, E0— 1, 12/16/64, EO-2, 07/27/65, 

EO-3, 07/27/65, EO-4 , 01/04/66, EO-5, 

01/17/66, EQ-6, 07/05/66 

50M60202 08-01 

Submultiplexer Assembly, Analog, Remote, High- 
Level, Model 101, Specification for, 

10/30/64, EO-1 , 12/16/64, EO-2, 07/14/65, 

EO-3, 07/14/65, EO-4, 01/04/66, EO-5, 

01/04/66, EO-6, 07/05/66 

50M60203 08-01 

Converter Assembly, Digital to Analog, 
Specification for 06/08/1965 

50M60251 08-01 

ANALYSIS 

Failure Effect Analysis of Ground Support 
Equipment, 02/03/65 

KSC-H-118 10-01 

Failure Effect Analysis of Ground Support 
Equipment, 02/03/65 

KSC— STD— 118 10-01 

Spacecraft Fluid Analysis 

MSC— SPEC— C— 14 09-03 

Carbon Tetrachloride, Scrubber Method for 
Analysis of Condensible Hydrocarbon 
Contamination in Compressed Gases, 

Procedure for, 01/16/63, Amendment 1, 

05/23/63 

MSFC— PROC— 245 08-01 

Strength Analysis Requirements for Propulsion 


Sys-tem Components and Assemblies, 9/21/66 
MSFC— STD-460 08-01 

Specification for the Analysis and Design of a 
High Temperature Thermoelectric Conversion 
Device 

S— 630— P—0130 05-01 

Specification for the Battery Analysis System 

S— 652— P—0002 05-01 

ANALYZER 

Specifications for Spectrum Analyzer /Tuning 
Unit/ III 

S 530 P 0013 05—01 

Specification for Spectrum Analyzer /Tuning 
Unit/ II 

S-530— P-0014 05-01 

Specification for Spectrum Analyzers /Tuning 
Unit/ I 

S-530— P-0015 05-01 

Minimum Salient Characteristics for Spectrum 
Analyzer Plug-in Unit, 03/05/64 
/PR 58942-1/ 10-03 

Technical Specifications for Probability 

Density Analyzer 10-03 

Hazardous Gas Analyzer System, General 
Design, Operation, and Sampling 
Requirements, Specification for, 2/09/66 
10M01812 08-01 

Spectrum Analyzer, Inflight, Models 3 and 10, 
Specification for 03/16/1964 

50M60004 08-01 

ANGLE 

Equipment Procurement Specification- Angle 
Tracking Receiver 

S— 500— P-0214 05-01 

Emergency Detection System, Q-Ball Angle of 
Attack, Sensor System, Specification for 
04/28/1965 

50M60241 08-01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, 

Specification for, 1/06/66 

50M60338 08-01 

Emergency Detection System, Q-Ball Angle of 
Attack Sensor System, Test Procedure for 
03/15/1965 

50M69931 08-01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, In-Process 
Test Procedure, 1/06/66 

50M71001 08-01 

ANOMALIES 

Technical Exhibit for a Study of Certain 
Propagation Anomalies in Flight Radio 
Frequency Signals 10-03 

ANTENNA 

Requirements for Interim Antenna Pointing 
Subsystem /IAPS/, 11/01/66 

DFZ—1 197-GEN 11-01 

Mariner Venus 67 Flight Equipment Flight 
Acceptance Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX— 50632-FAT 11-01 

Mariner Venus 67 Flight Equipment Type 
Approval Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX-5 0637 -TAT 11-01 

Environmental Design Qualification and 
Acceptance Tests- Components and 
Experiments, Distance Measuring Equipment 
Antenna 

S— 324— DME— A— 1 05-01 

Equipment Procurement Specification for 40-Foot 
Diameter X— Y Data Acquisition Antenna 
S— 500— P-0 001 A 05-01 

X-Y Antenna Position Programmer and Position 
Encoding System 

S— 500— P-0003 05-01 

Procurement Specification for 40-Foot Data 
Acquisition Antenna System Tracking 
Receiver 

S— 500— P—0004 05-01 

Collimation System Specifications for 40-Foot 
Data Acquisition Antenna System 
S— 500— P-0008 05-01 

Antenna Control Status Specification 

S— 500— P-0011 05-01 

Specifications for 85-Foot Data Acquisition 
Antenna 

S— 500— P-0016 05-01 
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ANTENNA CONT 


SUBJECT INDEX 


Specification for 85-Foot Satellite Data 


Acquisition Antenna 

S— 500-P-0017 05-01 

Specifications for 85-Foot Antenna 

S-500-P-0018 05-01 

Field Acceptance Test- National Aeronautics 
and Space Administration 40-Foot X-Y 
Antenna Units 2,3, and 4 

S— 500— P-0019 05-01 

Performance Specification for Antenna Control 
and Drive System 

S-500-P-0021 05-01 

Performance Specification- Antenna Position 
Programmer System 

S— 500-P-0022 05-01 

Specifications for 30-Foot Antenna 

S-500-P-0024 05-01 

Coating System for Antennas 

S-500-P-0027 05-01 

X-Y Antenna Position Programmer and Position 
Encoding System 

S-500— P-0215 05-01 

Equipment Procurement Specification for Antenna 
Feed System 

S-500-P-0217 05-01 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Tracking Antenna 

S-500-P-0418 05-01 

Azimuth-Elevation Antenna Position Programmer 

S-500-P-0426 05-01 

Functional Specification for Broad-Band Ground 
Antenna for Satellite Command System 
S-523-P-0001 05-01 


Performance Specification for a Cassegrain 
Feed System for 85-Foot Antenna 

S— 525— P-0023 05-01 

Specification for Aircraft Antenna 

S-525-P-0026 05-01 

Specification for Radome to be used with 
85-Foot, X-Y, Data Acquisition Antenna 
S-525-P-0027 05-01 

Performance Specification for a Cassegrain Feed 
System for 30-Foot Antenna 

S-525-P-0030 05-01 


Performance Specification for 
Antenna for 30-Foot Antenna 
S-525-P-0031 

Procurement Specification for 
of the Goddard Antenna Test 
S— 525— P-0 032 


an Acquisition 

05-01 

Instrumentation 

Range 

05-01 


Procurement Spec i f i cat i cm for the Advanced 
Technological Development of a Two-Channel 
Honopulse Antenna System 

S— 525-P-0039 05-01 


Advanced Technology Sate 1 1 i t e-Mo j ave 40-Foot 
Antenna 

S— 531-P-l A 05-01 


Wal lops-T i ros Operational Satellite Antenna 
Feed Systems 

S— 531-P-7 05-01 

Specification for 40-Foot Antenna Facility 
near Quito, Ecuador 

S-532-P-0003 05-01 


Specification for 40-Foot Antenna Facility near 
Johannesburg, South Africa 

S— 532— P-0005 05-01 


400 Megacycle/136 Megacycle Auto-Track and 
Telemetry Receiver Specification for Rosman 
85-Foot Antenna 

S-523-RG-0001 05-01 

Performance Specification for a Cassegrain Feed 
System for 30-Foot Antenna 

S— 525— ANT— 0030 05-01 

Functional Specification for Satellite Command 
Antenna 

S— 525-P-0001 05-01 

Functional Specification for 136 Megacycle and 
1700 Megacycle Feed Systems 05-Foot 
Diameter Parabolic Antenna 

S— 525-P-0002 05-01 

Equipment Procurement Specification for 40-Foot 
Data Acquisition Antenna Feed System 40-005 
S-525-P-0003 05-01 

Functional Specification for 

Electrically-Driven X-Y Mount for 
Antennas 

S— 525-P-0004 05-01 

Vertical Freespace Range for Antenna 
Performance Test Facility 

S-525— P-0006 05-01 

Procurement Specification for Radio Frequency 
Absorbent Material for Antenna Test Range 
Facility 

S-525-P-0007 05-01 

Procurement Specification for Radome for 
Antenna Test Range Facility 

S-525-P-0008 05-01 

Specifications for Servo-Driven Antenna 
Pedestal 

S-525-P-0010 05-01 

Performance Specification for Relay Feed 
System for 85-Foot Diameter Parabolic 
Antenna 

S-525-P-0011 05-01 

Performance Specification for Space 

Communications Feed System for 85-Foot 
Diameter Parabolic Antenna 

S-525-P-0013 05-01 

Performance Specification for Communications 
Satellite Feed System for 05-Foot Diameter 
Parabolic Antenna 

S-525— P-0015 05-01 

Performance Specification for 136, 400 and 1700 
MC Feed Systems for 05-Foot Diameter 
Parabolic Antenna 

S-525-P-0016 05-01 

Specification for Dlsk-On-Rod Command Antenna 
Array 

S-525-P-0018 05-01 

Performance Specification- Antenna Drive and 
Control System 

S-525-P-0019 05-01 


Specification for Construction Road and 

Antenna Foundation for Satellite Tracking 
Antenna Receiver Data Acquisition Facility, 

East Grand Forks, Minnesota 

S-532— P-0041 05-01 

Specification for Range and Range Rate and 
Satellite Tracking Antenna Command Antenna 
Facilities Data Acquisition Facilities 
S-532 -P-0 043 05-01 

Specifications for Satellite Tracking 
Antenna Receiver Facility, No. 2 Rosman 
Department of Air Force, Rosman, North 
Carol ina 

S-532— P-3 05-01 

Specification for Satellite Tracking Antenna 
Receiver 2, Data Acquisition Facility, 

Quito, Ecuador 

S-532— P—4 05-01 

Specification for Telemetry Building and 
Satellite Tracking Antenna Receiver 
Facility, Goldstone, California 

S-532— P-7 05-01 

Specification for Satellite Tracking Antenna 
Facilities /Receiver 2 and Command 2/ Ulaska 
Data Acquisition Facility, Gilmore Creek, 

Alaska 

S— 532— P-1 0 05-01 

Specification for Operations Building, 

Satellite Tracking Antenna Receiver, and 
Related Facilities, National Aeronautics and 
Space Administration Radio Tracking 
Facility, Fort Myers, Florida 

S— 532-P-12 05-01 

Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 


S-532— P-15 05-01 

Log Periodic Antenna Foundations Clark Lake 
/Borrego Springs/, Calif. 

S-532-P-17 05-01 

Preliminary Technical Specification for 

Advanced Orbiting Solar Observatory /S-67/ 
Spacecraft Antenna Studies 

S-623— AOSO-OOOl 05-01 

Communications and Antennas Subsystem Design 
Specification for Orbiting Astronomical 
Observatory 

S-623— 0 AO-034 5—5 05-01 

Telemetry and Command Antenna Group 

S-625-REL— 0141 05-01 

Requirements and Criteria for Facilities for the 
Central Instrumentation Facility Antenna 
Site, 11/09/64 10-03 

Small Diameter Antenna System- Technical 
Exhibit, 06/29/64 /PR 26755-1/ 
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ARC 


Technical Exhibit for Very High Frequency 
Antenna System, 12/30/64 /PR 49002-1/ 


Filter* Antenna, Low-Pass, Specification for, 
08/15/66 
50M60035C 

Divider, Power, Telemetry Antenna, 
Specification for, 07/26/65 
50M60042A 

Antenna, Television, Model 402, Specification 
for, 07/22/65 
50M60044A 

Antenna, Telemetry, Model 213, Specification 
for, 07/22/65 
50M60045A 

Antenna, Command, Model 308, Specification 
for, 12/10/65 
50M60046A 


Antenna Assembly, Missile Trajectory 

Measurement, Model 802, Specification for 

03/18/1965 

50M60129 


Antenna Assembly, Missile Trajectory 

Measurement, Model 803, Specification for 

03/18/1965 

50M60130 

Antenna Systems, Mistram, Models 802 and 803, 
Checkout Procedure for, 11/04/64 
50M60131 

Antenna Command, Model 309, Specification for 
03/15/66 
50M60132A 


10-03 

50M60302 

08-01 


Antenna, Directional, Command and Communication 
System, Model 609, Specification for. 

10-03 

7/15/66 



50M60356 

Antenna, Receive, Command and Communication 

08-01 

08-01 

System, Model 610, Specification for, 
6/10/66 



50M60389 

08-01 

08-01 

Antenna, UHF, Model 613, Specification for, 
6/10/66 



50M60390 

08-01 

08-01 

ANTISEIZE 

Standard Thread Anti-Seize and 0 Ring 
Lubricants, Types, Uses, and Control, 


08-01 

09/20/62 



04-4 

04-01 


Cover Sheet for 10509313 /Lubricant, Antiseize 

08-01 

and Sealing Liquid Oxygen Systems/ 
06/25/1964 



10M01703 

Lubricant, Antiseize and Sealing, Liquid 

08-01 

08-01 

Oxygen Systems, Specification for, 06/28/60, 
EO-1 02/27/63 


10509313 

APPLICATION 

08-01 

08-01 

Preparation of ISD Engineering Applications 
Documentation Standard 



MSC— STD-108 

09-03 

08-01 

Coating Compounds, Ceramic Enamel and Gold, 


* 

Preparation and Application, Specification 
for 04/05/1963 


08-01 

MSFC- SPEC-1 11 

08-01 


Antenna Systems, Command, Models 308 and 309, 
Checkout Procedure for 11/04/1964 
50M60133 08-01 

Antenna Assembly, Offset Doppler Frequency, 

Model 405, Specification for 03/18/1965 
50M60134 08-01 

Antenna System, Offset Doppler Frequency, 

Transmitting, Model 405, Checkout Procedure 
for 11/04/1964 

50M60135 08-01 

Antenna Assembly, Offset Doppler Frequency, 

Model 404, Specification for 03/18/1965 
50M60136 08-01 

Antenna System, Offset Doppler Frequency 

Receiving Model 404, Checkout Procedure for 
11/04/1964 

50M60137 08-01 

Antenna System, Radar, Model 708, Checkout, 
Procedure for, 3/10/65 

50M60138 08-01 

Antenna System, Azusa, Model 711, Checkout, 
Procedure for, 3/10/65 

50M60139 08-01 

Antenna System, Altimeter, Model 503, Checkout 
Procedure for 11/04/1964 

50M60140 08-01 

Antenna System, Television, Model 402, 

Checkout, Procedure for, 3/10/65 
50M60143 08-01 

Antenna System, Telemeter, Model 219, Checkout 
Procedure for 11/04/1964 

50M60144 08-01 

Antenna, Radar, Model 708, Specification for, 
02/01/66 

50M60239A 08-01 

Antenna Telemetry, Model 219, Specification 
for, 01/28/66 

50M60240A 08-01 

Antenna Azusa, Model 711, Specification for, 
02 / 01/66 

50M60258A 08-01 

Antenna Assembly, Altimeter, Model 504, 
Specification for, 03/18/1965 

50M60261 08-01 

Antenna, Telemetry, Model 223, Specification 
for, 02/28/66 

50M60264A 08-01 

Antenna Radar, Model 712, Specification for. 


Coating Compound, MSFC-X-258, Preparation 
and Application of. Specification for 
05/19/1961 

MSFC— SPEC— 142 08-01 

Subliming Coating Compounds, Preparation and 
Application of. Specification for 06/12/1964 
MSFC-SPEC— 203A 08-01 

Prime Coat, EX 176, Preparation and 

Application of. Procedure for 01/17/1963 
MSFC— PRDC— 205 08-01 

Threaded Fasteners, Lubricant Application, 
Procedure for 07/12/1962 

MSFC— PROC— 226 08-01 

Lubricant, Dry-Film Ceramic, MLF-5, 

Preparation and Application of. Specification 
for 04/15/1963 

MSFC— SPEC— 253 08-01 

Conformal Coating /Epoxy/, Application of. 
Procedure for, 11/05/63, Amendment 2, 

06/30/65 

MSFC-PRQC-257A 08-01 

Application of Heat and Blast Resistant 

Coatings to Electrical Cables, Procedure for 
08/24/1964 

MSFC— PROC— 395 08-01 

General Specification Governing the 

Applications Technology Satellite Program 
S— 2-0000 05-01 


Specification for a Reliable, Light Weight, 
Ceramic Audio Filter for Spacecraft 
Appl icat ions 
S— 522-P-0 009 

Microcircuit Sterilization Evaluation and 
Application Study, 7/12/66 
ZPP-2123— GEN 

Applications Technology Satellite Project 
Specification for Multiplex Equipment 

Drill Data, Lockwire Size, and Method of 
Application, Standard for 01/16/1962 
10419909B 

Sealants, Organic, Application of. 
Specification for 06/28/1960 
10509317 
APPRAISAL 

Sterilization Test Program Screening Test 
Development Task I Component Part Design 
Appraisal, 10/28/66 


05-01 

11-01 

05-01 

08-01 

08-01 


01/28/66 

50M60265A 08-01 

Antenna, Command, Model 313, Specification for, 
3/14/66 

50M60280A 08-01 

TV Antenna, Model 408, 11/26/65 

50M60298 08-01 

Command Antenna, Model 311, 12/15/65 


ZPP— 2125-GEN 11-01 

APPROVED 

Capacitors and Resistors, Preferred, Approved 
Source List, 06/03/66 

10M01805C 08-01 

ARC 

Welding, Fusion, Shielded Arc, Missile 

Components, Aluminum and Magnesium Manual 
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ARCHITECT 


SUBJECT INDEX 


06/13/66 


08-01 


08-01 


08-01 


02/26/1963 

08-01 


05-01 


or Automatic 01/10/1958 

ABMA-PD-W-45 08-01 

ARCHITECT 

Specifications for Architect-Engineer Services 
for Radiation Safety System - Building 22 

05-01 

AREA 

Design and Operational Criteria of Controlled 
Environment Areas, Standard for 07/29/1963 
MSFC-STD-246 08-01 

Environmental Protection when using Electrical 
Equipment within the Areas of Saturn 
Complexes where Hazardous Areas Exist, 

Procedure for, 03/06/61, EO-1 03/20/62 
10M01071 08-01 

ARGON 

Argon Gas /Welding/, Specification for 
10/09/1964 

MSFC-S PEC-36 3 08-01 

ARH 

Welding, HY-80 Armor Plate Steel, Static 

Test Holddown Arm, Procedure for 02/26/1963 
10M01687 08-01 

ARMING 

Arming Unit, Remote, Destruction, and 
Separation, 09/21/59 
ABMA-PD-A-48A 

Arming Unit, Remote, Prinacord Initiator, 
Specification for 10/25/1961 
10M01561 

Safety and Arming Device /Remote 
Controlled/, Specification for, 

10M01745A 

ARMOR 

Welding, HY-80 Armor Plate Steel, Static 
Test Holddown Arm, Procedure for 
10M01687 

ARRAY 

Specification for Disk-On-Rod Command Antenna 
Array 

S-525-P-0018 
Hydraulically-Driven Yagi Telemetry Array 

S-531-P-4 05-01 

Design and Development of a Brushless Direct 
Current Torque Motor for Use in Solar 
Array Orientation Systems 

S— 630— P-0135 05-01 

Nimbus Solar Array Sun Sensor Preamplifier 

S-650—N 1-0006 05-01 

A Long Life Solar Array Drive Subsystem 

S-653-P-8 05-01 

Long Flight Solar Array Drive /Flight Model/ 

S— 731-P-49 05-01 

ARTICLE 

Ames* Research Center Establishment and 

Maintenance of Identification to Provide 
Article and Record Traceability 

ARC-RQA-8 02-01 

ASPECT 

Project Relay Performance Requi rement s- 
Spacecraft Sun Aspect Indicator 

S-625-REL— 0153 05-01 

Aspect System for Radio Astronomy Explorer 
Sate 1 1 ite 

S-631-P-4 05-01 

ASSAY 

Microbiological Assay and Certification of 
Spacecraft Hardware Sterility, 8/04/67 
GMO-50 470-GEN- A 11-01 

ASSIGNMENT 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Minitrack Data Acquisition Sites 

S-533-P-0212 05-01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Satellite Tracking and Data Acquisition 
Network Facilities 

S-537-STD-0266 05-01 

ASSOCIATION 

Workmanship, Marking, Traceability, Age 

Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Space Flight Center Use 

S-323-P-2 05-01 


ASSURANCE 

Reliability and Quality Assurance Procedures 


for Ames Research Center 

ARC-RQA-1 02-01 

School of Reliability and Quality Assurance 
for Hand Soldering Student Handbook 
ARC-RQA-7 02-01 

Research and Development Quality Assurance 
Requirements for Ground Support Equipment, 
6 / 02/66 

G MO— 5 055 5 -GEN 11-01 

Quality Assurance Provisions for Government 
Agencies, 06/64 

NPC 200-1 A 00-01 

Reliability and Quality Assurance Specification 
for Orbiting Astronomical Observatory 
S— 623-0 A0- 0345— 12 05-01 


Quality Assurance Provisions for Fabricated and 
Machined Items /Space Flight Use/ 

05-01 


ASTRODOME 

Specification for Astrodome-Type Shelter 
/with Air Conditioning/ for Optical 
Tracking Instruments, 07/23/64 

10-03 


ASTRONAUT 

Astronaut Communications Panel 

ESD— 106112 09-03 

ASTRONOMICAL 

Vehicle System Integration - Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory /S-18/ Spacecraft 
S-623-OAD-0100 05-01 

ASTRONOMY 


Environmental Test Specification for the 
Astronomy Explorer /RAE/ Subsystems 
S— 320— RAE-1 

Exhibit C Goddard Space Flight Center 
Specification for Flight Models of the 
Astronomy Explorer Capacitance Probe 
S-615-P-9 

Exhibit C Goddard Space Flight Center 
Specification for Flight Models of the 
Astronomy Explorer Impedance Probe 
S— 615-P-l 1 

Exhibit C Goddard Space Flight Center 
Specification for Flight Models of the 
Astronomy Explorer Electron Trap 
S-615-P-12 


Radio 

05-01 

Radio 

05-01 

Radio 

05-01 

Radio 

05-01 


Aspect System for Radio Astronomy Explorer 
Satellite 


S-631-P-4 


05-01 


ATMOSPHERIC 

Environmental Test Specification for S-6 
Atmospheric Structure Satellite 

S— 320- AT- 00 01 05-01 

ATTACHING 

Attaching Thermocouples to Saturn Vehicle 
Skins, Procedure for 09/16/1963 
10M01741 08-01 

ATTACK 

Emergency Detection System, Q-Ball Angle of 
Attack, Sensor System, Specification for 
04/28/1965 

50M60241 08-01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, 

Specification for, 1/06/66 

50M60338 08-01 

Emergency Detection System, Q-Ball Angle of 
Attack Sensor System, Test Procedure for 
03/15/1965 

50M69931 08-01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, In-Process 
Test Procedure, 1/06/66 

50M71001 08-01 

ATTENUATION 

Radio Interference Electric Field Attenuation 
Measurements for Shielded Equipment 
Enclosures, Standard for 06/26/1963 
MSFC-STD-280 08-01 

ATTENUATOR 

Remote Controlled Attenuator Performance 
Specifications 

S-500-P-0212 05-01 

Performance Specification for Remote Controlled 
Attenuator 

S-500-P-0223 05-01 
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BAND 


ATTITUDE 

Clean Room Requl rements for Attitude Control 
Gas System, 10/07/63 
GMV-50 003-GEN 

Structural, Thermal Control, and Attitude 
Orientation Subsystems 
S-625-REL-0110 

Nimbus Attitude Control Amplifier, Yaw Axis 
S— 650— N I— 0008 

Nimbus Panel Number 6 and Horizon Attitude 
Computer 
S— 650— N I— 0012 

Nimbus Attitude Control Amplifier, Pitch 
Axis 

S-650-N 1-0014 

Scanning Celestial Attitude Determination 
System 
S— 652— P—4 

Signal Processor and Control Logic Electronic, 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystem 

S-731-P-42 05-01 

Signal Processor and Control Logic Box Flight 
Model for Nimbus D Attitude Control 
Subsystem 

S— 731— P—51 05-01 

Nimbus D Attitude Controls Structure and 
Thermal Control Subsystem 

S— 731— P—53 05-01 

Requirements for the Nimbus D Attitude Control 
Subsystem /ACS/ Integration and 
Qual i f i cat i on 

S— 731-P-58 05-01 

AUDIO 

Specification for a Reliable, Light Weight, 

Ceramic Audio Filter for Spacecraft 
Appl icat ions 

S— 522— P-0009 05-01 

Spacecraft Electronic Components Transformers 
and Inductors Audio, Power, and High Power 
Pulse, 8/19/65 

ZPP— 2737-GEN 11-01 

AUGMENTED 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Atlas-Agena, 

Thor-Agena, or Thrust-Augmented Thor-Agena 
Launch Vehicles 

S— 320— A— 1 05-01 

General Environmental Test Specification for 
Spacecraft and Components- Launch 
Environments Dictated by Delta Space 
Vehicle— 3C and Thor-Augmented 
Launch Vehicles /Alleghaney Ballistics 
S-320-D-1 05-01 

AUTOMATIC 

Welding, Fusion, Shielded Arc, Missile 

Components, Aluminum and Magnesium Manual 
or Automatic 01/10/1958 

ABMA-PD-W-45 08-01 

Soldering, Automatic Wave, or Printed Circuit 
Assemblies, 07/01/66 

KSC-S-178 10-01 

Printed Circuit Assemblies, Automatic Single 
Wave Soldering of. Procedure for, 01/10/64, 
Amendment 2, 10/25/65 

MSFC— PROC— 224 08-01 

Real Time Automatic Digital Optical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 

S-524-P-1 05-01 

Specification for a Portable Automatic 
Calibration Tracker /PACT/ 

S— 536-P— 0003 05-01 

Support for the Transportable Automatic Picture 
Transmission Ground Station 

S— 653— P-15 05-01 

Minimum Salient Characteristics for Automatic 
Tape Degaussers, 01/04/65 /PR 49003-1/ 

10-03 

Universal Automatic Tape Search Unit- 

Technical Exhibit 10-03 

Welding, Carbon, Low Alloy and Stainless 

Steel, /Manual or Automatic/, Specification 
for 06/02/1960 

10509308 08-01 

AUTOTRACK 

130 Megacycle to 140 Megacycle Advanced 
Polarization Diversity Autotrack Receiver 



Performance Specification 
S— 523— P—0302 

05-01 

11-01 

Goddard Space Flight Center Specifications 
Advanced Technology Satel 1 i te— Rosman II 



Polar izat ion, Auto - Track System 
S— 531— P-15A 

05-01 

05-01 

AUXILIARY 

05-01 

Inspecting, Testing, and Certifying Fixed and 

Mobile Cranes, Forklifts, Mobile Personnel 


05-01 

Towers, and Auxiliary Equipment, 09/27/66 
KSC— STD-S— 0001 

10-01 

Goddard Space Flight Center Program 

05-01 

Specification for the Nimbus B/System for 
Nuclear Auxiliary Power-19 System 
S— 652— NI— 1 

05-01 

05-01 

Goddard Space Flight Center Technical 

Interface Specification for the Nimbus B/ 
System for Nuclear Auxiliary Power-19 


System 

S— 652-NI-2 05-01 

Motors, Auxiliary Solid Propellant, Model 

Specification, Preparation of, Standard for, 
6/23/66 

10M01818 08-01 

AXIS 

Gyroscope, Free, Miniature, Two Axis 

GSFC— ACS— 001 05-01 

Nimbus Attitude Control Amplifier, Yaw Axis 

S— 650-NI-0008 05-01 

Nimbus Attitude Control Amplifier, Pitch 
Axis 

S— 650— NI— 0014 05-01 

Three Axis Rate Gyro Package 

S— 731-P-16A 05-01 

Accelerometer, Two Axis Low G, Specification 
for, 2/04/66 

50M60332 | 08-01 

AZIMUTH 

Azi muth— Elevat ion Antenna Position Programmer 

S— 500— P-0426 05-01 

Real Time Automatic Digital Optical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 

S— 524— P—1 05-01 

B 

BACKED 

Plates, Identification, Metal Foil Adhesive 
Backed, Specification for 10/07/1964 
MSFC-SPEC-266A 08-01 

BACKSCATTER 

Backscatter Ultraviolet /BUV/ Instrument for 
Use on the Nimbus D Spacecraft and on the 
Aerobee 150A Sounding Rocket 

S-623-P-1 05-01 

BALANCE 

Weight and Balance Requirements, Procedure for 
09/19/1962 

MSFC-PR0C— 252 08-01 

Weight Center-of-Grav i ty , Inertia and Balance 
Tests for the Nimbus A Prototype Spacecraft 
S— 650 -NI— 0003 05-01 

BALANCED 

Couplings, Pressure Balanced, Cryogenic, 

Quick Disconnect, Specification for, 

4/25/66, EO-1, 10/24/66 

10M01813 08-01 

BALL 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, 

Specification for, 1/06/66 

50M60338 08-01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, In-Process 
Test Procedure, 1/06/66 

50M71001 08-01 

BAND 

Cable /Lifting/ Identification Band and Data 
Marking, 04/28/66 

KSC— STD— 141 10-01 

Mariner Venus 67 Flight Equipment Flight 
Acceptance Testing S-Band Cavity Amplifier 
/2PA1/, 2/03/67 

MVX— 50662— FAT 11-01 

Performance Specification for a 10 Kilowatt S- 
Band Power Amplifier 

S— 500-P-0010 05-01 

C— Band Re-Entry Acquisition System for 
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BANDPASS 


SUBJECT INDEX 


Apollo Instrumentation Ships 
S-506— P-4 

Shipboard Unified S-Band Systea Transaitter 
Voltage Controlled Oscillator Counter 
S-506— P-6 

Exhibit A t Goddard Space Flight Center 
Specification for Narrow Band Tracking 
Filter 
S-536-P-1 

Solid State S-Band Transaitter 
S— 733-P-l 

Transaitter, Television, S Band Systea, 
Specification for, 2/04/66 
50M60243 

Amplifier, Power, Coanand and Coaauni cat ion, 

S-Band, Specification for, 1/19/66 
50M60287 00-01 

BANDPASS 

Filter, Bandpass, Specification for 
08/06/1963 

50M60008 00-01 

Filter, Bandpass, Specification for, 

02/25/66 

50M60022C 08-01 

BAR 

Aluainua Alloy, 2014 Bars, Plate, and Sheet, 
Specification for, 04/02/62, Aaendaent 1, 
04/30/64 

MSFC-S PEC-1 04 08-01 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shapes, and Forgings /Prealua 
Quality/, Specification for, 05/15/63, 

Aaendaent 4, 08/19/66, QPL-145-1, 02/16/66 

MSFC-SPEC-145A 08-01 

Aluainua Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Aaendaent 1, 

10/04/66, QPL-389-2, 01/28/66 

MSFC— SPEC-389 
BARRIER 

Coating, Vapor Barrier, M-31C, 

Specification for 04/12/1963 
MSFC— SPEC-199A 

File, Transparent, Plastic, LOX Coapatible, 

Gas and Cont aai nat ion Barrier, 0/01/66 
MSFC- SPEC-456 

BASE 

Description, Use, and Control of Hydraulic 
Fluid, Non-Petrol eua Base, Aircraft 
/MIL— H-8446/ , 01/06/61 

06-3 

BASIC 

Basic Soldering Requirements Shield 

Terminations, Safety Wiring, and Connectors, 
09/30/63 

12-2 04-01 

BATTERY 

Functional Specifications for Battery-Operated 
Field Radiation Hazard Detector 

S-525— P-0028 05-01 

Silver Cadeium, 12 Ampere Hour Battery 
Cycling Program 

S-630— P-0138 05-01 

Battery Charge and Protective Circuit Test 
Specification for United Ki ngdoa-2/S-52 
International Satellite 

S-630 -UK-0101 05-01 

Galactic Noise-Battery Cell Specification 
for International Satellite United 
K i ngdoa-2/S-52 

S— 630— UK-0113 05-01 

Specification for the Battery Analysis Systea 

S-652-P-0002 05-01 

Galactic Noise-Battery Test Specification for 
United Kingdoa-2/S-52 International 
Satellite 

S- 670— UK-0001 05-01 

GN-Battery Test Specification for UK-2/S-52 
International Satellite 

S— 670 -UK-0 113 05-01 

Battery, Nickel Cadmium, 28-Cell, 

160-Aapere-Hour , Specification for, 2/5/64 
40M00204 08-01 

Manually Activated Primary Battery /MAP 4240/ 
Qualification Test Procedure, 9/29/65 
40M00226 08-01 

Battery, Primary, Specification for 
07/06/1965 

40M20793 08-01 


08-01 

08-01 

08-01 

04-01 


05-01 

05-01 

05-01 

05-01 

08-01 


BEACON 

Acoustic Transponders - A Coaponent of the 
Sonar Beacon Reference Systea 

S— 512— P—2 05-01 

BEAM 

Specification for a Beam Forming Matrix 

S-525— P—0 033 05-01 

Specification for a Beam-Forming Matrix 
/Sixty-Four Beams/ 

S— 525— P—0 036 05-01 

Four Million Electron Volt Particle 

Accelerator with Beam Handling System 

S— 716— P—7 05-01 


BEARING 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08 / 10/66 
MSFC-PR0C-195A 

Regulator and Heater Assembly, Gas Bearing, 

Gas Supply, ST-90, Specification for 
01/25/63, EO-2 03/27/63 
10M01446A 

Regulator and Heater Assembly, Gas Bearing 
Gas Supply, Specification for, 05/13/64, 

EO-2 07/07/64, EO-3 08/25/64, EO-4 
01/19/65, EO-5, 10/13/65 

10M01681B 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 
Specification for, 06/26/62, EO-1 07/02/63, 
EO-3 04/03/64 

10419906B 08-01 

BELL 

Requirements for the Eighteen by Thirty Bell 
Jar Vacuum Thermal Systea 

S— 731— P—61 05-01 

BELLOW 

Cleaning and Passivation of Bellows and Ducts, 
Specification for 02/26/1960 

10419901A 08-01 


08-01 

08-01 

08-01 


BELT 

Mariner, Flight Equipment, Electron Radiation 
Test for Quality of Assembly Irradiation By 
Natural Radiation Belt Electrons, 9/01/64 
MOO— 50274— GEN- A 11-01 

Envi ronaent al Design Qualification Test- 
Coaponents and Experiments, Study of 
Enhanced Radiation Belt S-3B and S-3C 
S— 320— EP— 0101 05-01 

Environmental Acceptance Test- Components and 
Experiments, Study of Enhanced Radiation 
Belt S-3B and S-3C 

S— 320— EP— 020 1 05-01 

Environmental Test Specification for Flight 
Acceptance Tests of Study of Enhanced 
Radiation Belt S-3A and S-3C 

S-320— EP— 0402 05-01 

Feasibility Prototype Spacecraft Tape Recorder 
Utilizing Peripheral Drive Belt Technique 
S— 632— P—0100 05-01 


BENCH 

Design, Fabrication, and Installation of 
Princeton Optical Bench for the Twelve by 
Fifteen Thermal-Vacuum Chamber 
S— 325— P—7 A 

Design Specification for the Apollo 

Stabilization and Control Systea Bench 
Maintenance Equipment, 04/09/64 
/P0 H3J7XA-406004/ 

Calibrator Assemblies, Telemeter, Model 2, 
Part Numbers 50M12011-1 and 50M12011-3, 
Bench Checkout, Procedure for 01/09/1964 
50M60012 

Command Decoder, Secure Range Safety, Bench 
Checkout, Procedure for, 09/21/65, EO-1, 
03/17/66, EO-2, 04/13/66 

50M60157A 

Command Receiver MCR503, Bench Checkout, 
Procedure for, 12/02/65, E0-1, 03/17/66, 

EO-2, 04/13/66, EO-3, 08/18/66, EO-4, 

12/02/66 

50M60161C 

Command System, Secure Range Safety, Bench 
Checkout Procedure for, 12/21/65, EO-1, 
03/16/66 
50M60162B 


05-01 

10-03 

08-01 

08-01 

08-01 

08-01 
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BOX 


BIFURCATED 

Terminals Bifurcated and Turret , Swage Type 
and Standoff, Insulated Screwtype, 

Terminals, Solder Pot, Swage Type 
07/01/64, Amendment 2, 10/05/64 

MSFC-SPEC-278A 08-01 

BIMAT 

Goddard Space Flight Center Specification to 
Modify the Advanced Vidicon Camera System 
Rapid Film Processors to Utilize Bleat 


BIT 


Fi i 
S— 653— P—7 


05-01 


05-01 


05-01 


Specification for a Bit Synchronizer and Signal 
Conditioner 
S— 522-P— 0013 

BITUMINOUS 

Single Bituminous Surface Treatment 
S— 532— P—0025 

BLANK 

Specifications for Blank Panels and Engraved 
Blank Panels, 02/08/65 /PR 54933-1/ 

10-03 

BLAST 

Application of Heat and Blast Resistant 

Coatings to Electrical Cables, Procedure for 
08/24/1964 
MSFC-PROC-395 

BLEED 

Valve Assembly , Push Button, Bleed, H-l 
Rocket Engine, Reliability Test 
Requirements 08/09/1961 
10M01450 

BLENDER 


08-01 


08-01 


Blender Unit Assembly, Fuel Additive, /H-l 
Rocket Engine/, Reliability Test 
Requirements 03/29/1961 
10M01002 

Hose, Flexible, Blender Filter, 

/H-l Rocket Engine/, Reliability Test 

Requirements 04/19/1961 

10M01014 

Heater Assembly, Fuel Additive Blender Unit, 
H-l Rocket Engine, Reliability Test 
Requirements 06/15/1961 
10M01016 
BLOCKHOUSE 

Apollo Checkout Equipment, Spacecraft 
Equipment in Blockhouse 34 
ESD— 106109 

Apollo Checkout Equipment, Spacecraft 
Equipment in Blockhouse 37 


08-01 

08-01 

08-01 


09-03 


ESD— 106110 
BLOWER 

Blower Assembly, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 09/04/1963 
MSFC— SPEC— 307 

Blowers, Cooling System, Specification for 
01/31/62, EO-1 05/10/62, EO-2 05/08/63, 
EO-3 05/20/63 
10H01586 

Blower Assembly, Specification for, 12/17/65 
50M60295 

BOARD 

Digital Test Command System /On-Board/ 

ESD— 106092 

Apollo On-Board Equipment Cleanliness 
MSC— SPEC— C— 8 

Connectors, Receptacles, Electrical, Printed 
Wiring Board, General Purpose, Edge 
Type, 05/01/66 
MSFC— SPEC— 119A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 
Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC— SPEC— 339/28 A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC— SPEC— 339/59A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 
Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC— 339/69A 

Compound, Printed Circuit Board, Conformal 


09-03 


08-01 

08-01 

08-01 

09-03 

09-03 

08-01 


08-01 


08-01 


08-01 


04/19/65, QPL-393— 1, 
02/17/66 


08-01 


05-01 


05-01 


05-01 


05-01 


05-01 


11-01 


10-01 


10-01 


08-01 


Coating, Elastomeric, 

04/19/65, Amendment 1 
MSFC-SPEC-393A 

Printed Wiring Boards 
S— 300— P—1 A 

Printed Circuit Board, Master Drawing 
S— 330-P— 0001 

Signal Patch Board Assembly 
S— 525— P—2 

Printed Wiring Boards and Assemblies 
S-672— P—0001 

Quality Control Procedures and Inspection 
Criteria for Printed Wiring Boards and 
Assembl i es 
S— 672— P—0002 

Terminal Boards, Fabrication of, 8/16/60, 
Amendment 1-B, 1/23/64 

20028-GEN— B 

BOND 

Bonds and Grounds Cleaning, Testing and 
Protection, 04/25/66 
KSC-B-155 

BONDING 

Bonding and Grounding Standard, 06/17/66 
KSC-STD-140A 

Adhesive Bonding, Process and Inspection 
Requirements for 05/07/1965 
MSF C— SPEC— 445 

Specification for Thermoelectric Bonding Study 
S— 630— P—0 131 05-01 

BOOK 

Saturn Vehicle Data Book, Preparation and 
Publication of. Standard for 05/03/1965 
10M01769A 08-01 

BOOTSTRAP 

Line, LOX Bootstrap, H-l Rocket Engine, 

Reliability Test Requirements, Specification 
for 04/17/1961 
10M01012 

Line, Fuel Bootstrap, H-l Rocket Engine, 
Reliability Test Requirements 04/15/1961 
10M01013 

Hose Assembly, Oxidizer Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 
10M01022 

Hose, Assembly, Fuel Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 
10M01023 

B0RESIGHT 

Performance Specification for 2300 Megacycle 
Boresight Source 
S— 500-P— 0224 

136 Megacycle Boresight Source Performance 
Specification 
S— 500-P— 0411 

400 Megacycle Boresight Source Performance 
Specif i cation 
S— 500-P— 0413 

1700 Megacycle Boresight Source Performance 
Speci f i cat ion 
S— 500-P— 0415 

A Boresight Optics and Monitoring System- 
Technical Exhibit, 03/23/64 /PR 14390-1/ 


08-01 


08-01 


08-01 


08-01 


05-01 


05-01 


05-01 


05-01 


BORNE 

Specification for a Miniature Space-Borne 
Memory 

S— 652-P— 0001 
BOTTLE 

Bottle Fill and Vent Valve, Reliability 
Test Requirements 04/04/1961 
10M01041 

BOX 


10-03 


05-01 


08-01 


Project Relay Performance Requi rement s- 
Command Control Box 

S-625-REL— 0147 05-01 

Signal Processor and Control Logic Box Flight 
Model for Nimbus D Attitude Control 
Subsystem 

S— 731— P—51 05-01 

Polyurethane Foam, Filling S-l and S-1B 
Torque Boxes Using, Procedure for 
03/30/1964 

10M01778 08-01 

Color Code for Zone Boxes and Thermocouple 
Leads and Extensions, Standard for 
04/07/1964 
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BRAID 


SUBJECT INDEX 


08-01 


11-01 


06/03/1961 

08-01 


50M60145 08-01 

BRAID 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 

Specification for, 08/30/66 

HSFC-SPEC-332/7B 08-01 

Cable, Electrical, 47 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 

08/30/66 

MSFC— SPEC-332/47B 08-01 

Cable, Electrical, 60 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

HSFC-SPEC-332/53B 08-01 

Cable, Electrical, 21 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/63B 08-01 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC— SPEC-332/64B 08-01 

Cable, Electrical, 37 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 
MSFC-SPEC-332/95A 
BRANCH 

Single Branch Explosively Actuated Valve 
Assembl les 
GME-5 033 5-GEN 

BRAZING 

Brazing, Silver, Specification for 
10509307A 
BREATHING 

Cleanliness of Non-Airborne Breathing Systems 

MSC-SPEC-C-9 09-03 

BRIDGE 

Explosive Bridge Wire /EBW/ Pulse Sensor 
224-1, Acceptance Test, 7/14/65 
50M60310 08-01 

BRIDGEWIRE 

Exploding Bridgewlre /EBW/ Destruct System 
Controller, Acceptance Test, Procedure for 
03/13/1964 

MSFC-PR0C-374A 08-01 

Exploding Brid^ewire /EBW/ Firing Unit, 

Checkout, Procedure for 04/15/1965 
MSFC-PR0C-396B 08-01 

BROAD 

Functional Specification for Broad-Band Ground 
Antenna for Satellite Command System 
S-523-P-0001 05-01 

BUFFER 

Welded Module, Series 300, Inverter Buffer 
/IB-3/ 11/04/1963 

MSFC-SPEC-325/1 08-01 

Welded Module, Series 300, Inverter Buffer 
/IB-1/ 11/04/1963 

MSFC-SPEC-325/17 08-01 

Welded Nodule, Series 300, Inverter Buffer 
/IB-2/ 11/04/1963 

MSFC-S PEC-325/ 18 08-01 

Specification for a Computer Format Control 
Buffer with Time Decoder 

S— 522-P-Q010 05-01 

BUILDING 

Expansion of Operations Building Facility 
Santiago, Chile 

S-532-P-25 05-01 

Generator Building National Aeronautics Space 
Administration Satellite Tracking Station 
Quito, Ecuador 

S— 532-P-26 05-r01 

Specifications for Architect-Engineer Services 
for Radiation Safety System - Building 22 

06-01 

BULGE 

Hydraulic Bulge-Forming of 54-Inch Center 
Pieces for S-IC Stage of Saturn V Vehicle, 
Specification for 08/13/1963 

95M01400 08-01 


BULLETIN 

Engineering Bulletins, Preparation and 
Revision of 06/23/1965 

MSFC— STD-454 08-01 


BUS 

Coding Electrical Support Equipment Power 
Supply Buses, Standard for, 7/14/66 
40M00376A 08-01 

BUTTERFLY 

Valve, Butterfly, 4-Inch, Motor Operated, 
Specification for, 01/30/62, E0-1 

06/01/62, EO-2 07/20/62, EO-3 04/02/63 
10M01575 08-01 

Valve, Butterfly, 2-Inch, Specification for 
01/30/62, EO-1 04/15/62, EO-2 06/01/62 
10M01580 08-01 

Valve Assembly, Butterfly, 4-Inch, Motor 
Operated, Reliability,' Specification for 
08/28/1962 

10M01668 08-01 

BUTTON 

Valve Assembly, Push Button, Bleed, H-l 
Rocket Engine, Reliability Test 
Requirements 08/09/1961 

10M01450 08-01 


BUTYL 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/1 B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/3B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/4B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/6B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/8B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/9B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/21B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4/0, 
Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/23B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 1/0, 
Butyl Rubber Insulated Specification for, 
08/30/66 

MSFC-SPEC-332/25B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4, 

Butyl Rubber Insulated Specification for, 
08/30/66 

MSFC— SPEC-332/ 26B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 6, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC— SPEC-332/27B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC— SPEC— 332/28B 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


Cable, Electrical, 7 Conductor, I Unshielded, 

3 Pair Twisted and Shielded, American Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 

MSFC— SPEC— 332/32B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/33B 08-01 
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CABLE 


Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 18, Pol yethylene and Butyl Rubber 
MSFC-SPEC-332/46B 08-01 

Cable, Electrical, 47 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 

08/30/66 


MSFC— SPEC-332/47B 

Cable, Electrical, 21 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 
MSFC-SPEC— 332/63B 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 
Specification for, 08/30/66 
MSFC— SPEC-332/64B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/89B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 1/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/90B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/ 1 12 A 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/ 114 A 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/ 11 6A 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


C 

C-BAND 

Transponder, C Band, Radar, Specification 
11/12/1964 
50M60174 

Transponder, C Band, Radar, Checkout 
Procedure for 11/12/1964 
50M60175 

CABIN 


for 

08-01 

08-01 


Reset and Calibration Procedure, X-15 Cabin 
Pressure Control Switch /Meletron Model 
M4151/, 07/11/62 

14-4 

CABLE 


04-01 


Cable and Harness Assemblies, Electrical, 
Missile Systems, General Specification for 
12/15/1959 
ABMA-PD-C-711A 

Cable Assemblies, General Specification for 
ARC— PR0C— 1 00A 

Deep Space Instrumentation Facility, 
Manufacturing Requirements, Cables and 
Harness, 4/06/66 
DOS— 8913— GEN- B 

Procedure for Packaging and Marking Cables 
and Harnesses, 10/01/64 
KSC-P-116 

Potting and Molding Electrical Cable Assembly 
Terminations, 11/22/65 
KSC-STD— 132 

Cable /Lifting/ Identification Band and Data 
Marking, 04/28/66 


08-01 

02-01 

11-01 

10-01 

10-01 


KSC-STD— 141 

Cable Assemblies, Fabrication of, for 
Electrical Ground Support Equipment, 
Procedure for 10/12/1964 
MSFC— PROC— 140A 

Potting and Molding Cable Assemblies, 
Elastomeric Compounds, 09/13/65 
MSFC— PROC— 186C 

Potting Cable Assemblies, Using Epoxy 
Compounds, 09/09/65, Amendment 1, 
MSFC-PROC— 196B 

Terminal— Cable Assemblies, Swaged Type 
Specification for 04/20/1962 


10-01 


08-01 

Using 

08-01 

Resin 

12/13/65 

08-01 


MSFC-SPEC— 209 08-01 

Connectors, Flat Conductor, Flexible 
Electrical Cable, 05/05/66 

MSFC— SPEC— 219 A 08-01 

Cable, Flat Conductor, Flexible, Electrical, 
Copper, 01/28/66 

MSFC-SPEC-220B 08-01 

Cables, Electrical, General Specification for, 
08/30/66, Supplement 1, 08/30/66, Notice 2, 

08/30/66, QPL-332-5, 10/20/66 

MSFC— SPEC— 332B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/1 B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/2B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
HSFC-SPEC-332/3B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/4B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/5B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/6B 08-01 

Cable, Electrical, 4 Conductor, Overall 


Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/7B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/8B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/9B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/ 10B 08-01 

Cable, Electrical, 10 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/1 IB 08-01 

Cable, Electrical, 18 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/12B 08-01 

Cable, Electrical, 19 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/ 13B 08-01 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 16 and 20, 

Polyethylene Insulated, Specification for, 
08/30/66 

MSFC- SPEC-332/ 14B 08-01 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/15B 08-01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/16B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/ 17B 08-01 

Cable, Electrical, 61 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/18B 08-01 
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Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/ 19B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/20B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/21B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/22B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4/0, 
Butyl Rubber Insulated, Specification for, 
08/30/66 

HSFC— SPEC-332/23B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/24B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 1/0, 
Butyl Rubber Insulated Specification for, 
08/30/66 

MSFC-SPEC-332/25B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4, 

Butyl Rubber Insulated Specification for, 
08/30/66 

MSFC-SPEC-332/26B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 6, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

HSFC— SPEC— 332/27B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

HSFC-SPEC-332/28B 

Cable, Electrical, 5 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
HSFC-SPEC-332/29B 

Cable, Electrical, 6 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/30B 

Cable, Electrical, 7 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 
HSFC-SPEC-332/31B 

Cable, Electrical, 7 Conductor, I Unshielded 
3 Pair Twisted and Shielded, American Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 
MSFC-SPEC— 332/32B 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 6, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/33B 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/34B 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/35B 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

t 

08-01 

08-01 

08-01 

08-01 


Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/36B 08-01 


Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
HSFC-SPEC-332/37B 08-01 


Cable, Electrical, 10 Conductor, Unshielded, 


American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC- SPEC-332/386 08-01 

Cable, Electrical, 19 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/39B 08-01 

Cable, Electrical, 30 Conductor, Single 

Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 

Polyethylene Insulated, Specification for, 

08/30/66 

MSFC-SPEC— 332/4 0B 08-01 

Cable, Electrical, 37 Conductor, Unshielded, 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/41B 08-01 

Cable, Electrical, 36 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

Mepr-cprr-ia? /4?n 08—01 

Cable, Electrical, 37 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/43B 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, American 
Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/44B 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC~332/45B 08-01 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 
MSFC- SPEC-332/4 6B 08-01 

Cable, Electrical, 47 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 

08/30/66 

MSFC-SPEC-332/47B 08-01 

Cable, Electrical, 60 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/48B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/49B 08-01 

Cable, Electrical, 60 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/50B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

HSFC-SPEC-332/51B 08-01 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/52B 08-01 

Cable, Electrical, 60 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/53B 08-01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/57B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 

Insulated Specification for, 08/30/66 

MSFC— SPEC— 332/58B 08-01 
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Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for. 


08/30/66 

MSFC-SPEC— 332/ 59B 08-01 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC-SPEC-332/60B 08-01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC— 332/61B 08-01 

Cable, Electrical, 21 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 8, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/63B 08-01 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 

Specification for, 08/30/66 

NSFC-SPEC-332/64B 08-01 

Cable, Electrical, 5 Conductor, Overall 
Shielded, American Wire Gauge Size 12, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC— SPEC— 332/65B 08-01 

Cable, Electrical, 8 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/66B 08-01 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/67B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/68B 08-01 


Cable, Electrical, 54 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/69B 

Cable, Electrical, 6 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/70B 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/7 IB 

Cable, Electrical, 15 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/72B 

Cable, Electrical, 13 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/73B 

Cable, Electrical, 13 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/74B 

Cable, Electrical, 18 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/75B 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/77B 

Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/79B 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


MSFC-SPEC-332/80B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/8 IB 08-01 

Cable, Electrical, 20 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/83B 08-01 

Cable, Electrical, 32 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/84B 

Cable, Electrical, 2 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/87B 

Cable, Electrical, 3 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/88B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/89B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 1/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/90B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/9 IB 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/92B 

Cable, Electrical, 6 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/93B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/94B 

Cable, Electrical, 37 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 
MSFC-SPEC— 332/95 A 08-01 

Cable, Electrical, 10 Conductor, 2 Pair 
Twisted and Shielded and 6 Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/96A 08-0 1 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/97A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/98 A 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/99 A 08-0 1 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 00 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/101 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 


08-01 

08-01 

08-01 

08-01 

08-01 


08-01 

08-01 

08-01 

08-01 
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Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 102 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/ 103 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/104A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 105 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/106 A 08-01 

Cable, Electrical, 30 Conductor, Single 

Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 07 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 08 A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/109 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/110 A 08-01 

Cable, Electrical, 30 Conductor, Single 

Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/111 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/ 112 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/ 113 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/ 114 A 08-01 

Cable, Electrical, 37 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/1 15 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/1 16 A 08-01 

Application of Heat and Blast Resistant 

Coatings to Electrical Cables, Procedure for 
08/24/1964 

MSFC— PROC-395 08-01 

Functional Specification for High Power 
Transmission Line and Control Cable 
Assembl ies 

S— 525-P-0021 05-01 

Installation of Power and Radio Frequency 
Cables 


S-532-P-0012 05-01 

Specification for Cable, Multi-Conductor, 

Jacketed /58 Conductor/ 

S-553-P-0039 05-01 

Requirements for Connectors and Cable 
Assemblies /K— EF3-GES-3/ 

10-03 


Specification for Operational Inter 

Communication System End Instrument Cable 

10-03 

Technical Specification for Instrumentation 
Cable, Type S4C/20, 06/15/64 

10-03 

Technical Specification for Instrumentation 
Cable, Type S6C/20, 10/06/64 

10-03 


High Voltage Strobe Light Cable, 
Specification for 08/26/1963 
50M60015 

Flexible Circuits, Wiring, and Cable, 
Construction, and Inspection of. 
Specification for, 09/15/66 
50M60150A 
CABLING 

System Cabling, Wiring and Connectors 
ESD—1 06036 

Electrical Cabling Voyager Spacecraft 
VM0— 50406— GEN 


08-01 

Design , 


08-01 


09-03 

6/25/65 

11-01 


Universal Inter-Rack Cabling System 

/K-EF3-64-10/ 11/16/64 10-03 

Identification of Electrical Wiring and 
Cabling, 09/30/63 

12-4 04-01 

CADMIUM 

Procurement Specification for N icke 1 -Cadmi urn 
Cells International Satellite for 
Ionospheric Studies A 

S-615-P-2 05-01 

Procurement Specification for the Purchase of 
Sixteen Ampere-Hour Cells of the 
Silver-Cadmium Type 

S— 630-P— 0126 05-01 

Procurement Specification for the Purchase of 
Three Ampere-Hour Cells of the Silver 
Cadmium Type 

S-630-P-0 127 05-01 

Procurement Specification for the Purchase of 
Five Ampere-Hour Cells of the 
Silver-Cadmium Type /Nonmagnetic/ 

S— 630-P— 0 128 05-01 

Silver Cadmium, 12 Ampere Hour Battery 
Cycling Program 

S-630— P—0138 05-01 

Procurements Specifications for the Purchase of 
Eleven Ampere-Hour Cells of the 
Silver-Cadmium Type /Non-Magnet I c/ 

S— 630-P-0 166 05-01 


Specification for Electronic Scanner-Switching 
Device for Third Electrode Nickel-Cadmium 
Cells 

S— 630-P— 0167 05-01 

Battery, Nickel Cadmium, 28-Cell, 

160-Ampere-Hour, Specification for, 2/5/64 
40M00204 08-01 

Plating, Cadmium, /E 1 ect rodepos i t ed/ , /Cover 
Sheet for Specification QQ-P-416 Ag 
Amendment 1/, 11/30/64 

10419960A 08-01 

CALIBRATING 

Specifications for a Self-Calibrating 
Cryogenic Accelerometer /PR 34619-1/ 

10-03 


CALIBRATION 

Subcarrier Indicator and Calibration System 

ESD—1 06023 09-03 

Optical Tooling Instruments, Calibration and 
Test, 10/24/66 

MSFC-PRDC-440 08-01 

136 Megacycle Calibration Signal Generator 
Performance Specification 

S-500-P-0412 05-01 

400 Megacycle Calibration Signal Generator 
Performance Specification 

S-500-P-0414 05-01 

1700Megacyc 1 e Calibration Signal Generator 
Performance Specification 

S-500-P-0416 05-01 

Specification for a Portable Automatic 
Calibration Tracker /PACT/ 
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CAPACITOR 


8836 P “ 0003 05-01 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S— 536— P—0004 05—01 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S— 536— P—0009 05-01 

Nimbus Integration and Test /Nimit/ 

Check-of-Cal i brat ion for Nimbus A 
Spacecraft 

S— 650— NI-0001 05-01 

Step One Check of Calibration for Nimbus A 
Prototype Spacecraft /Preliminary/ 

S— 650— N 1-0018 05-01 

Step Two Check of Calibration for Nimbus A 
Prototype Spacecraft 

S— 650— N I— 0021 05—01 

Procurement Specification for Radio Frequency 
Calibration Unit, Telemetry Receiver 

Technical Exhibit for a Telemetry Calibration 10 
Generator, 04/29/65 /PR 96730-3/ 

„ 10-03 

Gages, Measuring Devices, Instruments, Test 
Equipment, and Tools, Calibration and 
Checking Requirements, 02/15/65 
02-2 04—01 

Valve, Calibration, Specification for 
12/20/1961 

10M01559 08 _ 01 

Reset and Calibration Procedure, X-15 Cabin 
Pressure Control Switch /Meletron Model 
H4151/, 07/11/62 

04—01 

CALIBRATOR * 01 

Performance Specifications- Pulse Code 

Modulation Signal Conditioner and Calibrator 
S— 500— P—0023 05-01 

Specifications for Voltage Calibrator 

/PR 32343-1/ 10-03 

Measurement Calibrator, Specification for 
08/13/1963 

50M60000 08-01 

Calibrator Assemblies, Telemeter, Model 2, 

Part Numbers 50M12011-1 and 50M12011-3, 

Bench Checkout, Procedure for 01/09/1964 
50M60012 ' ' 08 _ 01 

Telemeter Calibrator, Model I, Acceptance 
Test, Procedure for 09/09/1963 
S0M60013 0 8-01 

Telemeter Calibrator Assembly, Model I, 
Specification for 09/09/1963 

50M60017 0Q _ 01 

Calibrator Assembly, Telemeter Model II 
and I I A , Specification for, 03/15/66, 

EO-6, 07/06/66 

50M60026B 08-01 

DC to DC Converter, Telemetry Calibrator, 

fS^i£ ICatl0n f ° r * 3 /29/66, EO-2, 7/06/66 

50M60283A 08-01 

Power and Control Assembly, Telemeter 

Calibrator, Specification for, 7/20/65, 

EO-1, 7/06/66 » 

50M60284 0a _ 01 

CALLUP 08 01 

BB204 Callup Module 

ESD-106012 09 _ 03 

CALORIMETER 03 

Membrane Calorimeter Assemblies, Types 14, 15, 

° nd 20 ’ s P ec ^ication for 05/17/1964 
50M60206 08—01 

Calorimeter Assembly, Total Heat, Membrane 
Type, Specification for 12/01/1964 
50M60218 ' ' 08 _ 01 

Calorimeter Assembly, Radiation Type, 

Specification for 11/17/1964 

50M60219 oa _ 01 

CAMERA 08 01 

Continuous Scanning Meteorological Camera 
Subsystem 

S— 650— P—0002 05-01 

Goddard Space Flight Center Specification to 
Modify the Advanced Vidicon Camera System 
Rapid Film Processors to Utilize Bimat 

S— 653— P— 7 0 5-01 

Steerable Mirror and Lens System for the Image 


05-01 


Orthicon Camera System 
S— 731— P—26 

Day-Night Meteorological Camera for the 
Advanced Technology Satellite-D Mission 
S-731— P— 54 05-01 

High Reliability Monochrome Closed Circuit 
Television Camera, 12/17/65 

10-03 

Specifications for Vidicon Camera 

/PR 26725-1/ 1.0—03 

System, Television, Closed-Circuit, Four- 
Camera, Specification for 05/20/1964 
40M00217 0 8-01 

Camera, Television, Space Vehicle, 

Specification for 02/03/1964 

50M60047 oa _ ni 

CAPACITANCE 08 01 

Exhibit C Goddard Space 'Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Capacitance Probe 
S— 615— P—9 05 —ni 

CAPACITOR 01 

Capacitor, Fixed, Glass Dielectric, High 
Reliability /Styles CYFR 10/15/20/30/, 

08/24/64 ' * 

KSC-C-106 10-01 

Capacitors, Fixed, Tantalum /Polarized, 

Etched Foil/ /Style KCL21/, 03/10/66 

KSC-C-107A 10 _ 01 

Capacitors, Fixed, Tantalum Non Polar Etched 
Foil /Style KCL23/, 08/24/64 

KSC-C— 108 10-01 

Capacitors, Fixed, Tantalum /Polarized, Plain 
Foil/ /Style KCL31/ , 03/10/66 

KSC-C-109A 10-01 

Capacitors, Fixed, Tantalum /Polarized, Etched 
Foil/ /Style KCL33/, 03/10/66 

KSC-C-110A 10-01 

Capacitors, Fixed, Solid, Tantalum /Style 
KCS13/, 03/10/66 

KSC-C-111 A 10 _ 01 

Capacitors, Fixed, Plastic Dielectric, 

/Nonmetal lie Case/ /Style KCTM/ , 08/24/64 

KSC-C-112 10-01 

Capacitors, Fixed, Polarized, Tantalum Foil 
/Style KCL51 and KCL53/, 08/24/64 

KSC-C-113 i 0 -01 

Capacitors, Fixed, Paper or Paper-Plastic 
/Style KCVP09/ , 08/24/64 

KSC-C-114 10-01 

Capacitors, Fixed, Tantalum /Polarized, 
Sintered-Slug/ /Style KCL65/ , 03/10/66 

KSC-C— 133 10 -01 

Capacitors, Fixed Glass-Dielectric, 

Established Reliability, Specification for 
07/20/64, Marshall Space Flight Center- 
QPL-400-1 04/19/65 

MSFC— SPEC— 400 A 08—01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 10, Established Reliability 07/20/1964 
MSFC— SPEC-40 0A/1 A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 15, Established Reliability 07/20/1964 
MSFC— SPEC— 400A/2A 08 _ 01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 20, Established Reliability 07/20/1964 
MSFC— SPEC— 400A/3A 08—01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 30, Established Reliability 07/20/1964 
MSFC-SPEC-400A/4A 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN51, General 
Specification for 03/01/1965 

MSFC-SPEC— 451 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN511, General 
Specification for 03/01/1965 

MSFC-SPEC -451/1 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN513, General 
Specification for 03/01/1965 

MSFC-SPEC-451/2 08 _ 01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN514, General 
Specification for 03/01/1965 

MSFC-SPEC— 451/3 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN515, General 
Specification for 03/01/1965 


89 



CAPACITY 
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MSFC-SPEC-451/4 08-01 

Specification for Capacitors, Type 602, Type 
6M9G 

S-630-P-0154 05-01 

Spacecraft Electronic Components Capacitors, 

F Lxed /HI-REL/ , 2/26/65 

ZPH— 2244— GEN 11-01 

Sterilization Test Program Capacitor Retest 
Phase, 2/26/65 

ZPP— 2108— GEN 11-01 

Temperature-Time Heat Sterilization Test 
Prograe for Capacitors, 12/05/66 
ZPP— 2127— GEN-A 11-01 

Spacecraft Electronic Components Capacitors, 

Fixed, 9/19/66 

ZPP— 2744— GEN-A 11-01 

Qualification Testing Requirements for Fixed 
Capacitors, 1/21/66 

ZPQ-2444— GEN 11-01 

Capacitors and Resistors, Preferred, Approved 
Source List, 06/03/66 

10M01805C 08-01 

Capacitors, Fixed, Plastic Dielectric 
/Nonmetallic Case/, /Style SCTM/, 

Specification for, 04/17/64, E0— 1 04/21/65 

50M60148 08-01 

Capacitors, Fixed, Paper /or Paper-Plastic/ 
Dielectric /Hermetically Sealed in Metallic 
Case/ /Style SCPV09/, Specification for, 

04/17/64, E0-1, 04/21/65, ED-2, 09/24/66 

50M60180 08-01 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/ , 

Specification for 

50M60186 08-01 

Capacitors, Fixed Ceramic-Dielectric /General 
Purpose/, /Style SCK/, Specification for 
06/19/64, E0— 1 04/21/65 

50M60187 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
Tantalum /Style SCS13/, Specification for 
06/19/64, EO-1 04/21/65 

50M60192 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 

/Tantalum, Foil and Sintered Slug/, /Style 
SCL/, Specification for, 06/24/64, EO-1 
04/21/65 

50M60193 08-01 

Capacitor, Fixed, Ceramic-Dielectric, Styles 
CK05CU and CK06CW with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-1 1015/, 10/05/66 

50M60360 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and SI ntered-Slug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-C-3965/, 4/07/66 

50M60361 08-01 

Capacitors, Fixed, Solid Electrolyte, 

Tantalum, Style CS13 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-26655/, 10/18/66 

50M60362 08-01 

Capacitor, Fixed, Mica-Dielectric, Style CM06 
with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-C-5/, 

4/07/66 

50M60364 08-01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Nonmetallic Cases/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-27287/, 10/17/66 

50M60409 08-01 

Fixed Capacitors /High Reliability/, 11/06/62 
20044-GEN-E 11-01 

CAPACITY 

Aluminum Drum, Type 42D, Double-Head 

/86-Gallon Capacity/, Specification for 
02/27/1959 

ABMA-PD-D— 461 08-01 

Medium Capacity IRLS Command and Data Memory 

S— 731-P— 19 05-01 

CARAT 

Gold, 10 Carat, /Gold 41.7-Copper 36. 2-Silver 
12.8-ZInc 9.3/ , Sheet, Strip, Rod, and 
Tubing, Specification for 12/18/1963 
10M01764 08-01 


CARBON 

Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 

5/04/64, Amendment 1-B, 9/01/64, Amendment 

2, 2/26/65 

GM0-50 1 1 1-GEN-B 1 1-0 1 

Resistors, Composition Carbon /Styles 
KRC07/20/32/42/, 03/10/66 

KSC-R-148 10-01 

Flight Equipment, Carbon Cloth with Phenolic 
Resin for Rocket Motor Nozzles, 2/22/63 
20038-GEN 11-01 

Welding, Carbon, Low Alloy and Stainless 

Steel, /Manual or Automatic/, Specification 
for 06/02/1960 

10509308 08-01 

CARBON TETRACHLORIDE 

Carbon Tetrachloride, Scrubber Method for 
Analysis of Condensible Hydrocarbon 
Contamination In Compressed Gases, 

Procedure for, 01/16/63, Amendment 1, 

05/23/63 AO.ftl 

MSFC-PROC-245 08 01 

CARD * * 

General Specification Standard Punched Card 
Format for Component Teat Data, 11/30/66 
ZPP-2 094-GEN— A 11-01 

Cards, Printed Circuit, Digital, Specification 
for, 2/21/66 

50M60249 08-01 

CARRIER 

Performance Specification for Data Sub— Carrier 
Oscillators 

S-500-P— 0009 05-01 

CASE 

Capacitors, Fixed, Plastic Dielectric, 

/Nonmetallic Case/ /Style KCTM/ , 08/24/64 

KSC-C-112 10-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 

04/01/65 

MSFC-SPEC-339/54A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC-SPEC-339/64B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Cose Mounting, 

S2GP— 7 • 25-73A, 09/30/65 

MSFC— SPEC— 339/73 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-94A, 08/31/64 

MSFC-SPEC— 339/94 A 08-01 

Capacitors, Fixed, Plastic Dielectric 
/Nonmetallic Case/, /Style SCTM/, 

Specification for, 04/17/64, EO-1 04/21/65 
50M60148 08-01 

Capacitors, Fixed, Paper /or Paper-Plastic/ 
Dielectric /Hermetically Sealed in Metallic 
Case/ /Style SCPV09/, Specification for, 

04/17/64, EO-1, 04/21/65, EO-2, 09/24/66 

50M60180 08-01 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/ , 

Specification for 

50M60186 08-01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Nonmetallic Cases/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-27287/, 10/17/66 

50M60409 08-01 

CASSEGRAIN 

Performance Specification for a Cassegrain Feed 
System for 30-Foot Antenna 

S-525— ANT-0030 05-01 

Performance Specification for a Cassegrain 
Feed System for 85-Foot Antenna 

S-525-P-0023 05-01 

Performance Specification for a Cassegrain Feed 
System for 30— Foot Antenna 

S-525-P-0030 05-01 
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CASTING 

Castings, Aluminum and Magnesium Alloy, 
Radiographic Inspection of. Acceptance 
Standard for, 05/16/61, Amendment 1, 

08/17/66 * 

HSFC'STD— 100 08—01 

Epoxy Treatment of Aluminum and Magnesium 
Castings for Pressure Sealing, Procedure 
for 04/07/1964 

MSFC-PROC-371 08-01 

Castings, High Strength, Aluminum Alloy M-45, 
6/28/66 

HSFC— SPEC— 470 08 _ 01 

CATHODE 

Alphanumeric Cathode Ray Tube Display 

ESD— 106006 09—03 

Interia Alphanuaeric Cathode Ray Tube Display 
ESD— 106016 09— o'? 

CAVITY 09 03 

Mariner Venus 67 Flight Equipaent Flight 
Acceptance Testing S-Band Cavity Aaplifier 
/2PA1/, 2/03/67 

MV X— 5 0 662— F AT H-a, 

CELESTIAL 11 01 

Scanning Celestial Attitude Deterainat ion 
System 

CELL S ~ 652 - P - 4 05-01 

Procureaent Specification for International 
Satellite for Ionospheric Studies A Solar 
Cell Panels 

S— 615— P—1 05-01 

Procureaent Specification for Ni ckel-Cadai ua 
Cells International Satellite for 
Ionospheric Studies A 

S— 615— P—2 05-01 

Specification for Deteraining Relative 1 
Microelectron Volt Electron Radiation 
Daaage Resistance for Silicon Solar Cells 
S-630— P—0106 05 _ 01 

Procureaent Specification for the Purchase of 
Sixteen Ampere-Hour Cells of the 
SI lver— Cadaiua Type 

S— 630— P—0126 05-01 

Procurement Specification for the Purchase of 
Three Aapere-Hour Cells of the Silver 
Cadaiua Type 

S— 630— P—0127 05— 01 

Procureaent Specification for the Purchase of 
Five Aapere-Hour Cells of the 
Si lver-Cadmi ua Type /Nonaagnet ic/ 

S— 630— P—0128 05-01 

Procurements Specifications for the Purchase of 
Eleven Aapere-Hour Cells of the 
Si lver-Cadai ua Type /Non-Magnet ic/ 

S— 630— P—0166 05 _ 01 

Specification for Electronic Scanner-Switching 
Device for Third Electrode Nickel-Cadai ua 
Cells 

S— 630— P—0167 05 _ 01 

Galactic Noise-Battery Cell Specification 
for International Satellite United 
K i ngdoa— 2/S— 52 

S— 630— UK— 01 1 3 0 5-01 

Battery, Nickel Cadaiua, 28-Cell, 

160— Aapere-Hour , Specification for, 2/5/64 

CENTER 0204 08-01 

Height Center-of-Gravlty, Inertia and Balance 
Tests for the Niabus A Prototype Spacecraft 
S— 650— N I— 0003 F P 05-01 

Hydraulic Bulge-Foraing of 54-Inch Center 
Pieces for S-IC Stage of Saturn V Vehicle, 
Specification for 08/13/1963 

95M01400 08 _ 01 

CENTRAL 08 01 

General Specification for Central Station 
Control and Display Console 

S-534-P-0002 05—01 

Requirements and Criteria for Facilities for the 
Central Instr uaentat i on Facility Antenna 

CERRH Vc"’ M/09/64 

Coating Coapounds, Ceramic Enaael and Gold, 
Preparation and Application, Specification 
for 04/05/1963 

MSFC-SPEC-111 08 _ 01 

Material, Unfired, Ceramic, Thermal 
Insulation for Radiant Heating, M-31, 


Specification for, 03/04/63, Amendment 1, 
06/28/63 * 

MSFC— SPEC— 197A 08—01 

Lubricant, Dry-File Ceramic, MLF-5, 

Preparation and Application of. Specification 
for 04/15/1963 

MSFC— SPEC-253 08-01 

Specification for a Reliable, Light Weight, 

Ceramic Audio Filter for Spacecraft 
Appl i cat i ons 

S— 522— P—0 009 05—01 

Capacitors, Fixed Ceramic-Dielectric /General 
Purpose/, /Style SCK/, Specification for 
06/19/64, E0-1 04/21/65 

50M60187 08-01 

Capacitor, Fixed, Ceramic-Dielectric, Styles 
CK05CW and CK06CW with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-11015/, 10/05/66 

50M60360 0 fl-ni 

CERTIFICATION 

Microbiological Assay and Certification of 
Spacecraft Hardware Sterility, 8/04/67 
GMO— 50470— GEN— A H-01 

Decals, Certification of Cleanliness, 

Specification for 

MSC— SPEC— C— 3 09-03 

Certification of Welding Machine Operators 
and Weldors, Specification for 03/27/1963 
MSFC-SPEC— 130 08-01 

Certification Requireaents for the Experimental 
Assembly and Sterilization Laboratory. 

10/25/65 

XQY-50543— GEN 11-01 

Periodic Certification of Hand Crimping and 
Wire Stripping Tools, 09/25/63 
n 02-1 04-01 

Documentation Checkers, Training, Qualifying, 
and Certification of, 7/19/65 

10M01807 0 8-01 

CERTIFYING 

Inspecting, Testing, and Certifying Fixed and 
Mobile Cranes, Forklifts, Mobile Personnel 
Towers, and Auxiliary Equipment, 09/27/66 
KSC-STD— S-0001 10 _ 01 

CHAIN 

Chain, Weldless, Single Jack, and S Hooks, 
Specification for 02/12/1962 

MSFC-SPEC-189 08-01 

General Requireaents for Multiplier Chains, 

02/26/65 /W3HAP-MS— 1/ 10 - 0 3 

CHAMBER 

Insulation of Metal Rocket Motor Chambers 
Using NBR Gen-Gard Materials /Hand Layup, 

Cure In-Place Method/, 9/07/64, 

Amendment 1, 11/19/64 

GMO— 50363-GEN 11-01 

Design, Fabrication, and Installation of 
Princeton Optical Bench for the Twelve by 
Fifteen Theraal-Vacuua Chamber 

S— 325— P— 7A 05 _ 01 

Procureaent Specification for an R-F Echoic 
Chamber to be Installed in Building 19 
S— 525— P-0 022 05—01 

CHANGE 

Procedure for Preparing Vendor Drawing 

Changes and Engineering Sketches, 10/02/62 

°°- 5 04-01 

CHANGER 

Frequency Changer, Static, 15-Kilowatt, 
120/208-Volt, 3-Phase, 400-Cycles Per 
Second, Specification for, 07/01/64 
40M00201B 08-01 

CHANNEL 

Direct Writing 100-Channel Event Recording 
System 

ESD-106047 09 _ 03 

Direct Writing 32-Channel Event Recording 
System 

ESD— 106048 gg q 3 

Procurement Specification for the Advanced 
Technological Development of a Two-Channel 
Monopulse Antenna System 

S— 525— P—0 039 05-01 

Two— Channel Monopulse System 

S-525-P-1 0 5-01 

Specification for Strip Chart Recorder, Two 
Channel 

S— 530-P-0016 05-01 


91 



CHARGE 


SUBJECT INDEX 


Very Hi gh Frequency Telemetry Receiving 
Systea, Type I Single Channel, Type 
II Dual Channel 

S-553-P-1 05-01 

Very High Frequency Telemetry Receiver, Type 

I Single Channel 

S-553-P-2 05-01 

Very High Frequency Telemetry Receiver, Type 

II Dual Channel 

S-553-P-3 05-01 

Eight Channel Radio Frequency Multicoupler 

S-553-P-6 05-01 

Specification for Iaage Dissector 

Photoaul t ipl ler Tube Using a Channel 
Multiplier Section 

S— 630-P-0144 05-01 

Specification for Two-Channel All Solid-State 
Recording Oscillograph Systea 

S— 630-P-0153 05-01 

Fifty-Channel High Speed Analog-to-Dlgl tal 
Conversion Systea /K-EF3-64-6/ 


10-03 


Specifications for Channel Digi tal-to-Analog 

Converter /PR 14364-1/ 10-03 

Specifications for 100-Channel Digital Data 
Recording Systea /PR 00008-1/ 

1 0— 03 

Channel Selectors, A and B, Specification for 
02/26/1965 

50M60076 08-01 

Viewing Unit, Television, Single Channel, 

Ground Support Equlpaent, Specification for 
06/15/1964 

50M60125 08-01 

Transistors, N-Channel Junction, Silicon, 
Field-Effect, Type U182 with Weldable 
Leads, Specification for, 10/17/66 
50M60401 08-01 

CHARGE 

Battery Charge and Protective Circuit Test 
Specification for United Kingdoa-2/S-52 
International Satellite 

S— 630-UK-0101 05-01 

CHART 

Specification for Strip Chart Recorder, Two 
Channel 

S— 530-P-0016 05-01 

Weather Chart Study 

S-653-P-4 05-01 


CHASSIS 

Coating, Chroaate Conversion, of Saturn ESE 
Panels, Chassis, and Racks, Procedure for, 
5/04/66 

40M00319 08-01 

Spacecraft Flight Equlpaent, Identification of 
Electronic Asseably Chassis, 09/18/61 
30879-GEN 11-01 


CHECK 

Nlabus Integration and Test /Niait/ 
Check-of-Calibration for Niabus A 
Spacecraft 
S— 650-NI-0001 

Step One Check of Calibration for Niabus A 
Prototype Spacecraft /Prel lainary/ 

S— 650-NI— 0018 

Step Two Check of Calibration for Niabus A 
Prototype Spacecraft 
S— 650-NI— 0021 

Check Valve, /1/4-Inch/, Reliability Test 
Requireaents 03/22/1961 
10M01034 

Valve, Check /3/8-Inch/, Reliability Test 
Requireaents 04/13/1961 
10H01035 

Valve, Check, Reliability Test Requireaents 
04/07/1961 
10N01056 

Check Valve, Reliability Test Requireaents 
03/15/1961 
10M01057 

Check Valve, Fuel, H-l Rocket Engine, 

Reliability Test Requireaents 06/16/1961 
10M01365 

Check Valve, Liquid Oxygen, H-l Rocket 
Engine, Reliability Test Requireaents 
06/13/1961 
10M01366 

Check Valve, L0X Done, H-l Rocket Engine, 
Reliability Test Requireaents 06/28/1961 


05-01 

05-01 

05-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


10M01367 08-01 

Valve, Check, Liquid Nitrogen, Cooling 

Systea, Specification for, 05/15/62, EO-1 
07/27/62 

10M01627 08-01 

Valve Asseably, Precooling, Check, 

Reliability Test Requireaents 08/28/1962 
10M01667 08-01 

Valve, Check, Hydraulic /P/N 204022-19/ 

Qualification Test Specification, 12/08/66 
10M05072 08-01 

Valve, Check, Heat Exchanger, Specification 
for, 05/02/60, EO-7 05/07/62 
10419903 08-01 

Valve Asseably, Check /3/4-Inch/, 

Specification for, 07/13/60, EO-1, 05/16/61, 

EO-2, 05/10/62 

10419919 . _ , 08 “ 01 

Valve Asseably, Check, 1/4 Inch and 3/8 Inch, 
Specification for 07/15/1960 
10419934 

CHECKING „ A 

Gages, Measuring Devices, Instruaents, Test 
Equlpaent, and Tools, Calibration and 
Checking Requireaents, 02/15/65 
02-2 

CHECKLIST win* 

Aaes Research Center Quality and Reliability 
Survey Checklist 
ARC-RQA-6 

CHECKOUT l A 

Digital Coaputer Coaplex for Apollo Checkout 
Equlpaent, Spacecraft Stations 
ESD— 106001 
Prograaaed Apollo Checkout Equlpaent, 

Spacecraft Prograaaed Apollo Checkout 
Equlpaent, Launch Vehicle Coaputer Interface 
ESD-106038 09-03 

Prograaaed Apollo Checkout Equlpaent, 

Spacecraft Requireaents 
ESD— 106081 

Prograaaed Apollo Checkout Equlpaent, 

Spacecraft External Interfaces 
ESD— 106082 

Prograaaed Apollo Checkout Equlpaent, 

Spacecraft Mechanical and Electrical 
Requireaents for North Aaerican Aviation 
Facilities 
ESD-1 06083 

Prograaaed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requireaents for Merritt Island Launch Area 
Facility 
ESD-106084 

Prograaaed Apollo Checkout Equlpaent, 

Spacecraft Mechanical and Electrical 
Requireaents for Space Environmental 
Facility 
ESD— 106085 

Prograaaed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requireaents for Grumman Aircraft 
Engineering Corporation Facility 
ESD— 106086 

Facility Criteria, Programmed Apollo Checkout 
Checkout Equipment, Spacecraft Ground 
Station, North Aaerican Aviation Facility 
ESD— 106090 09-03 

North Aaerican Aviation Prograaaed Apollo 

Checkout Equipment, Spacecraft Control Room 
ESD— 106094 09-03 

Merritt Island Launch Area Prograaaed Apollo 
Checkout Equipment, Spacecraft Control Room 
ESD— 106095 09-03 

North Aaerican Aviation Prograaaed Apollo 
Checkout Equipment* Spacecraft Computer 
Room 1 and 2 

ESD— 106096 09-03 

Merritt Island Launch Area Prograaaed Apollo 
Checkout Equipment, Spacecraft Computer Room 


08-01 


04-01 


02-01 


09-03 


09-03 


09-03 


09-03 


09-03 


09-03 


09-03 


ESD— 106097 

North American Aviation Prograaaed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Rooa 
ESD— 106098 

Merritt Island Launch Area Prograaaed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Rooa 
ESD— 106099 


09-03 


09-03 


09-03 
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CIRCUIT 


Closed-Circuit Television Systea for North 
American Aviation Prograaaed Apollo 
Checkout Equipment , Spacecraft Ground 
Station 

ESD-106106 09-03 

Intercommunication Systea for Programmed 

Apollo Checkout Equipment, Spacecraft Ground 
Station 

ESD— 106107 09-03 

Apollo Checkout Equipaent, Spacecraft 
Equipaent in Blockhouse 34 

ESD-106109 09-03 

Apollo Checkout Equipaent, Spacecraft 
Equipaent in Blockhouse 37 

ESD-106110 09—03 

Apollo Checkout Equipaent, Spacecraft 

Equipaent in the Launch Control Center of 
Coaplex 39 

ESD— 106111 09-03 

Apollo Checkout Criteria 

MSC-COC— 1 09—03 

Hydraulic Systea, H-l Engine, Checkout 

Requireaents, Specification for 08/30/1963 
MSFC— SPEC— 188 08-01 

Tiaer Asseably, Acceptance Checkout, Procedure 
for, 07/16/63, Aaendaent 1, 03/31/64 

HSFC— PROC— 289 

Voltage Supply, Measuring, Acceptance 
Checkout, Procedure for 11/03/1964 
MSFC— PROC-290A 

Voltage Supply, Master Measuring, Acceptance 
Checkout, Procedure for 11/02/1964 
MSFC— PROC— 292 A 

Exploding Bridgewire /EBW/ Firing Unit, 

Checkout, Procedure for 04/15/1965 
MSFC-PR0C-396B 

Power Supply, 56 Volt Direct Current, Model 
2, Acceptance Checkout, Procedure for 
11/02/1964 
MSFC-P ROC-4 31 

Ground Support Hydraulic Systea and Checkout 
Unit, Specification for 03/13/1963 
10M01693 

Non— St ruct ural Thermocouples, Installation, 

Wiring, and Checkout, 10/03/63 
12-7 

Switch Selector, MOD I and MOD II, Checkout 
Procedure for, 06/11/65, EO-1, 08/13/65, 

EO-2, 09/30/65, EO-3, 10/04/66 

50M11548 

Calibrator Asseablies, Teleaeter, Model 2, 

Part Numbers 50M12011-1 and 50M12011-3, 

Bench Checkout, Procedure for 01/09/1964 
50M60012 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Checkout Procedure for, 
11/07/1963 
50M60024 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 

Checkout Procedure for, 6/16/64 
50M60031A 

Decoder, Sequence, Ground Support Equipaent, 
Checkout Procedure for 10/20/1964 
50M60054 

Transmitter, Mlnitrack, Saturn IB and Saturn 
V Space Vehicle, Checkout Procedure for 
07/14/1964 
50M60108 

Antenna Systems, Mistraa, 

Checkout Procedure for, 

50M60131 

Antenna Systems, Command, Models 308 and 309, 
Checkout Procedure for 11/04/1964 
50M60133 

Antenna System, Offset Doppler Frequency, 

Transai tting. Model 405, Checkout Procedure 
for 11/04/1964 

50M60135 08-0 

Antenna System, Offset Doppler Frequency 

Receiving Model 404, Checkout Procedure for 
11/04/1964 
50M60137 

Antenna Systea, Radar, Model 708, Checkout, 
Procedure for, 3/10/65 
50M60138 

Antenna Systea, Azusa, Model 711, Checkout, 
Procedure for, 3/10/65 

50H60139 08- 


08-01 


08-01 


08-01 


08-01 


08-01 


04-01 


08-01 


08-01 


08-01 


08-01 


08-01 


Models 802 and 803, 
11/04/64 


08-0 : 


08-0! 


08-o: 


08-0 


08-0 


Antenna System, Altimeter, Model 503, Checkout 
Procedure for 11/04/1964 

50M60140 08-01 

Antenna Systea, Television, Model 402, 

Checkout, Procedure for, 3/10/65 
50M60143 08-01 

Antenna Systea, Teleaeter, Model 219, Checkout 
Procedure for 11/04/1964 

50M60144 08-01 

Command Decoder, Secure Range Safety, Bench 
Checkout, Procedure for, 09/21/65, E0-1, 
03/17/66, EO-2, 04/13/66 

50M60157A 08-01 

Command Receiver MCR503, Bench Checkout, 

Procedure for, 12/02/65, EO-1, 03/17/66, 

EO-2, 04/13/66, EO-3, 08/18/66, EO-4, 

12 / 02/66 
50M60161C 

Command Systea, Secure Range Safety, Bench 
Checkout Procedure for, 12/21/65, EO-1, 

03/16/66 
50M60162B 

Transponder, C Band, Radar, Checkout 
Procedure for 11/12/1964 
50M60175 
CHEMICAL 

Specification for Chemical Resistant Counter 
Assemblies, 02/25/65 /PR 54970-1/ 

10-03 

CHROMATE 


08-01 

08-01 

08-01 


Coating, Chromate Conversion, of Saturn ESE 
Panels, Chassis, and Racks, Procedure for. 


5/04/66 

40M00319 08-01 

CIRCUIT 

Closed Circuit Television System /Merritt 
Island Launch Area/ 

ESD— 106080 09-03 

Closed— Ci rcui t Television System for North 
American Aviation Prograaaed Apollo 
Checkout Equipment, Spacecraft Ground 
Station 

ESD-106106 09-03 

Coating, Conformal /Polyurethane/, Printed 
Circuit Asseablies, Procedure for, 11/30/66 
KSC— SPEC-E— 0001 10-01 

Coatings, Conformal, Protective, Environmental 
for Printed Circuit Assemblies, 10/10/66 
KSC— SPEC— Q— 0001 10-01 

Soldering, Automatic Wave, or Printed Circuit 
Asseablies, 07/01/66 

KSC— S— 178 10-01 

Printed-Wiring Boards /Copper-Clad/ Design, 
Documentation, and Fabrication of, 12/15/65 
MSFC-STD-154A 08-01 

Printed Circuit Asseablies, Automatic Single 
Wave Soldering of. Procedure for, 01/10/64, 
Amendment 2, 10/25/65 

MSFC-PROC-224 08-01 

Coating Conforaal /Polyurethane/, Printed 

Circuit Assemblies, Procedure for, 11/15/63, 
Amendment 3, 05/06/65 

MSFC-PR0C-293A 08-01 

Welded Module, Series 300, Delay Circuit 
/D-2A/ 11/04/1963 

MSFC-SPEC-325/4 08-01 

Welded Module, Series 300, Delay Circuit 
/D-1A/ 11/04/1963 

MSFC— SPEC— 325/8 08-01 

Welded Module, Series 300, Inverter Circuit 
/ 1-1/ 11/04/1963 

MSFC-SPEC-325/12 08-01 

Welded Module, Series 300, Inverter Circuit 
/I-2/ 11/04/1963 

MSFC-SPEC-325/ 13 08-01 

Welded Module, Series 300, Inverter Circuit 
/I— 3/ 11/04/1963 

MSFC-SPEC-325/ 14 08-01 

Welded Module, Series 300, Inverter Circuit 
/I— 4/ 11/04/1963 

MSFC-SPEC-325/ 15 08-01 

Welded Module, Series 300, Inverter Circuit 
/I-5A/ 11/04/1963 

MSFC— SPEC-325/16 08-01 

Welded Module, Series 300, Serializing Logic 
Circuit /M-1A/ 11/04/1963 

MSFC— SPEC-325/20 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 


Volts, Direct Current, 4 Pole Double 
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Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC— SPEC— 339/28A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC-SPEC— 339/59A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC-339/69A 08-01 

Compound, Printed Circuit Board, Conformal 
Coating, Elastoeeric, 04/19/65, QPL-393-1, 
04/19/65, Amendment 1, 02/17/66 

MSFC-SPEC-393A 00-01 

Gap Welding of Electrical Circuits 06/11/1965 
MSFC-PROC-429 08-01 

Cleaning Solvent, Printed Circuit Assemblies, 
4/30/65 

MSFC-PR0C— 439 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Saries SMN51, General 
Specification for 03/01/1965 

MSFC-SPEC-451 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN511, General 
Specification for 03/01/1965 

MSFC— SPEC— 451/1 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN513, General 
Specification for 03/01/1965 

MSFC-SPEC— 451/2 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SNN514, General 
Specification for 03/01/1965 

MSFC— SPEC— 451/3 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN515, General 
Specification for 03/01/1965 

MSFC— SPEC— 45 1/4 08-01 

Goddard Space Flight Center Closed Circuit 
Television Operating Equipment and 
Accessories 

S— 250— P-0001 05-01 

Printed Circuit Board, Master Drawing 

S— 330— P-0001 05-01 

Closed Circuit Television System for AN/FPS-16 
Radar 

S-553-P-12 05-01 

Battery Charge ,and Protective Circuit Test 
Specification for United Ki ngdom-2/S-52 
International Satellite 

S— 630— UK-0101 05-01 

Microelectronic Circuits, Digital, Silicon, 
Nonolithic, General Specification for 
S-711-P-1 05-01 

High Relisbility Monochrome Closed Circuit 
Television Camera, 12/17/65 

10-03 

Printed Circuit Assemblies 05-01 

System, Television, Closed-Circuit, Four- 
Camera, Specification for 05/20/1964 
40M00217 08-01 

Flexible Circuits, Wiring, and Cable, Design, 
Construction, and Inspection of. 

Specification for, 09/15/66 

50M60150A 08-01 

Cards, Printed Circuit, Digital, Specification 
for, 2/21/66 

50M60249 08-01 

CIRCUITRY 

A Research, Design and Development Program 
Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondlssipat I vc Regulator-Converters 
S— 630— P-0136 05-01 

CLAD 

Plastic Sheet, Laminated Copperclad /for 
Printed Wiring/, 11/16/66 

MSFC-SPEC-377A 08-01 

Plastic Sheet, Laminated, N1 ckel-Iron-Cobal t 
Clad /f or Weldable Printed Wiring/ 

05/07/1965 

MSFC-SPEC-455 08-01 

CLA88IFICATI0N 

Fittings, Military Connector, Classification of 
Defects, Specification for 02/11/1965 


MSFC— SPEC— 437 08-01 

CLEAN 

Clean Room Requirements for Attitude Control 
Gas System, 10/07/63 

GMV— 5 0003 -GEN 11-01 

Clean Room Garments, Specification for 

MSC— SPEC— C— 2A 09-03 

Clean Rooms and Work Stations 

MSC— S PEC— C— 4 09-03 

Precision Clean Packaging 

MSC— SPEC— C— 12 09-03 

Shipping and Container and Combined Supporting 
Framework and Clean Room Dolly for 
Experiment Optical Systems Containers 
S— 623— 0A0— 0014 05-01 

CLEANING 

Midcourse Propulsion Systems Cleaning Process, 
12/23/63 

GPM— 20068— GEN- A 11-01 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems and Systems 
for Pneumatic Use in Support Equipment, 

12/14/64 

KSC-C-123 10-01 

Bonds and Grounds Cleaning, Testing and 
Protection, 04/25/66 

KSC-B-155 10-01 

Precision Cleaning 

MSC-SPEC— C— 1 1 09-03 

Hydraulic Systems Components and Hydraulic 
Fluids for Space Vehicles, Cleaning, 

Testing, and Handling* Procedure for 
08/18/1965 

MSFC-PR0C-166C 08-01 

Solvent, Precision Cleaning Agents, 

Specification for 10/16/1964 

MSFC-SPEC-237 A 08-0 1 

Cleaning Solvent, Printed Circuit Assemblies, 
4/30/65 

MSFC— PROC-439 08-01 

Cleaning of Aluminum Alloy Weld Joints for 
High Quality Welds, 12/06/65 

MSFC— PRQC— 463 08-01 

Cleaning of Pressurized and Non-Pressur ized 
Instrument Compartments, Procedure for, 

12/30/65 

10M01445A 08-01 

Cleanliness Levels, Cleaning', Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems, and Systems 
for Pneumatic Use In Support Equipment, 
Specification for, 4/28/64, EO-2, 7/28/64, 

10M01671B 08-01 

Cleaning Methods and Processes, 09/16/63 

20-1 04-01 

Cleaning and Passivation of Bellows and Ducts, 
Specification for 02/26/1960 

10419901A 08-01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 
Specification for, 06/26/62, EO-1 07/02/63, 
EO-3 04/03/64 

10419906B 08-01 

CLEANLINE8S 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems and Systems 
for Pneumatic Use in Support Equipment, 

12/14/64 

KSC-C-123 10-01 

Gas Cleanliness Requirements for Operational 
Gaseous Nitrogen, Helium, and Hydrogen 
Systems at Complex 39, 06/07/66 

KSC-C-182 10-01 

Decals, Certification of Cleanliness, 

Specification for 

MSC— SPEC— C— 3 09-03 

Apollo Spacecraft Cleanliness, Specification 
for 

MSC-SPEC-C-5A 09-03 

Apollo Spacecraft, Fluid Cleanliness 

MSC— SPEC-C-6 09-03 

Apollo On-Board Equipment Cleanliness 

MSC— SPEC-C— 8 09-03 

Cleanliness of Non-Alrborne Breathing Systems 

MSC— SPEC-C— 9 09-03 

Pressure Garment Assembly Cleanliness 
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NSC-SPEC-C-15 09-03 

Cleanliness of Components for Use in Oxygen, 

Fuel, and Pneumatic Systems, Specification 
for, 04/16/62, Amendment 4, 07/17/64 

MSFC— SPEC— 164 08-01 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 

HSFC— PROC— 195A 08-01 

Gases, Drying and Preservation, Cleanliness 
Level and Inspection Methods, Procedure for 
10/20/1964 

MSFC— PROC— 404 08-01 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems, and Systems 
for Pneumatic Use in Support Equipment, 
Specification for, 4/28/64, EO-2, 7/28/64, 

10N01671B 08-01 

Cover Sheet to Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 
08/27/1963 

10M01672A 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 

06/25/1964 

10M01702 08-01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 
Specification for, 06/26/62, EO-1 07/02/63, 
EO-3 04/03/64 

10419906B 08-01 

CLOCK 

Goddard Range and Range Rate System 

Specifications- Frequency Standard and 
Digital Clock /Appendix 1 to Exhibit A/ 

S— 531— RR— 0032 05-01 

Procurement Specification for Clock Oscillator 
International Satellite for Ionospheric 
St udi es— A 

S— 615— P—8 05-01 

Command and Clock Subsystem for Nimbus B 
Spacecraft 

S-653-P-3 05-01 

Command Clock Subsystem for Nimbus D 
Spacecraft 

S— 731— P— 28 05-01 

Clock Receiver 

S— 731— P—30 05-01 

CLOSED 

Closed Circuit Television System /Merritt 
Island Launch Area/ 

ESD— 106080 09-03 

Closed-Circuit Television System for North 
American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Ground 
Station 

ESD-106106 09-03 

Goddard Space Flight Center Closed Circuit 
Television Operating Equipment and 
Accessories 

S— 250— P—0001 05-01 

Construction of Closed Optical Test Pad 

S— 532— P—0045 05-01 

Closed Circuit Television System for AN/FPS-16 
Radar 


S— 553— P— 12 05-01 

High Reliability Monochrome Closed Circuit 
Television Camera, 12/17/65 

10-03 

System, Television, Closed-Circuit, Four- 
Camera, Specification for 05/20/1964 
40M00217 08-01 

CLOTH 

Tape, Heat-Reflective, Pressure Sensitive, 

Aluminum Coated Fiberglass Cloth, 

Specification for, 02/23/62, EO-1 08/03/62, 
EO-2 09/25/62 

10M01597 08-01 

Cloth, Glass, Leached, Fluorocarbon 

Impregnated, General Purpose 04/25/1962 
10M01631 08-01 

Flight Equipment, Carbon Cloth with Phenolic 
Resin for Rocket Motor Nozzles, 2/22/63 
20038-GEN 11-01 


COARSE 

Nimbus Amplifier, Coarse Sun Sensor 

S— 650 -N I— 0007 05-01 

COAT 

Prime Coat, EX 176, Preparation and 

Application of, Procedure for 01/17/1963 
MSFC— PROC— 205 08-01 

COATED 

Tape, Heat-Reflective, Pressure Sensitive, 

Aluminum Coated Fiberglass Cloth, 

Specification for, 02/23/62, EO-1 08/03/62, 
EO-2 09/25/62 

10M01597 08-01 

COATING 

Conformal Coating of Electronic and Electrical 
Assemblies, Procedure for 

ARC— PROC— 102 A 02-01 

Coating, Conformal /Polyurethane/, Printed 
Circuit Assemblies, Procedure for, 11/30/66 
KSC-SPEC-E-0001 10-01 

Coatings, Conformal, Protective, Environmental 
for Printed Circuit Assemblies, 10/10/66 
KSC— SPEC— Q— 0001 10-01 

Coating Compounds, Ceramic Enamel and Gold, 
Preparation and Application, Specification 
for 04/05/1963 

MSFC— SPEC— 111 08-01 

Coating Compound, NSFC-X-258, Preparation 
and Application of. Specification for 
05/19/1961 

MSFC— SPEC— 142 08-01 

Coating Procedures, Saturn Ice-Shields 
03/26/1962 

MSFC-PR0C— 175 08-01 

Finishes and Coatings for Corrosion Protection 
of Space Vehicle Structures and 
Associated Equipment, Standard for 
02/07/1962 

MSFC-STD-181 08-01 

Coating, Vapor Barrier, M-31C, 

Specification for 04/12/1963 

MSFC— SPEC— 199 A 08-01 

Subliming Coating Compounds, Preparation and 
Application of. Specification for 06/12/1964 
MSFC- SPEC— 203A 08-01 

Conformal Coating /Epoxy/, Application of. 
Procedure for, 11/05/63, Amendment 2, 

06/30/65 

MSFC— PROC— 257 A 08-01 

Coating Conformal /Polyurethane/, Printed 

Circuit Assemblies, Procedure for, 11/15/63, 
Amendment 3, 05/06/65 

MSFC-PROC— 293A 08-01 

Compound, Printed Circuit Board, Conformal 
Coating, Elastomeric, 04/19/65, QPL-393-1, 
04/19/65, Amendment 1, 02/17/66 

MSFC— SPEC— 393 A 08-01 

Application of Heat and Blast Resistant 

Coatings to Electrical Cables, Procedure for 
08/24/1964 

MSFC-PROC-395 08-01 

Coating System for Antennas 

S— 500— P-0027 05-01 

Coating, Chromate Conversion, of Saturn ESE 
Panels, Chassis, and Racks, Procedure for, 
5/04/66 

40M00319 08-01 

COAXIAL 

Specifications for Four-Port Coaxial Transfer 
Switch 

S— 530-P-0012 05-01 

Specification for Coaxial Switching Matrix 

S-530— P—0025 05-01 

Radio Frequency Waveguide/Coax Equipment 

05-01 

Specification for Coaxial Patching Components, 

01/04/65 /PR 49004-1/ 10-03 

Switch, Coaxial, Specification for, 01/28/66 

50M60242A 08-01 

Termination, Coaxial, Radio Frequency, 
Specification for, 02/01/66 

50M60270A 08-01 

Switch, Coaxial, Model 612, Specification for, 
5/13/66 

50M60384 08-01 

COBALT 

Plastic Sheet, Laminated, Nickel-Iron-Cobal t 
Clad /for Weldable Printed Wiring/ 

05/07/1965 
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MSEC— SPEC— 455 08-01 

Cobalt 60 Spacecraft Irradiator 

S-716-P-2 05-01 

CODE 

Pulse Code Modulation Telemetry Systea 

ESD— 106013 09-03 

Digital Acquisition and Decoaautat ion Systea 
/Pulse Code Modulation Teleaetry Station/ 

ESD— 106014 09-03 

Pulse Anplitude Modulation/Pulse Detector 
Modulation/Pulse Code Modulation Digital 
Decoaautator 

ESD— 106019 09-03 

Pulse Code Modulation Subcoaautator, 

Portable Data Gathering Systea 

ESD— 106115 09-03 

Color Code for Piping Systems, /Interia/ f 
11/27/64 

KSC-STD-5 10-01 

Digital Signal Slaulator Panel Asseably, 

Pulse Code Modulated Digital Data 
Acquisition Subsystea Receiving Station, 
Specification for 08/07/1963 

MSFC— SPEC— 297 08-01 

Quick-Look Asseably, Pulse Code Modulated 
Digital Data Acquisition Subsystem 
Receiving Station, Specification for 
08/08/1963 

MSFC— SPEC— 298 08-01 

Data Switch Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystea Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC-299 08-01 

Correlator Panel Asseably, Pulse Code 
Modulated Digital Data Acquisition 
Subsystea Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC— 300 08-01 

Source Selector, Pulse Code Modulated Digital 
Data Acquisition Subsystea Receiving 
Station, Specification for 08/02/1963 
MSFC— SPEC-301 08-01 

Computer Interface Panel, Pulse Code 
Modulated Digital Data Acquisition 
Subsystea Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC— 302 08-01 

Data Control Panel Asseably, Pulse Code 
Modulated Digital Data Acquisition 
Subsystea Receiving Station, Specification 
for 08/14/1^63 

MSFC— SPEC— 303 08-01 

Digital Signal Synchronizer, Pulse Code 
Modulated Digital Data Acquisition 
Subsystea Receiving Station, Specification 
for 01/05/1965 

MSFC— SPEC-304 A 08-01 

Receiver and Demodulator Panel Asseably, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 03/25/1965 

MSFC— SPEC-305A 08-01 

Power Supply, Pulse Code Modulated Digital 
Data Acquisition Subsystea Receiving 
Station, Specification for 08/15/1963 
MSFC— SPEC-306 08-01 

Blower Asseably, Pulse Code Nodulated Digital 
Data Acquisition Subsystea Receiving 
Station, Specification for 09/04/1963 
MSFC— SPEC-307 08-01 

Patch Panel, Pulse Code Modulated Digital 
Data Acquisition Subsystea Receiving 
Station, Specification for 08/15/1963 
MSFC— SPEC-308 08-01 

Digital Gate Rack Asseably, Pulse Code 
Modulated Digital Data Acquisition 
Subsystea Receiving Station, Specification 
for 08/15/1963 

MSFC— SPEC-309 08-01 

Teleaetry Receiving Station, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem, Specification for 09/20/1963 
NSFC-SPEC-313 08-01 

Converter, Analog-to-Digltal , Subassembly, 

Vehlc leborne. Pulse Code Modulated Digital 
Data Acquisition Systea, Specification for 
05/15/1964 

MSFC-SPEC-323A 08-01 


Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystea, Specification for 
08/15/63, Amendment 2, 11/20/63 

MSFC— SPEC— 324 08-01 

Timer, 40 Second, Component Selection, Time 
and Teaperature Compensating, 06/10/65 
MSFC— PR0C— 453A 08-01 

Performance Specifications- Pulse Code 

Modulation Signal Conditioner and Calibrator 
S— 500— P-0023 

Specification for a Pulse Code Modulation 
Signal Conditioning Console 
S-522— P—0005 

Specification for a Pulse Code Modulation 
Input Console 
S— 522-P-0006 

Specification for a Pulse Code Modulation 
Data Slaulator and Comparator 
S— 522— P-0007 

Specification for Pulse Code Modulation 
Data Handling Equipment 
S-522— P—0014 

Specification for Pulse Code Modulation 
Signal Simulator 
S-530-P-0019 

Pulse Code Modulation-Data Handling 
Equipment- PCM-DHE Data Word Selector 
Interface Specification 
S— 534— P-0001 

Pulse Code Modulation Simulator 
S-534-P-4 

Specification for Manned Space Flight 
Technical Procedure-1 Pulse Code 
Modulation System 
S— 550— P—0001 

Goddard Space Flight Center Specification- 
Pulse Code Modulation Data Decoamun icat ion 
System 
S— 553-P— 0010 

Performance Specification for Pulse Code 
Modulation Teleaetry and Multiplexing 
Equipment 
S— 553— P-0042 

Pulse Code Modulation/National Aeronautics 
Space Adaini strat ion Manned Space Flight 
Network 
S-553-P-17 

Specification for a Low Power Pulse Code 
Modulation Telemeter 
S-621-P-0002 

Specification for a Pulse Code Modulation 
Receiving Station 
S— 621— P—0003 

Nimbus B Pulse Code Modulation Telemetry 
Subsystea 
S-653-P-6 
Time Code Reader 
S-731-P-35 
Slow Code Scanner 
S— 731— P—36 

Specifications for Pulse Code Modulation 
Simulator /PR 14369-1/ 

Radio Frequency Asseably, Pulse Code 

Modulated, Model CT-19B, Specification for, 
07/15/64, E0-1, 04/07/65, EO-2, 05/17/65, 

EO— 3, 07/15/65, EO-4, 07/24/65, EO-5, 

01/05/66, EO-6, 07/06/66 

50M60029A 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 

Checkout Procedure for, 6/16/64 
50M60031A 

Digital Data Acquisition Subsystea, Pulse 
Code Modulated, Assembly, Model 301, 
Specification for, 09/14/64, EO-1, 12/04/64, 

EO-2, 12/10/64, EO-3, 07/15/65, EO-4, 

11/22/65, EO-5, 01/05/66, E0-6, 01/14/66, 

50M60067 08-01 

Color Code for Zone Boxes and Thermocouple 
Leads and Extensions, Standard for 
04/07/1964 

50M60145 08-01 

Regulator, Precision Voltage, Asseably Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystea, Specification for, 
10/06/64, EO-1, 07/20/65, EO-2, 01/05/66, 

EO-3, 05/18/66 

50M60209 08-01 


05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 


05-01 

05-01 

05-01 i 

05-01 

05-01 

05-01 

05-01 

05-01 

10-03 


08-01 

08-01 
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Signal Conditioner* Pulse Code Nodulated* 

Specification for, 06/14/65, EO-1, 10/05/65, 

EO-2, 12/02/65, EQ-3, 07/06/66 

50M60231 08-01 

Power Supply, 300 Mi 1 1 i amperes, 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 
50M60246 08 _ 01 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Nodulated Digital Data 
Acquisition System Receiving Station, 
Specification for 06/11/1965 

50M60247 08-01 

Pulse Code Modulated Digital Synchronizer, 
Specification for, 11/26/65 

50N60250 oa -01 

Radio Frequency Telemetry Assemblies, Pulse 
Code Modulated, Specification for, 

11/17/66 

50M60263A 08-01 

Signal Adapter, Pulse Code Modulated, 

Specification for, 8/08/66 

50M60313 08-01 

Radio Frequency Assembly, Model III, 

Telemetry, Pulse Code Modulated, Ultra 
High Frequency, Specification for, 9/09/66 
50M60320 

CODING 08 01 

Identifying and Color Coding Compressed-Gas 
Cylinders, 10/07/66 

KSC— STD— S— 0002 10—01 

Standard Format for Coding of Component Test 
Data, 2/01/65 

ZPP— 20 9 0-GEN- A 11-01 

Standard Format for Coding of Resistor Test 
Data, 1/24/64 

ZPP— 2092-GEN u _ 01 

Standard Format for Coding by Manufacturer of 
Electronic Component Data, 9/08/64 
ZPP— 2 093-GEN- A n _ 01 

Wiring, Electrical Ground Support Equipment, 
Identification Marking and Color Coding, 

Standard for 09/02/1964 

40M00220 08 _ 01 

Coding Electrical Support Equipment Power 
Supply Buses, Standard for, 7/14/66 
40M00376A ' 08 _ 01 

COIN 08 01 

Gold, Coin /Gold 90-Copper 10/, Wire, Strip, 

Sheet, and Rod, Specification for, 10/21/63, 

EO-1 01/08/64 

10M01754 * 08 _ 01 

Silver, Coin /Silver 90-Copper 10/, Sheet, 

Strip, Rod, and Tubing, Specification for 
12/18/1963 

10M01761 01 

COLD 08 01 

Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1, 

10/04/66, QPL-389— 2, 01/28/66 

MSFC-SPEC-389 08 _ 01 

COLLECTION 08 01 

Data Collection and Recording System for the 
Launch Phase Simulator 

S — 325— P—4 05—01 

Data Collection and Recording System for the 
Launch Phase Simulator 

S— 525— P—4 OS— ot 

COLLIMATION 05 01 

Collimation System Specifications for 40-Foot 
Data Acquisition Antenna System 
S— 500— P—0008 05-01 

Functional Specification for Collimation Tower 
Equipment 

S— 525— P—0024 05-01 

Functional Specification for Collimation Tower 
Equipment for 30-Foot Dishes 

S— 525— P—0029 05 _ 01 

Performance Specification- 235 Megacycle 
Collimation Transmitter 

S— 531-P-8 05-01 

Specification for Construction of S-Band 
Collimation Tower Site at the National 
Aeronautics and Space Administration, Ulaska 
Data Acquisition Facility, Fairbanks, 

Alaska 

S— 532— P—11 05 _ 01 


Performance Specification on Collimation Tower 
S— 553— P—0014 05—01 

COLOR 

Identifying and Color Coding Compressed— Gas 
Cylinders, 10/07/66 

KSC— STD— S— 0002 10-01 

Color Code for Piping Systems. /Interim/, 

11/27/64 

KSC— STD— 5 10-01 

Wiring, Electrical Ground Support Equipment, 
Identification Marking and Color Coding, 

Standard for 09/02/1964 

40M00220 08-01 

Color Code for Zone Boxes and Thermocouple 
Leads and Extensions, Standard for 
04/07/1964 

50M60145 08-01 

Colors, Indicator Light and Switchlight, 

01/18/62 

30605— STD— A 11-01 

COMB 

Specification for a Universal Comb-Filter 
Processing for Pulse Frequency Modulation 
Telemetry Signals 

S— 522— P—0 011 05-01 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 
S— 522— P-0012 05-01 

COMBINER 

Functional Requirements for Phase Lock 
Demodulator-Combiner 

S— 500— P—0020 05-01 

Tracking Combiner Performance Specifications 

S~ 500— P—0101 05—01 

Tracking Combiner Performance Specifications 

S— 523— P-0101 05-01 

Pre-Detection Diversity Combiner 

S— 553— P—4 05-01 

COMMAND 

Digital Test Command UP-LINK Digital Decoder 

ESD-106008 09-03 

Digital Test Command System 

ESD— 106021 09-03 

Electrical Prototype Digital Test Command 
System 

ESD— 106045 09—03 

Digital Test Command System /On-Board/ 

ESD— 106092 09-03 

Command Monitor Unit 

ESD-106108 09-03 

Functional Specification for Broad-Band Ground 
Antenna for Satellite Command System 
S— 523— P — 0001 05—01 

Very High Frequency Command Transmitter 
Preliminary Specification 

S-523— P-0401 05-01 

Functional Specification for Satellite Command 
Antenna 

S— 525— P-0001 05-01 

Specification for Disk-On-Rod Command Antenna 
Array 

S-525-P-0018 05-01 

Specification for Range and Range Rate and 
Satellite Tracking Antenna Command Antenna 
Facilities Data Acquisition Facilities 
S— 532— P—0 043 05- 01 

Specification for Satellite Tracking Antenna 
Facilities /Receiver 2 and Command 2/ Ulaska 
Data Acquisition Facility, Gilmore Creek, 

Alaska 

S— 532— P—10 05-01 

Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 
S— 532— P—15 05 _ 01 

Exhibit A, Specification for Transportable 
Dual 500-Wat t/10 Kilowatt Ultra High 
Frequency Command System 

S-553-P-0029 05-01 

Specification for Digital Command System 
Ground Control Network 

S— 553— P—0040 05—01 

Preliminary Specification for a Redundant 
Command Receiver System 

S— 621— P—0004 05-01 

Design Specifications for the Orbiting Solar 
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Qbservatory-D Spacecraft Tone Digital 
Cornua nd Decoder No. 0S0— D-TDDS 

S-623-OSO-OOOl 05-01 

Specifications for the Orbiting Solar 
Observatory-C /S-57/ Spacecraft Tone 
Digital Command Decoder 

S-623-OSD-0002 05-01 

Spacecraft Tracking, Telemetry, and Command 
Subsystea 

S— 625— REL-0140 05-01 

Telenet ry and Command Antenna Group 

S-625-REL— 0141 05-01 

Project Relay Perforaance Requi rements- 
Spacecraft Command Receiver 

S-625-REL-0142 05-01 

Project Relay Performance Requi rements- 
Spacecraft Command Decoder 

S-625-REL-0143 05-01 

Project Relay Performance Requi rements- 
Coamand Control Box 

S-625-REL— 0147 05-01 

Command and Clock Subsystea for Nimbus B 
Spacecraft 

S-653-P-3 05-01 

Medium Capacity IRLS Command and Data Memory 

S-731-P-19 05-01 

Command Clock Subsystem for Nimbus D 
Spacecraft 

S— 731-P-28 05-01 

Goddard Space Flight Center Emergency 
Command Receiver 

S-731-P-29 05-01 

Electrical Load Data-Apollo Coaaand Module 
Stabilization and Control System, 01/31/64 
/64 752C/24/A/ 10-03 

Command Power Divider Assembly, Model 307, 
Specification for, 07/23/65 

50M60043A 08-01 

Antenna, Coaaand, Model 308, Specification 
for, 12/10/65 

50M60046A 08-01 

Antenna Command, Model 309, Specification for, 
03/15/66 

50M60132A 08-01 

Antenna Systems, Command, Models 308 and 309, 
Checkout Procedure for 11/04/1964 
50M60133 08-01 

Decoder, Instrument Unit Command, 

Specification for, 02/09/66 

50M60151A 08-01 

Decoder, Instrument Unit Coaaand, Acceptance 
Test, Procedure for, 7/22/66 

50M60153 08-01 

Command Decoder, Secure Range Safety, 

Qualification Test Procedure, 4/06/66 
50M60155 08-01 

Decoder, Secure Range Safety Comaand, 

Acceptance Test Procedure, 8/04/66 
50M60156 08-01 

Command Decoder, Secure Range Safety, Bench 
Checkout, Procedure for, 09/21/65, EO-1, 
03/17/66, EQ— 2, 04/13/66 

50M60157A 08-01 

Command Decoder, Secure Range Safety, 

Specification for, 09/16/65, EO-1, 03/14/66 

5OM6O150B 08-01 

Command System, Secure Range Safety, 

Specification for, 03/04/1965 

50M60160 08-01 

Command Receiver MCR503, Bench Checkout, 

Procedure for, 12/02/65, EO-1, 03/17/66, 

EO-2, 04/13/66, EO-3, 08/18/66, EO-4, 

12 / 02/66 

50M60161C 08-01 

Command System, Secure Range Safety, Bench 
Checkout Procedure for, 12/21/65, EO-1, 

03/16/66 

50M60162B 08-01 

Command Receiver, MCR 503 Acceptance Test, 
Procedure for, 12/05/66 

50M60164 08-01 

Command Receiver, MCR503, Specification for, 
09/27/65, EO-1, 03/14/66, EO-2, 04/13/66, 

EO-3, 07/27/66 

50M60165B 08-01 

Command Receiver, MCR 503, Qualification Test 
Procedure, 4/22/66, E0-1, 7/27/66 

50M60166 08-01 

Divider, Comaand, Power, Model 310, 


Specification for, 03/10/66 

50M60260B 08-01 

Antenna, Command, Model 313, Specification for, 
3/14/66 

50M60280A 08-01 

Coupler, Command Directional, Model 314, 
Specification for, 03/14/66 

50M60282B 08-01 

Command Power Divider, Model 312, 

Specification for, 3/14/66 

50M60285B 08-01 

Amplifier, Power, Command and Communication, 

S-Band, Specification for, 1/19/66 
50M60287 08-01 

Coaaand Antenna, Model 311, 12/15/65 

50M60302 08-01 

Antenna, Directional, Command and Communication 
System, Model 609, Specification for, 

7/15/66 

50M60356 08-01 

Ring, Hybrid, Command and Communication 
System, Model 608, Specification for, 

5/06/66 

50M60385 08-01 

Antenna, Receive, Comaand and Communication 
System, Model 610, Specification for, 

6 / 10/66 

50M60389 08-01 

COMMERCIAL 

Commercial Equipment Specification for A 
Versatile Leak Detector, 12/08/65 
ERC/F— C-10001 12-01 

Commercial Equipment for Use In Ground 
Support Equipment, Guidance and Control 
Systems, 10/16/63, Amendment 1-A, 9/09/64 

GMO— 30614— GEN- A 11-01 

COMMUNICATION 

Digital Communication and Control Unit 

ESD— 106027 09-03 

Prototype Communications Unit Executor and 
Selection to Activate Random Testing 
Modules 

ESD— 106042 09-03 

Communications Unit Executor Selection to 
Activate Random Testing Modules 

ESD-106091 09-03 

Astronaut Communications Panel 

ESD— 1061 12 09-03 

Spare and Replaceable Parts Provisioning 
Document for National Aeronautics Space 
Administration Communications Division 
GSFC-57 1-65—01 05-01 

Performance Specification for Space 

Communications Feed System for 85-Foot 
Diameter Parabolic Antenna 

S— 525-P-0013 05-01 

Performance Specification for Communications 
Satellite Feed System for 85-Foot Diameter 
Parabolic Antenna 

S-525-P-0015 05-01 

Specifications for Communications Receiver 

S— 530-P— 0018 05-01 

Applications Technology Satellite Specification 
for Communication Frequency Modulation and 
Phase Modulation Receiver 

S— 620— ATS— 0006 05-01 

Applications Technology Satellite Experimental 
Communications System Description and 
Requirements 

S— 620 -ATS— 0012 05-01 

Communications and Antennas Subsystem Design 
Specification for Orbiting Astronomical 
Observatory 

S-623-OAO— 0345— 5 05-01 

Project Relay Performance Requirements- 
Wideband Communications Subsystem 
S— 625— RE L— 0130 05-01 

Specification for Operational Inter 

Communication System End Instrument Cable 

10-03 

Amplifier, Power, Command and Communication, 
S-Band, Specification for, 1/19/66 
50M60287 08-01 

Antenna, Directional, Command and Communication 
System, Model 609, Specification for, 

7/15/66 

50M60356 08-01 

Ring, Hybrid, Command and Communication 
System, Model 608, Specification for, 
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5/06/66 

50M60385 08~01 

Antenna , Receive, Command and Communication 
System, Model 610, Specification for, 

6/10/66 

50M60389 08—01 

Space Flight Operations Facility, Operational 
Coaaunicat ions Installation Criteria, 

01/02/63 

30280-GEN 11-01 

COMMUTATOR 

Equipaent Specification-Pulse Aaplitude 

Modulation Conautator Simulator for Saturn 

10-03 

COMPARATOR 

Specification for a Pulse Code Modulation 
Data Simulator and Comparator 

S-522-P— 0007 05-01 

COMPARTMENT 

Design, Fabrication, and Test of Compartment 
Cooling Unit for S-IV-B Instrumentation 
Unit, Project Apollo, 01/03/67 
KSC-SPEC— P-0001 10-01 

Cleaning of Pressurized and Non-Pressuri zed 
Instrument Compartments, Procedure for. 

12/30/65 

10M01445A 08—01 

COMPATIBILITY 

Long Term Compatibility Testing With 
Hydrazine, 2/24/66 

GMZ— 50521— GEN— A 11-01 

Pressure Measurement System for Liquid 

Propellant Compatibility Testing, 4/22/66 
GMZ— 50522-GEN u- Q1 

Testing Compatibility of Materials for Liquid 
Oxygen Systems, 09/16/66 

MSFC-STD-106B 08-01 

Electromagnetic Compatibility, Specification for 
06/01/1964 

MSFC— SPEC— 279 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-106 /Testing Compatibility of 
Materials, for Liquid Oxygen Systems/ 

06/25/1964 

10M01706 Ofl-m 

COMPATIBLE 08 01 

Leak Test Compounds, LOX Compatible, 

Specification for 05/05/1964 

MSFC— SPEC— 384 06—01 

Film, Transparent, Plastic, LOX Compatible, 

Gas and Contamination Barrier, 8/01/66 
MSFC— SPEC-456 08 _ 01 

COMPENSATING 

Timer Assemblies, Selection of Timing and 
Temperature Compensating Resistors, 

Procedure for 11/05/1963 

MSFC— PR0C— 378 08-01 

COMPLETION 1 

Weight Documentation Form Completion, Space 
Vehicle, Procedure for 10/10/1962 
MSFC— PROC— 208A 08—01 

Microfilm Logging Form Completion, MSFC 

Microfilming Program Support, Procedure for 
05/24/1963 

MSFC— PROC— 228A 08-01 

COMPLEX 

Digital Computer Complex for Apollo Checkout 
Equipment, Spacecraft Stations 

ESD-106001 09 _ 03 

Terminal Facility Complex 

ESD-106034 09-03 

Apollo Checkout Equipment, Spacecraft 

Equipment in the Launch Control Center of 
Complex 39 

ESD-106111 09—03 

Purchase Specification for an Ultraviolet 
Flame Detector Launch Complex 34 and 37, 

12 / 01/66 ’ 

KSC— SPEC— H— 002 10—01 

Gas Cleanliness Requirements for Operational 
Gaseous Nitrogen, Helium, and Hydrogen 
Systems at Complex 39, 06/07/66 

KSC— C— 182 10 _ 01 

Technical Specifications for Modification on 
Launch Complexes 34 and 37B for Apollo 
Ingress-Egress System, 05/15/64 
KSC— 34— 37B— 003 10 - 0 1 

Equipment Specification- Telemetry 

Demodulation System for Saturn IB, Complex 


34 10-03 

Environmental Protection when using Electrical 
Equipment within the Areas of Saturn 
Complexes where Hazardous Areas Exist, 

Procedure for, 03/06/61, EO-1 03/20/62 
10M01071 08-01 

Spacecraft Operational Support Equipment, 
Electronic System, Minimum Requirements for 
the Atlantic Missile Range Launch Complex. 
06/03/63 

30768-GEN 11-01 

COMPONENT 

Acceptability Limits for All Selectively 
Etched Aluminum Components, Standard for 
06/30/1958 

ABMA— STD-21 08-01 

Welding, Fusion, Shielded Arc, Missile 

Components, Aluminum and Magnesium Manual 
or Automatic 01/10/1958 

ABMA— PD— W— 45 08-01 

Contamination Control of Flight Hardware 
Spacecraft Control Flight Components, 

2/03/66 

GHU-50387-GEN H-01 

Determining Criticality Numbers for Priority 
I, II and III Components, 05/15/66 
KSC— STD— 122 10-01 

Specification for Sealing of Electrical 
Components and Enclosures, 02/15/65 
KSC-S-126 10—01 

Pneumatic and Hydraulic Mechanical Components 
and Parts, Electrical, 02/01/66 
KSC— STD-131 10-01 

Cleanliness of Components for Use in Oxygen, 

Fuel, and Pneumatic Systems, Specification 
for, 04/16/62, Amendment 4, 07/17/64 

MSFC-SPEC— 164 08-01 

Hydraulic Systems Components and Hydraulic 
Fluids for Space Vehicles, Cleaning, 

Testing, and Handling, Procedure for 
08/18/1965 

MSFC-PR0C-166C 08-01 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MSFC— SPEC-259 A 08-01 

Corrosion Preventive Compound, Oil Type, 

Water Displacing Saturn Engines and Related 
Components Preservative, Specification for 
01/15/1963 

MSFC— SPEC— 262 08-01 

Component Lead and Interconnection Materials, 
for Welded Electronic Modules, 10/17/66 
MSFC— SPEC-270B 08-01 

Electronic Parts and Components Protection, 
Handling, and Packaging of 03/09/1965 
MSFC— STD-343/3 08-01 

Rubber stamping of Electrical Equipment and 
Components, 10/24/66 

MSFC— STD-383 A 08-01 

Strength Analysis Requirements for Propulsion 
System Components and Assemblies, 9/21/66 
MSFC— STD-460 08-01 

Inspection System Provisions for Suppliers of 
Space Materials, Parts, Components, and 
Services, 04/62 

NPC 200-3 00-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Atlas-Agena, 

Thor-Agena, or Thrust-Augmented Thor-Agena 
Launch Vehicles 

S-320-A-1 05-01 

Environmental Qualification and Acceptance Test 
Specification- Component Testing 
S— 320— ATS-0102 05-01 

General Environmental Test Specification for 
Spacecraft and Components- Launch 
Environments Dictated by Delta Space 
Vehicle-3C and Thor-Augmented 
Launch VeMcles /Alleghaney Ballistics 
S-320-D-1 05-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Improved Delta 
Launch Vehicle /Delta Space Vehicie-3F, 

3G, and 3H/ 
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S-320-D-2 05-01 

Environmental Design Qualification Test- 
Components and Experiments* Study of 
Enhanced Radiation Belt S— 3B and S— 3C 
S-320-EP-0101 05-01 

Environmental Acceptance Test- Components and 
Experiments* Study of Enhanced Radiation 
Belt S-3B and S-3C 

S-320— EP-0201 05-01 

Environmental Test Specification- Components* 

S— 74 Interplanetary Monitoring Platform 
S-320-IMP-0901 05-01 

Interplanetary Monitoring Platform 
Environmental Test Specification for 
Components 

S— 320-IMP-l 05-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Scout FW-4 and 
Scout X— 258 Launch Vehicles 

S-320-S-1 05-01 

Environmental Design Qualification Test- 

Components and Experiments* United Kingdom 
/2/S-52 

S-320 -UK-0101 05-01 

Environmental Acceptance Test- Components and 
Experiments* United K i ngdom— 2/S-52 
S— 320 -UK-0201 05-01 

Environmental Design Qualification and 
Acceptance Tests- Components and 
Experiments* Distance Measuring Equipment 
Antenna 

S— 324-DME-A— 1 05-01 

Acoustic Transponders - A Component of the 
Sonar Beacon Reference System 

S-512-P-2 05-01 

Specification for Modifications to Switchgear* 
Electrical Components and New Diesel 
Generator Sets* Data Acquisition Facility* 
Santiago, Chile 

S-532-P-0038 05-01 

Spacecraft Electronic Components Transistors 
/HI-REL/, 2/04/64 

ZP H-2 05 1-GEN- B 11-01 

Spacecraft Electronic Components Capacitors* 

Fixed /HI-REL/* 2/26/65 

ZPH-224 4-GEN 11-01 

Spacecraft Electronic Components, 

Semiconductors* Diodes /High Reliability/* 
1/31/66 

ZP H-2 24 6-GEN -B 11-01 

Spacecraft Electronic Components Relays 
/HI-REL/, 8/31/65 

ZPH-2247-GEN— A 11-01 

Spacecraft Electronic Components* 

Transistors /High Reliability/* 2/25/65 
ZP H-2 2 5 1-GEN— A 11-01 

Spacecraft Electronic Components Four-Layer 
Semiconductor Devices /HI-REL/* 1/25/66 
ZPH-2252-GEN 11-01 

Spacecraft Electronic Components Switches 
/HI-REL/, 11/30/65 

ZPH-2253-GEN 11-01 

Jet Propulsion Laboratory Reliability Control 
Program for Spacecraft Electronic and 
Electromechanical Component Parts* 9/24/64 
ZP P-2 00 0-GEN— A 11-01 

Jet Propulsion Laboratory Contractor 

Reliability Control Program for Spacecraft 
Electronic and Electromechanical Component 
Parts* 7/29/64 

ZPP-200 1-GEN 11-01 

Requirements for Controls in Manufacturing of 
Spacecraft Electronic for Electromechanical 
Component Parts* 11/15/65 

ZPP— 2002-GEN-B 11-01 

Handling of HI-REL, Preferred, or Screened 
Electronic Component Parts, 8/23/63 
ZPP— 2021-GEN 11-01 

Computation and Submittal of Component Test 
Statistics, 2/03/65 

ZPP-2040-GEN-D 11-01 

Spacecraft Flight and Ground Support 

Equipment* Requirements for Electronic 
Components* 2/05/64 

ZPP-2070-GEN-C 11-01 

Standard Format for Coding of Component Test 
Data, 2/01/65 

ZPP— 2 090-GEN- A 11-01 


Standard Format for Coding by Manufacturer of 
Electronic Component Data, 9/08/64 
ZPP— 2 093-GEN-A 11-01 

General Specification Standard Punched Card 
Format for Component Test Data, 11/30/66 
ZPP— 2094-GEN— A 11-01 

Preparation and Submittal of Final Test Report 
on Component Part Test Programs, 1/08/64 
ZPP— 2098-GEN 11-01 

Heat Sterilization Test Program for 

Electronic Component Parts, 11/04/66 
ZPP-2100-GEN-A 11-01 

Sterilization Test Program Packaging of 
Sterilized Component Parts, 9/02/65 
ZPP-2117-GEN 11-01 

Sterilization Test Program Investigation* 

Ethylene Oxide Effects On Component Parts 
/Phase III/, 12/01/6© 

ZPP— 21 18-GEN— A 11-01 

Sterilization Test Program Screening Test 
Development Task I Component Part Design 
Appraisal* 10/28/66 

ZPP— 2125-GEN 11-01 

Heat sterilization - Temperature Gradient 
Test Program for Electronic Component 
Parts, 7/26/65 

ZPP— 2126-GEN 11-01 

High Impact Shock Test Program for Electronic 
Component Parts, 7/12/66 

ZPP— 2 128-GEN 11-01 

Spacecraft Electronic Components Transformers 
and Inductors Audio* Power, and High Power 
Pulse, 8/19/65 

ZPP-2737-GEN 11-01 

Spacecraft Electronic Components Transformers 
and Inductors Radio Frequency* Intermediate 
Frequency* and Low Power Pulse, 8/10/65 
ZPP— 2738-GEN 11-01 

Spacecraft Electronic Components Capacitors, 

Fixed, 9/19/66 

ZPP-2744— GEN— A 11-01 

Spacecraft Electronic Components, 

Semiconductor Diodes* 1/11/66 

ZPP-2746-GEN-B 11-01 

Spacecraft Electronic Components Relays* 

8/31/65 

ZPP— 2 74 7 -GEN- A 11-01 

Spacecraft Electronic Components Fixed 
Resistors, 12/01/65 

ZP P-274 8-GEN-B 11-01 

Spacecraft Electronic Components Transistors, 
2/23/65 

ZPP— 2751— GEN 11-01 

Spacecraft Electronic Components Semiconductor 
Devices Four Layer* 1/11/66 

ZPP— 2752-GEN- A 11-01 

Spacecraft Electronic Components Switches, 

2/15/66 

ZPP— 2753-GEN 11-01 

Methods of Treatment for Hydrogen Peroxide 
Components* 08/10/61 

05-4 04-01 

Acceptance Standards for Hydrogen Peroxide 
Conditioning of Components and Parts, 

02/01/62 

05-5 04-01 

Adhesive, Silicone Rubber, Two-Component, 

Low-t o-Moderate Temperature Resistant, 
Room-Temperature Vulcanizing, General 
Purpose, 01/16/62, ED-1 08/03/62 

10M01587 08-01 

Adhesive, Silicone Rubber, One-Component, 
Moderate-to-High Temperature Resistant, 

Room Temperature Vulcanizing, General 
Purpose, 01/16/62, ED-1 08/03/62 

10M01588 08-01 

Silicone Rubber, Insulating Material, 
Two-Component, Thermal Curing, General 
Purpose, 01/31/62, E0-1 08/16/62, EO-2 

10/10/62 

10M01596 08-01 

Packaging, Electronic Components, Standard for 
11/20/1963 

10M01622A 08-01 

Cover Sheet to Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
In Oxygen, Fuel, and Pneumatic Systems/ 
08/27/1963 

10M01672A 08-01 
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Cover Sheet for Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 
06/25/1964 

10M01702 08-01 

Wiring, Electrical Components, Standard for 
04/01/64, E0-1 06/09/64 

40N00200 08-01 

Lead Material, Weldable, for Interconnection 
and Component Parts, Specification for, 

3/17/66 

50M60363 08-01 

Space Flight Operations Facility, General 
Requirements for Electronic Components, 

03/27/63 

30765-GEN 11-01 

Environmental Protection of Vehicle and Support 
Equipment Components and Assemblies, 
Specification for 07/01/1960 

10419900 08-01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 
Specification for, 06/26/62, E0-1 07/02/63, 

EO-3 04/03/64 

10419906B 08-01 

Packaging and Packing of Parts /Repair Parts 
and Components for Space Vehicles/, 

Specification for 05/16/1960 

10509302 08-01 

COMPOSITE 

Ground Composite Signal Mixer and Separator 

ESD— 106105 09-03 

COMPOSITION 

Resistors, Composition Carbon /Styles 
KRC07/2 0/32/42/, 03/10/66 

KSC-R-148 10-01 

Resistor, Fixed, Composition /Insulated/, 

Style RC07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-11/, 4/07/66 

50M60337 08-01 

Resistors, Fixed, Composition /Insulated/, 

Style RL07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-22684/, 4/07/66 

50M60358 08-01 

Resistor, Fixed, Composition /Insulated/, Type 
CBD2265 through CBD10065 with Weldable 
Leads, Specification for, 10/13/66 
50M60380 08-01 

COMPOUND 

Coating Compounds, Ceramic Enamel and Gold, 
Preparation and Application, Specification 
for 04/05/1963 


MSFC— SPEC— 1 1 1 08-01 

Coating Compound, MSFC-X-258, Preparation 
and Application of. Specification for 
05/19/1961 

MSFC— SPEC— 142 08-01 

Potting and Molding Cable Assemblies, Using 
Elastomeric Compounds, 09/13/65 
MSFC— PR0C-186C 08-01 

Compound, Potting and Molding, Elastomeric, 
12/11/1964, QPL-202— 4 02/09/1966 

MSFC-SPEC— 202A 08-01 

Subliming Coating Compounds, Preparation and 
Application of. Specification for 06/12/1964 
MSFC-SPEC— 203A 08-01 

Corrosion Preventive Compound, Oil Type, 


Water Displacing Saturn Engines and Related 
Components Preservative, Specification for 


01/15/1963 

MSFC— SPEC— 262 08-01 

Compounds, Potting and Encapsulating, 

Silicone, 09/13/65, QPL-379-1, 11/26/65 

MSFC-SPEC— 379A 08-01 

Leak Test Compounds, LOX Compatible, 

Specification for 05/05/1964 

MSFC— SPEC-384 08-01 

Compound, Printed Circuit Board, Conformal 
Coating, Elastomeric, 04/19/65, QPL-393-1, 
04/19/65, Amendment 1, 02/17/66 

MSFC-SPEC— 393 A 08-01 

Heat Sink, Connection Compound, Specification 
for 11/15/1963 

50M60033 08-01 

COMPRESSED 

Identifying and Color Coding Compressed-Gas 


Cylinders, 10/07/66 

KSC-STD— S-0002 10-01 

Carbon Tetrachloride, Scrubber Method for 
Analysis of Condensible Hydrocarbon 
Contamination in Compressed Gases, 

Procedure for, 01/16/63, Amendment 1, 

05/23/63 

MSFC— PRQC-245 08-01 

COMPUTATION 

Computation and Submittal of Component Test 
Statistics, 2/03/65 

ZPP— 2040-GEN-D 11-01 

COMPUTER 

Digital Computer Complex for Apollo Checkout 
Equipment, Spacecraft Stations 
ESD— 106001 

Tape Recorder/Computer Time Decoder and 
Search Unit 
ESD— 106002 

Decommutator/Computer Interface Unit 
ESD-106010 

High Speed Digital Computer /Interim/ 

ESD— 106025 

Decommutator Computer Interface 
ESD— 106028 

Programmed Apollo Checkout Equipment, 

Spacecraft Programmed Apollo Checkout 
Equipment, Launch Vehicle Computer Interface 


ESD— 106038 09-03 

High Speed Digital Computer /Data 
Processing/ 

ESD-1 06087 09-03 

Countdown Generator/Computer Interface Unit 

ESD— 106089 09-03 

North American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Computer 
Room 1 and 2 

ESD— 106096 09-03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Computer Room 
ESD-106097 09-03 

Computer Room Layout and Rack Elevation for 
Houston Space Environmental Facility 
ESD-106101 09-03 

Computer Room Layout and Rack Elevation for 
Grumman Aircraft Engineering Corporation 
ESD— 106103 09-03 


Computer Interface Panel, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 
MSFC-SPEC— 302 

Specification for a Computer Format Control 
Buffer with Time Decoder 
S-522— P—0010 

Specification for a Computer/Controller 
Subsystem of an Optical Tracking System 
S-524-P— 2 

Magnetic Computer Tape /800 bpi/ 

S-533-P-10 

Specification for Remote Site Computers 
S-553-P-0032 

Nimbus Panel Number 6 and Horizon Attitude 
Computer 
S-650— NI-0012 

Specification for the Nimbus C Data System- 
Addendum C, On-Pass Computer Processing 
of A-Stored Data 
S— 650— NI— 0025 

Procurement Specification for Computer 

Interface System, 11/14/63 /PR 12025-1/ 

Digital Data Acquisition Subsystem/ Computer 
Interface Unit, Model 501, Specification 
for, 3/04/66, EO-2, 5/06/66, EO-3, 5/25/66, 

EO-4, 7/05/66 

50M60273A 

Computer Interface Panel Assembly, 

Specification for, 11/23/65 
50M60294 

Computer, Propellant Utilization, 

Specification for, 12/05/60, EO-1 
10419916 
CONCEPT 


08-01 


08-01 

10/23/60 

08-01 


08-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

10-03 


09-03 

09-03 

09-03 

09-03 

09-03 
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S— 623-QS0-0003 05-01 
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Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondi ss ipat 1 ve Regulator-Converters 
S— 630— P—0136 05-01 

CONDENSIBLE 

Carbon Tetrachloride, Scrubber Method for 
Analysis of Condensible Hydrocarbon 
Contamination in Compressed Gases, 

Procedure for, 01/16/63, Amendment 1, 

05/23/63 

HSFC-PRQC-245 08-01 

CONDITION 

Specifications for Environmental Conditions 
/Revision 1/ 

S— 500— P-0200 05-01 

Environmental Conditions , 

S— 531— P—5 05-01 

CONDITIONER 

Performance Specifications- Pulse Code 

Modulation Signal Conditioner and Calibrator 
S-500-P-0023 05-01 

Specification for a Bit Synchronizer and Signal 
Condi t loner 

S— 522-P-0013 05-01 

Signal Conditioner, Pulse Code Modulated, 

Specification for, 06/14/65, EO-1, 10/05/65, 

ED-2, 12/02/65, EO-3, 07/06/66 

50M60231 08-01 

CONDITIONING 

Specification for a Pulse Code Modulation 
Signal Conditioning Console 

S-522— P-0005 05-01 

Specification for Astrodome-Type Shelter 
/with Air Conditioning/ for Optical 
Tracking Instruments, 07/23/64 

10-03 


Acceptance Standards for Hydrogen Peroxide 
Conditioning of Components and Parts, 

02/01/62 

05-5 04-01 

CONDUCTOR 

Connectors, Flat Conductor, Flexible 
Electrical Cable, 05/05/66 

MSFC— SPEC-219A 08-01 

Cable, Flat Conductor, Flexible, Electrical, 
Copper, 01/26/66 

MSFC-SPEC-220B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/1B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American WlrA Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/2B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/3B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/4B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/5B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/6B 08-01 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC-332/7B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/8B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/9B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/10B 08-01 

Cable, Electrical, 10 Conductor, Single 


Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC-332/11B 

Cable, Electrical, 18 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC— SPEC-332/ 12B 

Cable, Electrical, 19 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/13B 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 16 and 20, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/14B 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/15B 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC-332/16B 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC-332/17B 

Cable, Electrical, 61 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/18B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/19B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/20B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/21B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/22B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4/0, 
Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC— SPEC-332/23B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/24B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 1/0, 
Butyl Rubber Insulated Specification for, 
08/30/66 

MSFC-SPEC— 332/25B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4, 

Butyl Rubber Insulated Specification for, 
08/30/66 

MSFC-SPEC-332/26B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 6, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/27B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/28B 

Cable, Electrical, 5 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/29B 

Cable, Electrical, 6 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/30B 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 
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Cable, Electrical, 7 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 


MSFC— SPEC— 332/48B 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

08-01 

MSFC-SPEC-332/31B 

08-01 

Specification for, 08/30/66 


Cable, Electrical, 7 Conductor, I Unshielded, 
3 Pair Twisted and Shielded, American Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 


MSFC-SPEC— 332/49B 

Cable, Electrical, 60 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 

08-01 

MSFC— SPEC— 332/32B 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

08-01 

MSFC-SPEC-332/50B 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 16, Polyethylene Insulated, 
Specification for, 08/30/66 

08-01 

HSFC— SPEC-332/33B 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 

08-01 

MSFC— SPEC— 332/5 IB 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 

08-01 

Polyethylene Insulated, Specification for, 
08/30/66 


Shielded, and 3 Triple Twisted and Shielded, 
American Wire Gauge Size 18, Polyethylene 

MSFC— SPEC— 332/34B 

08-01 

Insulated, Specification for, 08/30/66 


Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for, 
08/30/66 


MSFC-SPEC— 332/52B 

Cable, Electrical, 60 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 18, Polyethylene Insulated, 

08-01 

MSFC-SPEC-332/35B 

08-01 

Specification for, 08/30/66 


Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for, 
08/30/66 


MSFC— SPEC— 332/53B 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Overall Shielded, 
American Wire Gauge Size 14, Polyethylene 

08-01 

MSFC— SPEC-332/36B 

08-01 

Insulated, Specification for, 08/30/66 


Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 
American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 


MSFC— SPEC— 332/57B 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 
American Wire Gauge Size 14, Polyethylene 

08-01 

MSFC-SPEC-332/37B 

08-01 

Insulated Specification for, 08/30/66 


Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


MSFC-SPEC— 332/58B 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 14, 

08-01 

MSFC-SPEC-332/38B 

Cable, Electrical, 19 Conductor, Single 

08-01 

Polyethylene Insulated, Specification for, 
08/30/66 


Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 


MSFC— SPEC-332/59B 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 

08-01 

MSFC— SPEC— 332/39B 

Cable, Electrical, 30 Conductor, Single 

08-01 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 06/30/66 


Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 


MSFC-SPEC— 332/60B 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

08-01 

MSFC-SPEC— 332/40B 

08-01 

Specification for, 08/30/66 


Cable, Electrical, 37 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


MSFC-SPEC— 332/61B 

Cable, Electrical, 21 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 

08-01 

MSFC-SPEC— 332/4 IB 

Cable, Electrical, 36 Conductor, Single 

08-01 

Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 


Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 


MSFC-SPEC-332/63B 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 

08-01 

MSFC— SPEC-332/42B 

Cable, Electrical, 37 Conductor, Unshielded, 

08-01 

Size 1/0, Butyl Rubber Insulated, 
Specification for, 08/30/66 


American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 


MSFC-SPEC— 332/64B 

Cable, Electrical, 5 Conductor, Overall 

08-01 

MSFC-SPEC— 332/43B 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, American 

08-01 

Shielded, American Wire Gauge Size 12, 
Polyethylene Insulated, Specification for, 
08/30/66 


Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


MSFC-SPEC-332/65B 

Cable, Electrical, 8 Conductor, Unshielded, 

08-01 

MSFC-SPEC— 332/44B 

Cable, Electrical, 45 Conductor, 15 Triple 

08-01 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 


MSFC-SPEC— 332/66B 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 

08-01 

MSFC-SPEC-332/45B 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 

08-01 

MSFC-SPEC— 332/67B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for 08/30/66 

08-01 

Unshielded, American Wire Gauge Size 8, 12 
and 18, Polyethylene and Butyl Rubber 

* 

MSFC-SPEC-332/68B 

Cable, Electrical, 54 Conductor, Unshielded, 

08-01 

MSFC— SPEC-332/46B 

Cable, Electrical, 47 Conductor, Overall 

08-01 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for 08/30/66 


Shielded Double Braid, American Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 
08/30/66 


MSFC-SPEC-332/69B 

Cable, Electrical, 6 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 

08-01 

MSFC— SPEC-332/47B 

08-01 

08/30/66 


Cable, Electrical, 60 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


MSFC-SPEC— 332/70B 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 

08-01 
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Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC-332/95A 

Cable, Electrical, 10 Conductor, 2 Pair 

08-01 

MSFC— SPEC— 332/7 IB 

Cable, Electrical, 15 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 

08-01 

Twisted and Shielded and 6 Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 


Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC-332/96A 

Cable, Electrical, 10 Conductor, Unshielded, 

08-01 

MSFC— SPEC-332/72B 

Cable, Electrical, 13 Conductor, Overall 

r* 

0 

1 

00 

o 

American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 


Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC— SPEC— 332/97A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 

08-01 

MSFC-SPEC-332/73B 

Cable, Electrical, 13 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 

08-01 

Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 


Insulated, Specification for 08/30/66 


MSFC-SPEC-332/98A 

08-01 

HSFC-SPEC-332/74B 

Cable, Electrical, 18 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC-332/75B 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

08-01 

MSFC-SPEC-332/99A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 

08-01 

MSFC-SPEC-332/77B 

08-01 

08/30/66 


Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 


MSFC-SPEC-332/100 A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 

08-01 

MSFC— SPEC-332/79B 

Cable, Electrical, 7 Conductor, Overall 

08-01 

Polyethylene Insulated, Specification for 
08/30/66 


Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC-332/101A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 

08-01 

MSFC-SPEC-332/80B 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 

08-01 

Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 


Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC-332/102A 

Cable, Electrical, 48 Conductor, 12 Quad 

08-01 

MSFC-SPEC-332/81B 

Cable, Electrical, 20 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 

08-01 

Twisted Shielded Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


08/30/66 


MSFC-SPEC— 332/103A 

08-01 

MSFC-SPEC-332/83B 

Cable, Electrical, 32 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 

08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 


MSFC-SPEC-332/84B 

08-01 

08/30/66 


Cable, Electrical, 2 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC-S PEC-332/ 104 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 

08-01 

MSFC-SPEC-332/87B 

Cable, Electrical, 3 Conductor, Overall 

08-01 

Polyethylene Insulated, Specification for 
08/30/66 


Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC— SPEC-332/ 105 A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 

08-01 

MSFC— SPEC-332/88B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 

08-01 

Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 


Insulated, Specification for 08/30/66 


MSFC- SPEC-332/1 06 A 

08-01 

MSFC-SPEC-332/89B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 1/0, Butyl Rubber 
Insulated, Specification for 08/30/66 

08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 


MSFC-SPEC-332/90B 

08-01 

08/30/66 


Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 


MSFC-SPEC— 332/ 107 A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 

08-01 

MSFC-SPEC-332/91B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 

08-01 

Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 


Insulated, Specification for 08/30/66 


MSFC-SPEC-332/1 08A 

08-01 

MSFC-SPEC-332/92B 

Cable, Electrical, 6 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 

08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 


MSFC-SPEC-332/93B 

08-01 

08/30/66 


Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 


MSFC— SPEC-332/ 109 A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 

08-01 

MSFC-SPEC-332/94B 

Cable, Electrical, 37 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 

08-01 

Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 


Size 16, Polyethylene Insulated, 
Specification for, 08/30/66 


MSFC-SPEC-332/1 10 A 

Cable, Electrical, 30 Conductor, Single 

08-01 
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Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/111 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/1 12 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/1 13A 08-0 1 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/ 114 A 08-01 

Cable, Electrical, 37 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/1 15 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/ 1 16A 08-01 

Specification for Cable, Multi-Conductor, 

Jacketed /58 Conductor/ 

S— 553— P—0039 05-01 

Specification for 34-Conductor Electrical 
Cable, 02/03/65 /PR 54951-1/ 

CONFIGURATION 10 ~° 3 

Contract End Item Detail Specification /Low 
Frequency Accelerometer/ Perf oriance/Desi gn 
and Product Configuration Requirements, 

11/03/66 

KSC-SPEC-M— 0001 10-01 

Performance/Design and Product Configuration 
Requirements KSC Operations Safety Officer. 
Launch Firing Room Console for Apollo 
Launch Support Systems, 09/13/65 
KSC— CP— 22309 10-01 

Vehicle Configuration System, Data 

Requirements for, Marshall Space Flight 
Center, Data Center, 12/22/65, Notice 1, 
12/13/66 

MSFC-STD-417A 08-01 

Configuration Management Accounting Reports, 
Preparation of, 10/01/65 

MSFC— PROC-459 08-01 

Input for Configuration Management Accounting 
and Reporting System, Preparation of, 

12 / 01/66 

MSFC— PROC-485 08-01 

Potting and Molding Configuration, Connectors 
09/05/1962 

10M01615B 0 8-01 

CONFORMAL 

Conformal Coating of Electronic and Electrical 
Assemblies, Procedure for 

ARC— PROC— 1 02A 02—01 

Coating, Conformal /Polyurethane/, Printed 
Circuit Assemblies, Procedure for, 11/30/66 
KSC— SPEC-E— 0001 10 -oi 

Coatings, Conformal, Protective, Environmental 
for Printed Circuit Assemblies, 10/10/66 
KSC-SPEC-Q-0001 10 -01 

Conformal Coating /Epoxy/, Application of. 
Procedure for, 11/05/63, Amendment 2, 

06/30/65 

MSFC— PR0C-257A 08 -o 1 

Coating Conformal /Polyurethane/, Printed 

Circuit Assemblies, Procedure for, 11/15/63, 
Amendment 3, 05/06/65 

MSFC-PR0C-293A 08 _ 01 

Compound, Printed Circuit Board, Conformal 
Coating, Elastomeric, 04/19/65, QPL-393-1, 
04/19/65, A.end.ent 1, 02/17/66 

MSFC— SPEC— 393A 08—01 

CONNECTION 

Ames Research Center School for Reliable 
Electrical Connections Program Plan 
ARC— RQA— 2A 02—01 

Design and Fabrication Requirements for 
Resistance Welded Electrical Connections, 

7/27/66 

GMO-5 0 57 1— GEN H_0i 

Plumbing /Cross Connections/ Engineering 


09-03 


Design Standard. /Interim/, 07/11/66 
KSC— STD— 15 10-01 

Fittings /Pressure Connections/, Flared Tube, 
05/05/65 

KSC— F— 124 10 _ 01 

Specification for Solderless Wrap Process, 
Electrical Connections, 07/06/64 
KSC— W— 151 A 10-01 

Crimping of Electrical Connections Requirements 
for 

MSC— MSFC— JD— 001 

Crimping of Electrical Connections 

MSC— Q— 1 09-03 

Fittings, Flared Tube /Premium Quality/, 

Pressure Connections, Specification for, 
02/10/65, Amendment 5, 09/21/66, QPL-143-1, 

01 / 10/66 

MSFC-SPEC— 143B 08-01 

Soldering of Electrical Connections /High 
Reliability/, Procedure for, 02/15/63, 

Amendment 1, 09/27/63 

MSFC— PROC— 158B 08-01 

Fittings /Pressure Connection/, Flared Tube, 
Specification for, 02/13/62, Amendment 1, 
09/27/65 

MSFC— SPEC— 171 08-01 

Connections, Electrical, Wire Wrapped, 
Specification for 02/09/1965 

MSFC— SPEC— 390 08-01 

Quality Requirements for Hand Soldering of 
Electrical Connections, 06/64 

NPC 200-4 00-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-171 /Fittings, Pressure Connections, 

Flared Tube/ 06/25/1964 

10M01705 08—01 

Hand Soldering of High Reliability Electrical 
Connections, 10/02/63 

12-6 04-01 

Heat Sink, Connection Compound, Specification 
for 11/15/1963 

50M60033 08-01 

CONNECTOR 

System Cabling, Wiring and Connectors 

ESD— 106036 09—03 

Connectors, Receptacles, Electrical, Printed 
Wiring Board, General Purpose, Edge 
Type, 05/01/66 

MSFC-SPEC— 119A 08-01 

Connectors, Flat Conductor, Flexible 
Electrical Cable, 05/05/66 

MSFC-SPEC— 2 19A 08-01 

Qualification Testing, Separable Tube 
Connectors, 04/27/64, Amendment 1, 

03/05/65 

MSFC— STD-362 08-01 

Fittings, Military Connector, Classification of 
Defects, Specification for 02/11/1965 
MSFC— SPEC— 437 08-01 

Characteristics for Connectors, 03/09/64 

/PR 9011-3/ 10 -03 

Characteristics for Magnetic Core Memory, 

01/21/65 /PR 51525-1/ 10-03 

Requirements for Connectors and Cable 
Assemblies /K— EF3-GES— 3/ 

10-03 

Specifications for Rack Connectors, 10/16/64 

/PR 41318-9/ 1.0—03 

Potting and Molding Configuration, Connectors 
09/05/1962 

10M01615B 08-01 

Basic Soldering Requirements Shield 

Terminations, Safety Wiring, and Connectors. 
09/30/63 

12 “ 2 04-01 

Stowage of Electrical Wiring and Connectors. 
09/20/63 

!2“5 04-01 

Connectors, Electrical Feedthrough, 50M10622 
and 50M10623, Specification for 11/12/1963 
50M60006 08—01 

CONSOLE 

Racks, Consoles, Panels, and Distributors, 
Packaging, Marking and Storage of, 12/01/65 
KSC— P—127/2 10-01 

Performance/Design and Product Configuration 
Requirements KSC Operations Safety Officer. 

Launch Firing Room Console for Apollo 
Launch Support Systems, 09/13/65 
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KSC-CP-22309 10-01 

Specification for a Pulse Code Modulation 
Signal Conditioning Console 

S-522-P-0005 05-01 

Specification for a Pulse Code Modulation 
Input Console 

S-522-P-0006 05-01 

General Specification for Central Station 
Control and Display Console 

S-534-P-0002 05-01 

Requirenents for the Installation of Equipment 
in Government Furnished Racks and Consoles 
/K-EF3-GES-2/ 10-03 

Specification for Low-Boy Equipment Console, 

10/27/64 /W3HAP5-1/ 10-03 

CONSTANT 

Minimum Salient Characteristics for Constant 
Input-Output Impedance T-Pad, 03/16/65 
/PR 91226-2/ 10-03 

Regulator, Constant Flow, Reliability Test 
Requireaents 04/01/1961 

10M01048 08-01 

Valve, Flow Regulating Constant, Specification 
for, 09/05/61, EO-5 10/02/62, EO-6 
12/26/62 

10419918A 08-01 

Regulator, Constant Flow, Specification for, 
07/15/61, EO-2, 07/17/61, EO-3, 05/15/62 

10419920A 08-01 

CONSTRUCTION 

Welded Electronic Modules, Design and 
Construction, Standard for 

ARC— STD-201 02-01 

Printed-Wiring Boards /Copper-Clad/ Design, 
Documentation, and Fabrication of, 12/15/65 
MSFC-STD-154A 08-01 

Design Criteria and Construction Standards, 

4/65 

NPC-325-1 00-02 

Specification for Construction Road and 

Antenna Foundation for Satellite Tracking 


Antenna Receiver Data Acquisition Facility, 

East Grand Forks, Minnesota 

S-532-P-0041 05-01 

Construction of Closed Optical Test Pad 

S-532-P-0045 05-01 


Specification for Construction of S-Band 
Coll imat ion Tower Site at the National 
Aeronautics and Space Administration, Ulaska 
Data Acquisition Facility, Fairbanks, 

Alaska 

S-532-P-11 05-01 

Spec if i cat ions for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 
S— 532-P-15 05-01 

Flexible Circuits, Wiring, and Cable, Design, 
Construction, and Inspection of. 

Specification for, 09/15/66 

50M60150A 08-01 


Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/, 

Specification for 

50M60186 08-01 

CONTAINER 

Shipping and Container and Combined Supporting 
Framework and Clean Room Dolly for 
Experiment Optical Systems Containers 
S— 623-0 AO— 0014 05-01 

Environmental Control System for Orbiting 
Astronomical Observatory Transport Trailer 
and Experiment Shipping Container 
S-623-0AO-0018 05-01 

Minimum Salient Characteristics for Plastic 
Magnetic Tape Storage Container, 03/19/65 
/PR 91237-1/ 10-03 

Container, Hypergolic Igniter Type FX H-l 
Rocket Engine, Reliability Test 
Requireaents 05/10/1961 

10M01006 08-01 

Control Valve, Fuel Container Pressurizing, 
Reliability Test Requirement 05/28/1961 
10M01025 08-01 

Pressure Switch, Fuel Container, Reliability 
Test Requirenents 09/12/1961 

10M01036 08-01 


08-01 


Sling, Instrument Unit Container Handling, 
Specification for 02/24/1964 
10H01770 

Container, Special Handling and Protective, 
for Saturn IB and Saturn V Instrument 
Unit, Specification for 02/24/1964 
10MO1774 08-01 

Valve, Vent, Liquid Oxygen Container, 

Specification for, 05/19/60, E0-1, 12/06/60, 

EO-2, 06/29/61, E0-3A, 10/17/62, EO-4, 

10/17/62 

10419910 08-01 

Valve, Fuel, Safety, Containers, Specification 
for, 06/08/60, EO-1 11/29/61 
10419923 08-01 

Containers, Propellant, Specification for 
10/19/1961 

10419925A ° 8 - 01 

Switch, Pressure, Fuel Container, 

Specification for 01/15/1962 

10419936A 08-01 

Valve, Control, Fuel Container Pressurizing, 
Specification for, 04/17/61, EO-2, 01/24/62 

10419972 

CONTAMINATION 

Contamination Control of Flight Hardware 
Spacecraft Control Flight Components, 

2/03/66 
GMU— 50387— GEN 

Definitions for Contamination Programs 
MSC-STD— C-l 

Contamination Control and Environmental 
Protection of Space Launch Vehicles and 
Associated Equipment, Procedure for 
03/29/1963 
MSFC— PROC— 151 

Carbon Tetrachloride, Scrubber Method for 
Analysis of Condensible Hydrocarbon 
Contamination in Compressed Gases, 

Procedure for, 01/16/63, Amendment 1, 

05/23/63 
MSFC-PROC— 245 

Film, Transparent, Plastic, L0X Compatible, 

Gas and Contamination Barrier, 8/01/66 
MSFC-SPEC— 456 
Packaging, Contamination Control, and Storage 
Procedures, 07/15/65 

20-2 04-01 

CONTINUOUS 

Continuous Scanning Meteorological Camera 
Subsystem 

S— 650— P— 0 002 05-01 

CONTRACT 

Contract End Item Detail Specification /Low 
Frequency Accelerometer/ Performance/Design 
and Product Configuration Requirements, 

11 / 03/66 

KSC— SPEC— M— 0001 10-01 

Library Technical Support Services Contract 

S-252-P-1 05-01 


08-01 


11-01 

09-03 


08-01 


08-01 


08-01 


CONTRACTOR 

Requirements for Contractor Preparation of Deep 
Space Instrumentation Facility Periodic, 
Technical, and Final Project Reports, 


9/22/64 
D00-1 024-GEN 

Deep Space Instrumentation Facility 

Documentation Requirements for Contractor 
Furnished Services and Hardware, 2/15/65 
D00-1Q25— GEN 

Data Submittal Documentation, Contractor, 
Preparation of 12/18/1963 
MSFC-STD-263A 

Quality Program Provisions for Space System 
Contractors, 04/62 
NPC 200-2 

Reliability Program Provisions for Space 
System Contractors, 07/63 
NPC 250-1 

Jet Propulsion Laboratory Contractor 

Reliability Control Program for Spacecraft 
Electronic and Electromechanical Component 
Parts, 7/29/64 
ZPP— 2001— GEN 
CONTROL 

Digital Communication and Control Unit 
ESD-106027 

Status Control and Monitor System 
ESD— 106049 


11-01 

11-01 

08-01 

00-01 

00-01 

11-01 

09-03 

09-03 
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CONTROL 


Video Distribution and Tape Transport Control 
Unit 

ESD-106088 09-03 

North American Aviation Programmed Apollo 
Checkout Equipment* Spacecraft Control Room 
ESD-106094 09-03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Control Room 


09-03 


09-03 


09-03 


09-03 


ESD— 106095 

Control Room Layout and Rack Elevation for 
Houston Space Environmental Facility 
ESD— 106100 

Control Room Layout and Rack Elevation for 
Grumman Aircraft Engineering Corporation 
ESD— 106102 

Apollo Checkout Equipment, Spacecraft 

Equipment in the Launch Control Center of 
Complex 39 
ESD— 106111 

Commercial Equipment for Use in Ground 
Support Equipment, Guidance and Control 
Systems, 10/16/63, Amendment 1-A, 9/09/64 

GMO— 30614— GEN— A 11-01 

Quality Control Requirements for Ground 
Support Equipment, 10/06/66 

GMO— 50139— GEN— F 11-01 

Contamination Control of Flight Hardware 
Spacecraft Control Flight Components, 

2/03/66 

GMU— 50387— GEN H-01 

Clean Room Requirements for Attitude Control 
Gas System, 10/07/63 

GMV— 50003-GEN 11-01 

Design of Electrical Control and Monitor 
Equipment and Panels, 11/30/66 

KSC— STD— £—0001 10-01 

Addendum to MIL-I-26600 /Interference Control 
Requirements, Aeronautical Equipment/ 

MSC— ASPO— EMI— 10A 09-01 

Control During Repair, Replacement or 
Maintenance 

MSC— SPEC— C—l 0 09-03 

Synthetic Rubber, Age Control of. Standard for 
12/21/62, Amendment 1, 04/16/65 

MSFC— STD-1 05A 08-01 

Contamination Control and Environmental 
Protection of Space Launch Vehicles and 
Associated Equipment, Procedure for 
03/29/1963 

MSFC— PROC-151 08-01 

Data Control Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/14/1963 

MSFC— SPEC— 303 08-01 

Valves and Control Devices, Handling, 

Protection, and Packaging of 03/09/1965 
MSFC— STD— 343/2 08-01 

Workmanship, Marking, Traceability, Age 

Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Space Flight Center Use 
S— 323— P—2 05-01 

Antenna Control Status Specification 

S— 500— P—0011 05-01 

Servo Control and Drive Systems Specification 

S— 500— P—0012 05-01 

Servo Control and Drive Sub-System 
Specification 

S— 500— P—0013 0 5-01 

Performance Specification for Antenna Control 
and Drive System 

S— 500— P—0021 05-01 

Specification for a Computer Format Control 
Buffer with Time Decoder 

S-522— P—0010 05-01 

Real Time Automatic Digital Optical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 

S-524-P-1 05-01 

Performance Specification— Antenna Drive and 
Control System 

S— 525— P—0019 05-01 

Functional Specification for High Power 
Transmission Line and Control Cable 
Assembl ies 

S— 525— P—0021 05-01 

General Specification for Central Station 


Control and Display Console 

S— 534-P-O 002 05-01 

Specification for Digital Command System 
Ground Control Network 

S— 553-P— 0040 05-01 

Orbiting Astronomical Observatory S-18 
Specification- ST-S18-11 Thermal Control 
S— 623— 0A0— 00 1 1 05-01 

Orbiting Astronomical Observatory S-18 
Specification- Reliability Control 
S— 623-0 A0— 0012 05-01 

Star Tracker /Back-Up Model/ for Use in 
Stabilization and Control Subsystem, 

Orbiting Astronomical Observatory 
S-623-OAO-0016 05-01 

Environmental Control System for Orbiting 
Astronomical Observatory Transport Trailer 
and Experiment Shipping Container 
S-623-0AD-0018 05-01 

Stabilization and Control Subsystem Design 
Specification for Orbiting Astronomical 
Observatory 

S— 623— 0A0— 0345— 3 05-01 

Thermal Control Design Specification for 
Orbiting Astronomical Observatory 
S— 623— OAO— 0345— 11 05-01 

Project Relay Performance Requirements- Relay 
Spacecraft Reliability Control 

S— 625— REL— 0104 05-01 

Structural, Thermal Control, and Attitude 
Orientation Subsystems 

S— 625-REL-0110 05-01 

Project Relay Performance Requi remen ts- 
Command Control Box 

S— 625— REL— 0147 05-01 

Nimbus Control Sub-System Pacific Missile 
Range Pre-Launch Test Set 

S— 650-NI-0005 05-01 

Nimbus Attitude Control Amplifier, Yaw Axis 

S— 650— NI— 0008 05-01 

Nimbus Attitude Control Amplifier, Pitch 
Axis 

S-650-NI-0014 05-01 

Quality Control Procedures and Inspection 
Criteria for Printed Wiring Boards and 
Assembl ies 

S— 672-P— 0002 05-01 

Quality Control Implementation- Procedure for 
Printed Wiring Assemblies 

S— 672— P-0 003 05-01 

Omega Position Location Equipment /OPLE/ 

Control Center /OCC/ and System Integration 
S-731-P-27 05-01 

Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystem 

S— 731-P— 42 05-01 

Signal Processor and Control Logic Box Flight 
Model for Nimbus D Attitude Control 
Subsystem 

S-731-P-51 05-01 

Nimbus D Attitude Controls Structure and 
Thermal Control Subsystem 

S— 731— P—53 05-01 


Requirements for the Nimbus D Attitude Control 
Subsystem /ACS/ Integration and 
Qual i f icat ion 

S— 731-P-58 05-01 

Jet Propulsion Laboratory Reliability Control 
Program for Spacecraft Electronic and 
Electromechanical Component Parts, 9/24/64 

'Tnn nnAA nntt a 99 


ZPP— 2000-GEN— A 11-01 

Jet Propulsion Laboratory Contractor 

Reliability Control Program for Spacecraft 
Electronic and Electromechanical Component 
Parts, 7/29/64 

ZPP-2 00 1-GEN 11-01 

Requirements for Controls In Manufacturing of 
Spacecraft Electronic for Electromechanical 
Component Parts, 11/15/65 

ZPP-2 0 02-GEN— B 11-01 

Design Specification for the Apollo 

Stabilization and Control System Bench 
Maintenance Equipment, 04/09/64 
/PO [ M3J7XA-406004/ 10-03 

Electrical Load Data-Apollo Command Module 
Stabilization and Control System, 01/31/64 
/64 752C/24/A/ 10-03 


Standard Thread Anti-Seize and 0 Ring 
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Lubricants, Types, Uses, and Control, 

09/20/62 

04-4 04-01 

Description, Use, and Control of Hydraulic 
Fluid, Non— Petroleum Base, Aircraft 
/MIL-H-8446/ , 01/06/61 

06-3 04-01 

Hose, Engine Control, H-l Rocket Engine, 

Reliability Test Requirements 04/20/1961 
10M01015 08-01 

Control Valve, Fuel Container Pressurizing, 
Reliability Test Requirement 05/28/1961 
10M01025 08-01 

Control Valve, Reliability Test Requirements 
06/12/1961 

10M01039 08-01 

Control Valve, MV-74V, Reliability Test 
Requirements 04/01/1961 

10M01040 08-01 

Valve Assembly, Fuel Level Control, 

Specification for 08/09/1961 

10M01070A 08-01 

Control Assembly, Temperature, Specification 
04/16/62, EO-1 07/06/62, ED-2 06/03/63, 

EO-3 08/28/63 

10M01604 08-01 

Valve, Control, Specification for, 11/07/62 

10M01614 08-01 

Control Assembly, Temperature, Specification 
for, 04/16/62, E0-1 05/22/63, EO-2 

08/28/63 

10M01630 08-01 

Actuator, Thrust Vector Control, Specification 
for, 06/17/63, E0-1 09/09/64 

10M01683 08-01 

Interface Control Documents to Engineering 
Documentation Cross Reference Index, 

Preparation and Submittal of. Data for. 

Standard for 05/24/1965 

10M01711 08-01 

Safety and Arming Device /Remote 

Controlled/, Specification for, 06/13/66 
10M01745A 00-01 

Quality Control of Technical Manuals, 

Procedure for 02/15/1965 

1 0M0 1792 08-01 

Reset and Calibration Procedure, X-15 Cabin 
Pressure Control Switch /Meletron Model 
M4151/, 07/11/62 

14-4 04-01 

Packaging, Contamination Control, and Storage 
Procedures, 07/15/65 

20-2 04-01 

Servoact uator. Mechanical Feed-back, Thrust 
Vector Control, Saturn S-IC Stage, 

Specification for 05/15/1965 

50M35008C 08-01 

Command Decoder, Secure Range Safety, 

Specification for, 09/16/65, EO-1, 03/14/66 

50M60158B 08-01 

Power and Control Assembly, Telemeter 

Calibrator, Specification for, 7/20/65, 

E0-1, 7/06/66 

50M60284 00-01 

Data Control Panel Assembly, Specification 
for, 12/28/65 

50M60305 08-01 

Master Control Assembly, Model 810 

Multiplexer, Specification for, 10/17/66 
50M60322 08-01 

Technical Specification for Data Model Control 
Panel s 

571.1-1-66 05-01 

Jet Propulsion Laboratory Quality Control 
Requirements for Mariner Program 
Procurement, 04/26/63 

30274 11-01 

Jet Propulsion Laboratory Quality Control 
Requirements for Surveyor Program 
Procurement, 04/26/63 

30284-GEN 11-01 

Engraving on Ground Equipment, Control Panel 
Faces, 01/30/63 

30602-STD-C 11-01 

Meters for Ground Equipment, Control Panels, 
01/19/62 

30604-STD-A 11-01 

Valve, Control, Pressurizing, Specification for 
07/10/60, E0-1 12/01/60, EO-2 04/05/61 


10419917 08-01 

Valve, Control, Specification for, 01/23/62, 

£0—7, 03/08/62 

10419927A 08-01 

Valve Assembly, Fuel Level Control, 

Specification for, 12/28/60, EO-1, 02/19/62 
10419947 08-01 

Valve, Control, Fuel Container Pressurizing, 
Specification for, 04/17/61, EO-2, 01/24/62 
10419972 08-01 

CONTROLLED 

Design and Operational Criteria of Controlled 
Environment Areas, Standard for 07/29/1963 
MS FC— STD-246 08-01 

Determination of Voltage Controlled Oscillator 
Frequency Stabilization Network, Procedure 
for, 04/09/65 

MSFC-PROC-359 08-01 

Remote Controlled Attenuator Performance 
Speci f icat ions 

S-500-P-0212 05-01 

Performance Specification for Remote Controlled 
Attenuator 

S— 500-P-0223 05-01 

Shipboard Unified S-Band System Transmitter 
Voltage Controlled Oscillator Counter 
S— 506— P-6 05-01 

Lamp Power Supply, 2500 Watt, Light Sensor 
Controlled Spectrolab Model 2500-L 
S— 630— P-0 151 05-01 

Qualification Testing Requirements for Silicon 
Controlled Rectifiers and Switches, 5/25/66 
ZPQ-2 4 52-GEN 11-01 

Specification for Voltage Controlled 
Generator, 11/25/64 /PR 44000-1/ 

10-03 

Specifications for Voltage Controlled 
Subcarrier Oscillator, High Frequency 
/PR 14287-1/ 10-03 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29.668-Megacycle 
Very Stable Voltage Controlled Oscillator, 
Goldstone Duplicate Standard, 2/20/62 
9915-GEN 11-01 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29.668-Megacycle 
Very Stable Voltage Controlled Oscillator, 

MTS, 3/06/62 

9917-GEN 11-01 

CONTROLLER 

Exploding Bridgewlre /EBV/ Destruct System 
Controller, Acceptance Test, Procedure for 
03/13/1964 

MSFC-PR0C-374A 08-01 

Range Safety, System Controller, 40M32016, 
Acceptance Test, 10/14/65 

MSFC— PRQC-382B 08-01 

Controller, Range Safety System, 1/21/66 

MSFC— SPEC-449 08-01 

Specification for a Computer/Controller 
Subsystem of an Optical Tracking System 
S-524-P-2 05-01 

CONVERSION 

Specifications for the Development of a Low 
Temperature, High Voltage Thermionic Energy 
Conversion System 

S-630— P—0129 05-01 

Specification for the Analysis and Design of a 
High Temperature Thermoelectric Conversion 
Device 

S— 630— P-0130 05-01 

Goddard Space Flight Center Specification for 
the Nimbus B Solar Conversion Power 
Supply Subsystem 

S-652-P-1 05-01 

Analog to Digital Conversion Subsystem 

S-711-P-2 05-01 

Fifty-Channel High Speed Analog-t o-Digi tal 
Conversion System /K-EF3-64-6/ 

10-03 

Coating, Chromate Conversion, of Saturn ESE 
Panels, Chassis, and Racks, Procedure for, 
5/04/66 

40M00319 08-01 

CONVERTER 

Data Transmission Verification Converter 

ESD-106009 09-03 

Converter Assembly, Dig 1 tal-to-Analog, 
Specification for 03/29/1965 
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MSFC-SPEC-312A 08-01 

Converter, Analog-to-Digi tal , Subassembly, 
Vehicleborne, Pulse Code Nodulated Digital 
Data Acquisition System, Specification for 
05/15/1964 
HSFC— SPEC— 323A 

Performance Specification— Parametric 
Amplifier/Converter System 
S— 500— P—0221 

Development of a 1700 Megacycle, Ultra-Low- 
Noise Parametric Amplifier/Converter System 
S-500-P— 0419 

Development of a 400 Megacycle, Low— Noise- 
Parametric Amplifier Converter System 
S— 500— P-0420 

Goddard Range and Range Rate Very High 
Frequency Preamplifier Converter 
S— 531— P— 11 

Specifications for Orbiting Geophysical 
Observatory Low Voltage Power Converter 
PS-8 

S— 623-0G0— 0001 

Power Supply-9 Power Converter 
S— 623— P—0001 

Geiger Mueller Counter Power Converter Power 
Supply-10 
S— 623— P—0002 

Specifications and Requirements for the 
Interplanetary Monitoring Platform Pryme 
Converter, Model 1 
S— 630— IMP— 0122 

A Research, Design and Development Program 
Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondi ss ipat i ve Regulator-Converters 
S— 630— P-0136 

Power Supply Converters Test Specification for 
United Kingdom- 2/S-52 International 
Satellite 
S— 630— UK-0099 

Nimbus Programmer and Signal Converter 
S— 650— N I— 0009 

Nimbus B Prototype Direct Current/Direct 
Current Converter Subsystem 
S— 716— P—6 

Low-Noise Amplifier/Converter System- 

Technical Exhibit, 03/09/64 /K-EF3-64-4/ 

10-03 

Radio Frequency Converter System, 10/22/64 

/K-EF3-64— 8/ 10-03 

Specification for Converter, DI g i tal-to-Analog 
Assembly 10-03 

Spec i f I cat ions * for Channel Digi tal— to— Analog 

Converter /PR 14364-1/ 10-03 

Converter, Direct Current to Direct Current, 
Specification for, 11/04/65, EO-2, 11/04/65, 

ED-3, 11/04/65, EO-6, 12/12/65, EO-7, 

01/21/66, EO-8, 01/14/66 

50M60040C 08-01 

Frequency to Direct Current Converter, 
Specification for 03/30/1965 

50M60128A 08-01 

Converter, Direct Current to Direct Current, 
Specification for, 11/04/64, EO-1, 07/15/65, 

EO-2, 09/15/65, EO-3, 10/05/65, EO-4, 

11/05/65, EO-5, 09/15/65, E0-6, 12/17/65, 

EO-7, 01/05/66, EO-8, 06/06/66 

50M6021 1 

Converter Assembly, Digital to Analog, 
Specification for 06/08/1965 
50M60251 

DC to DC Converter, Telemetry Calibrator, 
Specification for, 3/29/66, EO-2, 7/06/66 

50M60283A 08-01 

COOLER 

Tank Liquid Nitrogen Inflight-Cooler 

Assembly, Specification for 10/31/1961 
10M01293 08-01 

COOLING 

Design, Fabrication, and Test of Compartment 
Cooling Unit for S— IV— B Instrumentation 
Unit, Project Apollo, 01/03/67 
KSC— SPEC-P-0001 10-01 

Cooling System Vent Valve, Solenoid Operated, 
Specification for, 08/30/61, EO-1 05/17/62 
10M0121 1 08-01 

Cooling System Relief Valve, Specification for 
08/30/61, E0-1A 07/25/62 

10M01212 08-01 


) 

Sensor, Temperature, Cooling System, 

Specification for, 04/16/62, EO-1 12/04/63 
10M01579 08-01 

Blowers, Cooling System, Specification for 


08-01 

01/31/62, EO-1 05/10/62, EO-2 05/08/63 
EO-3 05/20/63 

* 


10M01586 

08-01 

05-01 

Ducts, Flexible, Cooling System, Specification 

for 03/13/1962 
10M01592 

08-01 


I 

05-01 

Sensor, Temperature, Cooling System, 


Specification for, 04/16/62, EO-1 06/28/62 


10M01626 

08-01 

05-01 

Valve, Check, Liquid Nitrogen, Cooling 


System, Specification for, 05/15/62, E0- 

07/27/62 

10M01627 

1 

08-01 


05-01 

Ground Support Cooling Unit, Specification 


for 03/04/1964 
10M01699A 

08-01 


COORDINATION 

05-01 

Project Relay Performance Requi rements- 



Electrical Design and Coordination 


05-01 

S— 625— REL— 0105 

05-01 


COPPER 



Cable, Flat Conductor, Flexible, Electrical, 


05-01 

Copper, 01/28/66 
MSFC-SPEC-220B 

08-01 


Plastic Sheet, Laminated Copperclad /for 


05-01 

Printed Wiring/, 11/16/66 
MSFC— SPEC— 377 A 

08-01 


05-01 


05-01 


05-01 


05-01 


08-01 


08-01 


Gold, Coin /Gold 90-Copper 10/, Wire, Strip, 

Sheet, and Rod, Specification for, 10/21/63, 
EO-1 01/08/64 

10M01754 08-01 

Palladium Alloy /Palladium 35-Silver 30- 
Copper 14-Gold 10-Platinum 10-Zinc 1/, 

Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, E0-1 01/08/64 

10M01755 08-01 

Gold, Silver, Zinc, Platinum, Copper Alloy 
/Gold 71.5— Silver 4.5-Zinc 1— Platinum 8.5- 
Copper 14.5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 
10M01758 08-01 

Silver, Coin /Silver 90-Copper 10/, Sheet, 

Strip, Rod, and Tubing, Specification for 
12/18/1963 

10M01761 08-01 

Gold, 10 Carat, /Gold 41. 7-Copper 36.2-Silver 
12.8-Zinc 9.3/, Sheet, Strip, Rod, and 
Tubing, Specification for 12/18/1963 
10M01764 08-01 

CORDWOOD 

Soldered Cordwood Electronic Module 
Fabrication, 5/17/62 

30262-GEN 11-01 

CORE 

Welded Module, Series 300, Core Write /CW-1/ 
11/04/1963 
MSFC— SPEC— 325/7 

Characteristics for Magnetic Core Memory, 

01/21/65 /PR 51525-1/ 

Core Memory Specifications— Attachment 1 


08-01 


10-03 


Specifications for a Magnetic Core Memory 


10-03 


10-03 


CORRELATOR 

Correlator Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC— 300 08-01 

Correlator Panel Assembly, Specification for, 
12/20/65 

50M60307 08-01 

CORROSION 

Tubing, Steel, Corrosion-Resistant /Type 304 
and 304L/, Seamless, Specification for 
12/23/1964 

NSFC-SPEC— 131C 08-01 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shapes, and Forgings /Premium 
Quality/, Specification for, 05/15/63, 

Amendment 4, 08/19/66, QPL-145-1, 02/16/66 

MSFC— SPEC— 145 A 08-01 

Finishes and Coatings for Corrosion Protection 
of Space Vehicle Structures and 
Associated Equipment, Standard for 
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02/07/1962 

MSFC-STD-181 08-01 

Tubing, Steel, Corrosion and Heat-Resistant 
/18-8 Stabilized/, Type 321 and 347, 
Specification for 04/23/1963 

MSFC-SPEC— 248 08-01 

Corrosion Preventive Compound, Oil Type, 

Water Displacing Saturn Engines and Related 
Components Preservative, Specification for 
01/15/1963 

HSFC— SPEC-262 08-01 

Steel, Expanded Sheet, Corrosion-Resisting, 
Specification for 05/17/1962 

10M01647 08-01 

Cover Sheet for QQ-S-766 /Steel Plates, 

Sheets, and Strips, Corrosion Resisting/ 
07/17/1962 

10 M0 1674 08-01 

Tubing, Steel, Corrosion-Resistant, Type 316, 
Seasileas, Specification for 06/28/63, 

E0-1, 03/29/64 

10M01734 08-01 

COST 

Technical Requirements for Cost Proposals- 
Appendix C /KN-EF3-64-2/ 

10-03 


COUNTDOWN 

Countdown Generator/Computer Interface Unit 

ESD— 106089 09-03 

COUNTER 

Electronic Counter 

ESD— 106022 09-03 

Electronic Counter System 

ESD— 106041 09-03 

Shipboard Unified S-Band System Transmitter 
Voltage Controlled Oscillator Counter 
S-506-P-6 05-01 

Geiger Mueller Counter Power Converter Power 
Supply-10 

S-623-P-0002 05-01 


Specification for Chemical Resistant Counter 
Assemblies, 02/25/65 /PR 54970-1/ 

10-03 

Specifications for Frequency Counter, 07/22/64 
/PR 30910/ 10-03 

COUNTING 

Minimum Salient Characteristics for 

Turns-Count ing Dial, 04/05/65 /PR 94213-1/ 

10-03 


COUPLER 

Coupler, Radio Frequency Telemetry, 

Specification for, 01/01/66 

50M60278A 08-01 

Coupler, Command Directional, Model 314, 
Specification for, 03/14/66 

50M60282B 08-01 

Coupler, Radio Frequency, Telemetry, 

Specification for, 9/01/66 

50M60394 08-01 

Coupler, Directional, Telemetry Model 226, 
Specification for, 9/01/66 

50M60396 08-01 

COUPLING 

Couplings, Pressure Balanced, Cryogenic, 

Quick Disconnect, Specification for, 

4/25/66, EO-1, 10/24/66 

10M01813 08-01 

Coupling, Specification for 02/21/1961 

10419970 08-01 

COVER 

Cover Sheet to Q-T-634a /Trichloroethylene, 
technical/ 08/10/1962 

MSFC- SPEC-2 17 08-01 

Cover Sheet to QQ-S-571d /Solder, Tin 
Alloy, Lead-Tin Alloy, and Lead Alloy 
05/10/1965 

MSFC-SPEC-457 08-01 

Cover Sheet to Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 
08/27/1963 

10M01672A 08-01 

Cover Sheet for QQ-S-766 /Steel Plates, 

Sheets, and Strips, Corrosion Resisting/ 
07/17/1962 

10M01674 08-01 

Cover Sheet for Marshall Space Flight Center- 
STD-110 /Electrical Hardware, Equipment, 
Material, and Methods Used in Saturn 


Ground Support Equipment/ 06/25/1964 
10M01701 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 
06/25/1964 

10M01702 08-01 

Cover Sheet for 10509313 /Lubricant, Antiseize 
and Sealing Liquid Oxygen Systems/ 

06/25/1964 

10M01703 08-01 

Cover Sheet for Marshall Space Flight Center- 
STD-163 /Electrical Engineering Design 
Practice/ 06/25/1964 

10M01704 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-171 /Fittings, Pressure Connections, 

Flared Tube/ 06/25/1964 

10M01705 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-106 /Testing Compatibility of 
Materials, for Liquid Oxygen Systems/ 

06/25/1964 

10M01706 08-01 

Cover Sheet for ABMA-PD-R-187 /Relays, 

Hermetically Sealed Missile Equipment/ 

06/25/1964 

10M01707 08-01 

Resistor, Fixed, Composition /Insulated/, 

Style RC07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-11/, 4/07/66 

50M60337 08-01 

Resistors, Fixed, Composition /Insulated/, 

Style RL07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-22684/, 4/07/66 

50M60358 08-01 

Resistor, Fixed, Film /High Stability/, 

Style RN55 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-10509/, 4/07/66 

50M60359 08-01 

Capacitor, Fixed, Ceramic-Dielectric, Styles 
CK05CW and CK06CW with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-11015/, 10/05/66 

50M60360 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and S I ntered-Sl ug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-C-3965/, 4/07/66 

50M60361 08-01 


Capacitors, Fixed, Solid Electrolyte, 

Tantalum, Style CS13 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-26655/, 10/18/66 

50M60362 08-01 

Capacitor, Fixed, Mica-Dielectric, Style CM06 
with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-C-5/, 

4/07/66 

50M60364 08-01 

Transistors, NPN, Silicon, Types 2N910, 

2N930 , and 2N1482 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-S-19500/ , 4/07/66 

50M60365 08-01 

Diodes, Silicon, Types IN458, IN459, and 

IN827 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-S-19500/, 
4/07/66 

50M60376 08-01 

Resistors, Fixed, Film, Insulated, Style RL 
20 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/, 
10/17/66 

50M60399 08-01 

Resistors, Fixed, Film, Insulated, Style RL 
32 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL— R— 22684/, 
10/17/66 

50M60400 08-01 

Transistors, Silicon, PNP, Types S2N722 and 
S2N1132 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MSFC-SPEC— 338/108/ , 10/17/66 

50M60402 08-01 

Transistors, Silicon, NPN, Type S2N2102 with 
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Weldable Leads, Specification for /Cover 
Sheet to Specification MSFC— SPEC-338/115/, 
10/17/66 

50M60403 08-01 

Sent conductor Device, Diode, Silicon, Type 
1N941B with Weldable Leads, Specification 
for /Cover Sheet to Specification 
HIL-S— 19500/, 10/17/66 

50M60404 08-01 

Sen i conductor Devices, Diodes, Silicon, Type 
ja N“ 1N649 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL— S— 19500/, 10/17/66 

50M60405 08-01 

Seni conductor Devices, Diodes, Silicon, Types 
1N4370A, TX-1N4370A, 1N4371A, TX-1N4371A, 
1N4372A, TX-1N4372A, 1N746A, Through 
1N759A, and TX-1N746A Through TX-1N759A with 
Weldable Leads, Specification for /Cover 
50M60406 08-01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Nonaetallic Cases/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-27287/, 10/17/66 

50M60409 06-01 

Plating, Cadaiue, /Electrodeposi ted/, /Cover 
Sheet for Specification QQ-P-416 Ag 
Aaendaent 1/, 11/30/64 

10419960A 08-01 

CRANE 

Inspecting, Testing, and Certifying Fixed and 
Mobile Cranes, Forklifts, Mobile Personnel 
Towers, and Auxiliary Equipaent, 09/27/66 
KSC— STD— S-0001 10-01 

CRATING 


Packing and Crating Equipaent for Export 
Shipaent 
S— 500— P—0026 
CRIMPING 


05-01 


Criaping of Electrical Connections Requireaents 
for 

MSC— MSFC— JD-001 09-03 

Criaping of Electrical Connections 

MSC— Q— 1 09-03 

Periodic Certification of Hand Criaping and 
Wire Stripping Tools, 09/25/63 

02-1 04-01 

CRITERIA 

Facility Criteria, Prograaned Apollo Checkout 
Checkout Equipaent, Spacecraft Ground 
Station, North Aaerican Aviation Facility 
ESD-106090 09-03 

Instructions tpr Preparation of Design Criteria 
and Functional Requireaents. /Interia/, 

02/24/65 

KSC— STD-8 10—01 

Apollo Checkout Criteria 

MSC— COC-1 09-03 

Apollo Ground Support Equipaent General 
Environaental Criteria and Test 
Specification 

MSC— GSE-1B 09-03 

Design and Operational Criteria of Controlled 
Environaent Areas, Standard for 07/29/1963 
MSFC— STD— 246 08-01 

Huaan Engineering Design Criteria, Standard 
for, 09/23/66 

MSFC— STD-267 A 08-01 

Design Criteria and Construction Standards, 

4/65 

NPC-325-1 00-02 

Quality Control Procedures and Inspection 
Criteria for Printed Wiring Boards and 
Asseabl ies 

S— 672— P—0002 05-01 

Requireaents and Criteria for Facilities for the 
Central Inst ruaent at i on Facility Antenna 
Site, 11/09/64 10-03 

Hunan Engineering Design Criteria, Reference 
Abstracts, 11/01/66 

10M01827 08-01 

Space Flight Operations Facility, Operational 
Coaauni cat ions Installation Criteria, 

01/02/63 

30280-GEN 11-01 

CRITICALITY 

Deteraining Criticality Nuabers for Priority 
I, II and III Coaponents, 05/15/66 
KSC— STD— 122 10-01 


CROSS 

Pluablng /Cross Connections/ Engineering 
Design Standard. /Interia/, 07/11/66 
KSC-STD— 15 

Interface Control Docunents to Engineering 
Docuaentation Cross Reference Index, 
Preparation and Submittal of. Data for. 
Standard for 05/24/1965 
10M01711 
CROSSED 

Specification for a 2300 Megacycle Crossed 
Half-Wave Dipole 
S-525— P—0035 
CRYOGENIC 

Specifications for a Self-Calibrating 
Cryogenic Accelerometer /PR 34619-1/ 

Couplings, Pressure Balanced, Cryogenic, 
Quick Disconnect, Specification for, 
4/25/66, EO— 1, 10/24/66 

10M01813 
CRYSTAL 


10-01 

08-01 

05-01 

10-03 

08-01 


Versatile Crystal Growing Furnace, 07/30/65 

ERC/FR— 10003 12-01 

Sterilization Test Program Crystals, 7/20/65 

ZPP— 2116— GEN 11-01 

Flight Equipment, Radio Frequency System, 

ML-6J 20-Megacycle Crystal Frequency 
Source, 01/12/63 

30273-GEM-B 11-01 

CURE 


Insulation of Metal Rocket Motor Chambers 
Using NBR Gen— Gard Materials /Hand Layup, 
Cure In-Place Method/, 9/07/64, 

Aaendaent 1, 11/19/64 

GMO-5 0363— GEN 
CURING 

Silicone Rubber, Insulating Material, 
Two-Coaponent, Thermal Curing, General 
Purpose, 01/31/62, E0-1 08/16/62, EO-2 

10/10/62 
10M01596 
CURRENT 


11-01 


08-01 


Motors, Alternating Current, Integral 
Horsepower for Ground Support Equipaent 
KSC-M-117 10-01 

Direct Current Amplifier Module, Specification 
for, 08/13/62, Aaendaent 1, 03/26/63 

MSFC-SPEC— 133A 08-01 

Relays, Direct Current Hermetically Sealed, 
for Space Vehicles and Ground Support 
Equipaent, General Specification for. 

Supplement IE, 9/16/66, QPL-339-4, 4/25/65, 

Amendment 2, 2/07/66 

MSFC-SPEC— 339 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/ IB 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting, S6GP-2-2B, 

08/31/64, Amendment 1, 07/29/66 

MSFC-SPEC-339/2B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 1.5-19A, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC-339/19A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 7.5A, Solder 
Hook, Two Hole Reverse— FI ange Mounting, 

S4GH-3— 20A, 04/01/65, Aaendaent 1, 07/29/66 

MSFC— SPEC— 339/20 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-2-22A, 03/16/64 

MSFC-SPEC-339/22A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 3.25— 23A, 08/31/64 

MSFC-SPEC-339/23A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
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Reverse-Flange Mounting, S4LH— 6— 24A f 
08/31/64 

MSFC— SPEC— 339/24 A 08-01 

Relay 9 Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC-SPEC— 339/25A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH— 6-26A, 

04/01/65 

MSFC-SPEC— 339/26A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two Dne-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC— 339/27A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC-339/28A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/3 IB 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-32A, 04/01/65, Amendment 1, 07/29/66 

MSFC SPEC— 339/32A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Two Hole Flange Mounting, 

S2GP-6-33B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/33B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A , Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/4 IB 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/42A 08-01 

Relay, Spec I al * Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC-339/43B 08-01 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-51A, 04/01/65 

MSFC-SPEC— 339/51 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-52A, 04/01/65 

MSFC-SPEC— 339/52A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 

Current, 2 Pole Double Throw, 2A, 

Plug-In, 2 One-Hole Ears Mounting, 

S2GP-6-53B, 04/01/65 

MSFC-SPEC-339/53B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 
04/01/65 

MSFC-SPEC— 339/54 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 
S2GH-3-58A, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/58A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC-SPEC-339/59A 08-01 


Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC-SPEC-339/61A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC— SPEC— 339/62 A 08-01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC-SPEC-339/63B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC-SPEC-339/64B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10 A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Anendment 1, 07/29/66 

MSFC-SPEC-339/68A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC-339/69A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-7.25-71A, 04/01/65 

MSFC-SPEC-339/71A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, 

S2GP— 7*25— 73A, 09/30/65 

MSFC-SPEC-339/73A 08-01 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 
04/01/1965 

MSFC-SPEC -339/74 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/81 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC-SPEC-339/82A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC-SPEC-339/83A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8— 91A, 

04/01/65 

MSFC— SPEC-339/91 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC— SPEC— 339/92 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC— SPEC— 339/93 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-94A, 08/31/64 

MSFC-SPEC-339/94A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10 A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 
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04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC-339/98A 08-01 

Rela^y Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throu, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Amendment 1 , 07/29/66 

MSFC— SPEC— 339/ 10 1 08-01 

Power Supply, 56 Volt Direct Current, Model 
2, Acceptance Checkout, Procedure for 
11/02/1964 

MSFC— PROC— 431 08-01 

Specification for Universal Electrical 
Measuring Instrument /Precision/ 

/Alternating Current— Direct Current 
Port abl e/ 


S— 530— P—0024 05-01 

Direct Current Power Supply 10 Ampere 18 
Volts 

S— 553— P—13 05-01 

Direct Current Power Supply 50 Ampere 10 
Volts 

S— 553— P-14 05-01 

Design and Development of a Brushless Direct 
Current Torque Motor for Use in Solar 
Array Orientation Systems 

S— 630— P—0135 05-01 

Specification for Solid State Current Limiter 
/Fuse/ Development 

S— 630— P—0139 05-01 

Nimbus B Prototype Direct Cur rent/Di rect 
Current Converter Subsystem 

S— 716— P—6 05-01 


Specifications for Alternating Current Vacuum 
Tube Voltmeter /PR 32326-1/ 


56-Volt, 

02/28/64, 


02/28/64, 


02/28/64, 


02/28/64, 


08-01 


08-01 


08-01 


08-01 


08-01 


Power Supply Set, Direct Current 
50-Ampere, Specification for, 

EO-1, 06/22/64 

40M00205 

Power Supply Set, Direct Current 28-Volt, 
100-Ampere, Specification for, 

EO-1 06/22/64 
40M00207 

Power Supply Set, Direct Current 28-Volt, 
250-Ampere, Specification for, 

EO-1, 06/22/64 

40M00208 

Power Supply Set, Direct Current 28-Volt, 
500-Ampere, Specification for, 

EO-1 06/22/64 
40M00209 

Amplifier Module, Direct Current, 

Specification for, 7/06/66 
40M00313B 

Converter, Direct Current to Direct Current, 
Specification for, 11/04/65, EO-2, 11/04/65. 

EG— 3, 11/04/65, EQ-6, 12/12/65, EO-7, 

01/21/66, EO-8, 01/14/66 

50M60040C 08—01 

Amplifier Module, Direct Current, 

Specification for, 03/05/65, E0-1, 07/14/65, 

EO-2, 03/25/66 

50M60074A 

Amplifier Module, Alternating Current, 
Specification for, 04/20/65 
50M60075A 

Frequency to Direct Current Converter, 
Specification for 03/30/1965 
50M60128A 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/, 
Specification for 

50M60186 08—01 

Converter, Direct Current to Direct Current, 
Specification for, 11/04/64, EO-1, 07/15/65, 

EO-2, 09/15/65, EO-3, 10/05/65, EO-4, 

11/05/65, EO— 5, 09/15/65, EO-6, 12/17/65, 

EO-7, 01/05/66, EO-8, 06/06/66 
50M60211 

Power Supply, Direct Current, 56 Volt, 
Specification for, 09/03/64, EO-1 
EO-2 01/15/65, EO-3 03/26/65 
50M60223 

Master Measuring Voltage Power Supply, 5 
Volts, Direct Current, Specification for 
12/03/1964 


08-01 


08-01 


08-01 


08-01 


01/13/65, 

08-01 


50M60228 08-01 

Power Supply, 300 Mi 1 1 i amperes , 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 
50M60246 08-01 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 
Acquisition System Receiving Station, 
Specification for 06/11/1965 

50M60247 08-01 

CURTAIN 

Curtains, Heat Shield, Flexible, Acceptance, 
Specification for, 03/09/62, EO-1 08/03/62 
10M01591 08-01 

Manufacturing Procedure for Saturn Heat Shield 
Curtains /Outboard/ 05/04/1962 

10M01593 08-01 

CYCLING 

Silver Cadmium, 12 Ampere Hour Battery 
Cycling Program 

S— 630— P—0 138 05-0 1 

Syncom Cycling Program 

S— 630— SYN— 0123 05-01 

CYLINDER 

Identifying and Color Coding Compressed-Gas 
Cylinders, 10/07/66 

KSC— STD— S-0002 10-01 


D 

DAMAGE 

Specification for Determining Relative 1 
Microelectron Volt Electron Radiation 
Damage Resistance for Silicon Solar Cells 
S— 630— P—0106 05-01 

DATA 

Data Transmission Verification Converter 

ESD-106009 09-03 

High Speed Digital Computer /Data 
Processing/ 

ESD-106087 09-03 

Pulse Code Modulation Subcommutator, 

Portable Data Gathering System 

ESD-106115 09-03 

Data Submittal Documentation, Contractor, 
Preparation of 12/18/1963 

MSFC-STD— 263A 08-01 

Receiving Station, Pulse Code Modulated 
Digital Data Acquisition Subsystem, Model 
DRS-1, Specification for 09/16/1963 
MSFC— SPEC— 295 08-01 

Digital Signal Simulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 08/07/1963 

MSFC-SPEC-297 08-01 

Quick-Look Assembly, Pulse Code Modulated 
Digital Data Acquisition Subsystem 
Receiving Station, Specification for 
08/08/1963 

MSFC— SPEC— 298 08-01 

Data Switch Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC— 299 08-01 

Correlator Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC— 300 08-01 

Source Selector, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/02/1963 
MSFC-SPEC-301 08-01 

Computer Interface Panel, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC-SPEC— 302 08-01 

Data Control Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/14/1963 

MSFC-SPEC-303 08-01 

Digital Signal Synchronizer, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
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for 01/05/1965 

NSFC-SPEC-304A 08-01 

Receiver and Demodulator Panel Assembly* 

Pulse Code Nodulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 03/25/1965 

NSFC— SPEC-305A 08-01 

Power Supply, Pulse Code Nodulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
NSFC— SPEC-306 08-01 

Blower Assembly, Pulse Code Nodulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 09/04/1963 
NSFC— SPEC-307 08-01 

Patch Panel, Pulse Code Nodulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
NSFC— SPEC— 308 08-01 

Digital Gate Rack Assembly, Pulse Code 
Nodulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/15/1963 

NSFC— SPEC— 309 08-01 

Telemetry Receiving Station, Pulse Code 
Nodulated Digital Data Acquisition 
Subsystem, Specification for 09/20/1963 
NSFC— SPEC— 313 08-01 

Converter, Analog-to-Digi tal , Subassembly, 

Ve h i c 1 e borne , Pulse Code Nodulated Digital 
Data Acquisition System, Specification for 
05/15/1964 

NSFC— SPEC— 323A 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for 
08/15/63, Amendment 2, 11/20/63 

NSFC— SPEC— 324 08-01 

Vehicle Configuration System, Data 

Requirements for, Marshall Space Flight 
Center, Data Center, 12/22/65, Notice 1, 

12/13/66 

NSFC— STD-4 17A 08-01 

Timer, 40 Second, Component Selection, Time 
and Temperature Compensating, 06/10/65 
MSFC-PR0C-453A 08-01 

Specifications and Standards for NASA 

Engineering Data Microreproduction Systems, 

7/66 

NHB 1440.4 00-02 

Data Collection and Recording System for the 
Launch Phase Simulator 

S— 325— P-4 05-01 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Data Acquisition Antenna 
S-500— P-0001 A 05-01 

Procurement Specification for 40— Foot Data 
Acquisition Antenna System Tracking 
Receiver 

S— 500-P-0004 05-01 

Collimation System Specifications for 40-Foot 
Data Acquisition Antenna System 

S— 500— P-0008 05-01 

Performance Specification for Data Sub-Carrier 
Oscil lators 

S-500— P-0009 05-01 

Data System Specification 

S— 500— P-0014 05-01 

Functional Specification for Data System 

S— 500-P-0015 05-01 

Specifications for 85-Foot Data Acquisition 
Antenna 

S— 500— P-0016 05-01 

Specification for 85-Foot Satellite Data 
Acquisition Antenna 

S— 500— P-0017 05-01 

Performance Specification for Tracking Data 
Processor System 

S-500-P-0025 05-01 

Signal Data Demodulator System 

S-500-P-0226 05-01 

Specification for a Pulse Code Modulation 
Data Simulator and Comparator 

S— 522-P-0007 05-01 

Specification for Pulse Code Modulation 
Data Handling Equipment 

S-522— P-0014 05-01 

Digital Data Recording and Synchronizing 
System /Digital Data Recording and 


Synchronizing System/ Performance 
Specification 

S— 523— P-2 05-01 

Equipment Procurement Specification for 40-Foot 
Data Acquisition Antenna Feed System 40-005 
S-525-P-0003 05-01 

Specification for Radome to be used with 
85-Foot, X-Y, Data Acquisition Antenna 
S-525-P-0 027 05-01 

Specification for Experimental Data System 

S-525— P—0038 05-01 

Data Collection and Recording System for the 
Launch Phase Simulator 

S-525-P— 4 05-01 

Satellite Tracking and Data Acquisition 
Network Timing System /Amendment 1/ 

S— 531— P—0129 05-01 

Satellite Tracking and Data Acquisition 
Network Timing System Specification 
S— 531 -P—0267 05-01 

Specification for Microwave Station Data 
Acquisition Facility, Rosman, North 
Carolina 

S— 532— P—0029 05-01 

Specification for Modifications to Switchgear, 
Electrical Components and New Diesel 
Generator Sets, Data Acquisition Facility, 
Santiago, Chile 

S-532— P—0038 05-01 

Specification for Construction Road and 

Antenna Foundation for Satellite Tracking 
Antenna Receiver Data Acquisition Facility, 

East Grand Forks, Minnesota 

S-532-P— 0041 05-01 

Specification for Range and Range Rate and 
Satellite Tracking Antenna Command Antenna 
Facilities Data Acquisition Facilities 
S-532-P— 0043 05-01 

Specification for Satellite Tracking Antenna 
Receiver 2, Data Acquisition Facility, 

Quito, Ecuador 

S— 532— P— 4 05—01 

Satellite Tracking and Data Acquisition 
Network Facility, Madagascar 

S— 532— P— 9 05—01 

Specification for Satellite Tracking Antenna 
Facilities /Receiver 2 and Command 2/ Ulaska 
Data Acquisition Facility, Gilmore Creek, 

Alaska 

S-532-P-10 05-01 

Specification for Construction of S-Band 
Collimation Tower Site at the National 
Aeronautics and Space Administration, Ulaska 
Data Acquisition Facility, Fairbanks, 

Alaska 

S-532— P—1 1 05-01 

Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 
S— 532— P—15 05-01 

National Aeronautics and Space Administrat lon- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Minitrack Data Acquisition Sites 
S-533— P-0212 05-01 

Grounding System Requirements for Satellite 
Tracking and Data Acquisition Network 
Stations 

S-533-P-11 05-01 

Pulse Code Modulation-Data Handling 

Equipment- PCM-DHE Data Word Selector 
Interface Specification 

S— 534— P-0001 05-01 

Satellite Tracking and Data Acquisition 
Network Spare Parts Program 

S-535-P-1 05-01 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S-536-P-0004 05-01 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S— S36-P-0009 05-01 

National Aeronautics and Space Adminlstratlon- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Satellite Tracking and Data Acquisition 
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Network Facilities 

S-537-STD-0266 05-01 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer System 
S— 552— P-0018 05-01 

Exhibit B, Goddard Space Flight Center 

Specification for Digital Data Processing 
Systea 

S— 553— P—0003 05-01 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer Systea 
S— 553— P—0008 05—01 

Goddard Space Flight Center Specification- 
Pulse Code Modulation Data Decoanunicat ion 
Systea 

S— 553— P-0010 05-01 

Model 3403D Tracking Receiver- Acceptance 
Test Procedure and Data Sheet 

S— 553— P—0033 05-01 

Data Foraatter Acceptance Test Procedure 

S— 553— P—0041 05-01 

Aerospace Data Systeas Standards 

S— 560— P—0002 05-01 

Goddard Experiaent Package Specification for 
Data and Docunentat ion 

S— 623— 0 AO— 0009 05-01 

Orbiting Astronoaical Observatory S-18 
Specification- Data and Docuaentat ion 
S— 623— OAO— 0013 05-01 

Data Processing Subsystea Design 

Specification for Orbiting Astronoaical 
Observatory 

S— 623— OAO- 034 5—4 05-01 

Data and Docuaentat ion Specification for 
Orbiting Astronoaical Observatory 
S— 623— OAO- 0345— 13 05-01 

Specification for Dyaec Digital Data 
Acquisition Systea 

S-630— P—0141 05-01 

Specification for Data Logging Systea 

S-630-P-0158 05-01 

Descriptive Specification for Data Reduction 
Stand for United Kingdom-2/S-52 
International Satellite 

S— 630— UK— 0077 05-01 

Specification for the Niabus C Data System- 
Addendua C, On-Pass Computer Processing 
of A-Stored Data 

S— 650— N I— 0025 05-01 

Data Reduction Stand Test Specification for 
United K ingdoa-2/S— 52 International 
Satellite 

S— 670— UK— 000^ 05-01 

Medium Capacity IRLS Coaaand and Data Memory 

S— 731— P— 19 05-01 

High Data Rate Storage System for the Niabus 
Satellite 

S-731— P— 34 05-01 

High Data Rate Storage System - D for the 
Niabus D Satellite 


S— 731— P—40 


05-01 


- - Uvl 

Data Requirements for Micrometeorite Experiment 
Surveyor Scientific Flights /A-24 Model/. 
4/04/66 

S AS— 50507-GEN H_ 0 ] 

Data Requirements for Soil Mechanics Surface 
Sampler Experiaent Surveyor Scientific 
Flights /A-24 Model/, 4/04/66 

SAS— 50 5 0 9-GEN- A 1 1 -0 ] 

Data Requireaents for Touchdown Dynamics 
Surveyor Engineering Flights /A-21 Model/, 
4/04/66 

SAS— 50510— GEN— A 11-0] 

Data Requireaents for Touchdown Dynamic 
Experiaent Surveyor Scientific Flights 
/A-24 Model/, 4/04/66 

SAS— 5051 1-GEN— A 11-01 

Data Requireaents for Television Experiaent 
Surveyor Engineering Flights /A-21 Model/, 
4/04/66 

SAS— 50512-GEN— A 11-01 

Data Requirements for Television Experiaent 
Surveyor Scientific Flights /A-24 Model/, 
4/04/66 

SAS— 50513— GEN— A U-01 

Standard Foraat for Coding of Coaponent Test 
Data, 2/01/65 

ZPP— 2090-GEN— A 1 1-0 1 

Standard Foraat for Coding of Resistor Test 


Data, 1/24/64 

ZPP-2092— GEN 11-01 

Standard Foraat for Coding by Manufacturer of 
Electronic Coaponent Data, 9/08/64 
ZPP-2 093-GEN- A 11-01 

General Specification Standard Punched Card 
Foraat for Coaponent Test Data, 11/30/66 
ZPP-2 094-GEN- A H-01 

Electrical Load Data-Apollo Command Module 
Stabilization and Control Systea, 01/31/64 
/6 4 752C/24/A/ 10-03 

Specifications for an Analog Pulse - Digital 
Data Systea for Orbiting Geophysical 
Observatory Experiaent F-17 


05-01 

Specification for a Two-by-Two Inch Data 
Transparency Illuainator /PR 14387-1/ 

10-03 

Specification for Video Data Transmission 
Equipment, 05/13/65 /PR 98520-8/ 

10-03 

Sped f i cati ons for a Analog Data Transmission 

Systeas /PR 14363-1/ 10-03 

Specifications for 100-Channel Digital Data 
Recording Systea /PR 00008-1/ 

10-03 

Interface Control Documents to Engineering 
Documentation Cross Reference Index, 

Preparation and Submittal of. Data for, 

Standard for 05/24/1965 

10M01711 08-01 

Saturn Vehicle Data Book, Preparation and 
Publication of. Standard for 05/03/1965 
10H01769A 08-01 

Digital Data Acquisition Subsystea, Pulse 
Code Modulated, Assembly, Model 301, 

Checkout Procedure for, 6/16/64 
50M60031A 08-01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 
Specification for, 09/14/64, EO-1, 12/04/64, 

EO-2, 12/10/64, EO-3, 07/15/65, EO-4, 

11/22/65, EO-5, 01/05/66, EO-6, 01/14/66, 
50M60067 08-01 

Data Register Assembly, Specification for, 

10/22/65 

50M60090A 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for, 
10/06/64, E0-1, 07/20/65, EO-2, 01/05/66, 

EO-3, 05/18/66 

50M60209 08-01 

Power Supply, 300 Mi 1 1 i amperes , 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition Systea Receiving 
Station, Specification for 06/08/1965 
50M60246 08-01 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 
Acquisition Systea Receiving Station, 
Specification for 06/11/1965 

50M60247 08-01 

Data Switch Panel Assembly, Specification for, 
11/04/65 

50M60252 08-01 

Digital Data Acquisition Subsystem/ Computer 
Interface Unit, Model 501, Specification 
for, 3/04/66, E0-2, 5/06/66, EO-3, 5/25/66, 

EO-4, 7/05/66 

50M60273A 08-01 

Data Control Panel Asseably, Specification 
for, 12/28/65 

50M60305 08-01 

Topside Sounder Data Processor 

564-78779 05-01 

Technical Specification for Data Model Control 
Panels 

571.1-1-66 05-01 

Drill Data, Lockwire Size, and Method of 
Application, Standard for 01/16/1962 
10419909B 08-01 

DATAKOR 

Technical Specifications for the Datakor 

Systea 10-03 

DATE 

Performance Specification- Up-Date 
Verification Receiver 

S-5 00 -P—0225 05-01 
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DAY 

Day-Night Meteorological Camera for the 
Advanced Technology Satellite-D Mission 
S— 731-P-54 05-01 

DEBUGGING 

Nimbus Sensory Subsystea Debugging Test 
Specification /Pre 1 lainary/ 

S- 650 -N I— 0002 05-01 

DECALS 

Decals, Certification of Cleanliness, 

Specification for 

MSC— SPEC-C— 3 09-03 

Microfilaing of Engineering Documents 16 MM, 
Requirements for 

MSC-S PEC-3 09-03 

Decals, Elastomeric Pigmented Films, for Use 
on Exterior Surfaces, Specification for 

10/07/1964 

MSFC- SPEC— 410 08-01 

DECIMAL 

Decimal Display Module 

ESD-106030 09-03 

DECK 

Top Deck Assembly, Single Sideband 

Telemeter, Specification for, 09/28/64, 

E0-1, 12/11/64, EQ-2 , 07/15/65, £0-3, 

07/28/65, EO-4, 10/05/65, EO-5, 10/27/65, 

EO-6, 06/13/66 

50M6021 0 08-01 

Top Deck Assembly, Single Sideband 

Telemeter, Type III, Specification for, 

12/01/65, E0-1, 7/05/66 

50M60326 08-01 

DECODER 

Tape Recorder/Coaputer Time Decoder and 
Search Unit 

ESD-106002 09-03 

Digital Test Command UP-LINK Digital Decoder 

ESD-1 06008 09-03 

Specification for a Computer Format Control 
Buffer with Time Decoder 

S-522-P-0010 05-01 

Design Specifications for the Orbiting Solar 
Obser vatory-D Spacecraft Tone Digital 
Command Decoder No. 0S0-D-TDDS 

S-623-0S0— 0001 05-01 

Specifications for the Orbiting Solar 
Observatory-C /S-57/ Spacecraft Tone 
Digital Command Decoder 

S-623-0SQ— 0002 05-01 

Project Relay Performance Requi rement s- 
Spacecraft Command Decoder 

S-625-REL— 0 143 05-01 

Time Decoder and Display System 

Specifications, 03/26/64 /pr 14393-1/ 

10-03 

Decoder, Television Sequence, Ground Support 
Equipment, Specification for 06/15/1964 
50M60053 08-01 

Decoder, Sequence, Ground Support Equipment, 
Checkout Procedure for 10/20/1964 
50M60054 08-01 

Decoder, Television Test Set, Sequence, 
Specification for 04/30/1964 

50M60127 08-01 

Decoder, Instrument Unit Command, 

Specification for, 02/09/66 

50M60151A 08-01 

Decoder, Instrument Unit Command, Acceptance 
Test, Procedure for, 7/22/66 

50M60153 08-01 

Command Decoder, Secure Range Safety, 

Qualification Test Procedure, 4/06/66 
50M60155 08-01 

Decoder, Secure Range Safety Command, 

Acceptance Test Procedure, 8/04/66 
50M60156 08-01 

Command Decoder, Secure Range Safety, Bench 
Checkout, Procedure for, 09/21/65, EQ-1, 
03/17/66, EO-2, 04/13/66 

50M60157A 08-01 

Command Decoder, Secure Range Safety, 

Specification for, 09/16/65, EO-1, 03/14/66 

50M60158B 08-01 

DECOMMUNICATION 

Goddard Space Flight Center Specification- 
Pulse Code Modulation Data Decommunication 
System 


S— 553— P-0010 05-01 

DECOMMUTATION 

Digital Acquisition and Decommutation System 

ESD— 106003 09-03 

Digital Acquisition and Decommutation System 
/Pulse Code Modulation Telemetry Station/ 

ESD— 106014 

DECOMMUTATOR 

Decommutator/Computer Interface Unit 
ESD-1 060 10 

Decommutator Line Driver 
ESD-10601 1 

Pulse Amplitude Modulation/Pulse Detector 
Modulation/Pulse Code Modulation Digital 
Decommutator 
ESD— 1 0601 9 

Pulse Amplitude Modulation/Pulse Detector 
Modulation Digital Dedommutator System 
ESD— 106024 

Decommutator Computer Interface 
ESD— 106028 

Decommutator Display Distribution System 
ESD-106044 

DEEP 

Deep Space Network Teletype Format, 7/22/64 


BCC-50305-GEN 11-01 

Deep Space Network, Display and Presentation 
of Time and Timing Information, 4/14/66 
DOS-5027 1-GEN-A 11-01 

Screening Inspection for Deep Space Network 
Electronic Parts, 1/29/65 

ZPP-2 90 2-GEN 11-01 

DEFECT 

Fittings, Military Connector, Classification of 
Defects, Specification for 02/11/1965 
MSFC-SPEC— 437 08-01 

DEFINITION 

Definitions for Contamination Programs 

MSC-STD-C— 1 09-03 

Logic Functions, Symbols and Definitions, 

Standard for, 06/22/64, Notice 1, 07/30/64, 

Amendment 1, 03/08/65 

MSFC- STD-353 08-01 

DEGAUSSER 


Minimum Salient Characteristics for Automatic 
Tape Degaussers, 01/04/65 /PR 49003—1/ 

10-03 


09-03 

09-03 

09-03 

09-03 

09-03 

09-03 

09-03 


DELAY 

Welded Module, Series 300, Delay Circuit 
/D-2A/ 11/04/1963 

MSFC-SPEC-325/4 08-01 

Welded Module, Series 300, Input Delay 


/BD-1A/ 11/04/1963 

MSFC— SPEC-325/6 08-01 

Welded Module, Series 300, Delay Circuit 
/D— 1 A/ 11/04/1963 

MS FC-S PEC-325/ 8 08-01 

Specification for Pulse Sweep and Time Delay 
Generators 

S— 530 -P-0 028 05-01 

DELIVERY 

Preparation for Delivery of Aluminum Alloy 

Plate and Sheet, Specification for 04/22/1963 
MSFC-SPEC— 241 08-01 

Preparations for Delivery of Aluminum Alloy 
Plates and Sheets, Specification for 


09/06/1962 

10M01677 08-01 

DEMODULATION 

Equipment Specification- Telemetry 

Demodulation System for Saturn IB, Complex 
34 10-03 

DEMODULATOR 

Receiver and Demodulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 


Specification for 03/25/1965 

MSFC— SPEC-305A 08-01 

Functional Requirements for Phase Lock 
Demodulator-Comb Iner 

S— 500-P-0020 05-01 

Signal Data Demodulator System 

S- 5 00— P-0226 05-01 

Diversity-Locked Phase Demodulator Performance 
Specification 

S-523-P-0201 05-01 

Diversity-Locked Phase Demodulator 
Performance Specifications 

S-531-P-10 05-01 
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Receiver and Demodulator Panel Assembly, 
Specification for, 7/26/65 

50M60291 08-01 

DEMULTIPLEXER 

Denul t i pi exer. Single Sideband Frequency 
Modulated, Specification for 12/02/1963 
50M60078 08-01 

Demultiplexer, Single Sideband Frequency 
Modulated, Specification for, 01/22/65 
50M60092A 08-01 

Power Supply, 1.5A, 36 VDC, SS/FM 

Demultiplexer, Specification for, 8/31/65 
50M60311 08-01 

DEMULTIPLEXING 

Technical Exhibit for Frequency Modulation/ 
Frequency Modulation Demultiplexing 
Equipment 10-03 

DENSITY 

Technical Specifications for Probability 

Density Analyzer 10-03 

Adhesive, Low Density, Epoxy, Specification 
for 03/12/1964 

10M01744 08-d 

DEOXIDATION 

Deoxidation of Aluminum Alloys 2014, 2219, 5060, 
5456, 6061 and 7075, Specification for 


08-01 


05-01 


02/06/1964 
95M01108 
DEPLOYMENT 

Paddle Deployment Test for Nimbus A Prototype 
Spacecraft 
S— 650— N 1-0023 
DESCRIPTION 

Description and Specifications for Pulse Code 
Modulation Telemetry Tape Recorder System 
S-611-P— 2 05-01 

Applications Technology Satellite Experimental 
Communications System Description and 
Requirements 

S— 620— ATS— 0012 05-01 

Description, Use, and Control of Hydraulic 
Fluid, Non— Pe t rol eum Base, Aircraft 
/MIL— H— 8446/, 01/06/61 

°6-3 04-01 

DESCRIPTIVE 

Descriptive Specification for Test Stand for 
United Kingdom-2/S-52 International 
Satellite 

S— 630— UK— 0076 05-01 

Descriptive Specification for Data Reduction 
Stand for United Ki ngdom-2/S-52 
International Satellite 

S— 630— UK— 0077 05-01 

Structural Subsystem Descriptive Specification 
for United Kingdom— 2/S— 52 International 
Satellite 
S— 630— UK— 0087 

Solar Power Supply Subsystem Descriptive 
Specification for United Ki ngdom-2/S-52 
International Satellite 
S— 630— UK— 0088 

Encoder Subsystem Descriptive Specification for 
United K Ingdom-2/S-52 International 
Satellite 
S— 630— UK— 01 16 
DESIGN 

Welded Electronic Modules, Design and 
Construction, Standard for 
ARC— STD— 201 

Design and Fabrication Requirements for 
Resistance Welded Electrical Connections, 

7/27/66 
GMO— 50571— GEN 

Contract End Item Detail Specification /Low 
Frequency Accelerometer/ Performance/Design 
and Product Configuration Requirements, 

11/03/66 

KSC— SPEC— M-0001 10 -0 

Design, Fabrication, and Test of Compartment 
Cooling Unit for S-IV-B Instrumentation 
Unit, Project Apollo, 01/03/67 
KSC— SPEC— P—0001 10 -o 

Design of Electrical Control and Monitor 
Equipment and Panels, 11/30/66 
KSC— STD— E— 0001 10 -o 

Instructions for Preparation of Design Criteria 
and Functional Requirements. /Interim/, 

02/24/65 

KSC— STD— 8 10 -o 


05-01 


05-01 


05-01 


02-0: 


11 - 


Plumbing /Cross Connections/ Engineering 
Design Standard. /Interim/, 07/11/66 
KSC— STD— 15 10—01 

Drafting and Design, Preparation and 
Maintenance of, 06/01/66 

KSC— M-125 10-01 

Performance/Design and Product Configuration 
Requirements KSC Operations Safety Officer. 
Launch Firing Room Console for Apollo 


Launch Support Systems, 09/13/65 
KSC— CP-22309 10-01 

Preparation of Performance and Design 
Requirements 

MSC— STD-105 09-03 

Printed-Wiring Boards /Copper-Clad/ Design, 
Documentation, and Fabrication of, 12/15/65 
MSFC-STD-154A 08-01 

Electrical Engineering D'esign Practice, 

Standard for 03/15/1962 

MSFC-STD-163 08-01 

Design and Operational Criteria of Controlled 
Environment Areas, Standard for 07/29/1963 
MSFC— STD— 246 08-01 

Human Engineering Design Criteria, Standard 
for, 09/23/66 

MSFC-STD-267A 08-01 

Electrical Support Equipment, General Design 
Requirement for. Standard for 08/14/1964 
MSFC-STD-421 08-01 

Design Criteria and Construction Standards, 

4/65 

NPC-325-1 00-02 

Environmental Design Qualification Test- 
Components and Experiments, Study of 
Enhanced Radiation Belt S-3B and S-3C 
S— 320-EP-0101 05-01 

Environmental Design Qualification Test- 

Orbiting Geophysical Observatory Experiments 
S— 320-OGO— 0101 05-01 

Environmental Design Qualification Test- 
Components and Experiments, United Kingdom 
/2/S— 52 

S— 320 -UK— 0101 05-01 

Environmental Design Qualification 

Specification for the Prototype United 
Kingdom-2/S-52 Spacecraft 

S— 320 -UK— 0301 05-01 


Environmental Design Qualification and 
Acceptance Tests- Components and 
Experiments, Distance Measuring Equipment 
Antenna 

S— 324— DME— A-l 05-01 

Design, Fabrication, and Installation of 
Princeton Optical Bench for the Twelve by 
Fifteen Thermal-Vacuum Chamber 

S— 325— P-7 A 05-01 

Delta Spacecraft Design Restraints /Douglas 
Aircraft Company Report SM-42367/ 

S— 623-D— 0052 05-01 

Goddard Experiment Package Design 

Specification for the System Goddard 
Experiment Package 

S-623-0AQ— 0001 05-01 

Goddard Experiment Package Design 

Specification for the Optical-Mechanical 
Subsystem 

S-623—0 A0-00 02 05-01 

Goddard Experiment Package Design 
Specification for the Fine Guidance 
Subsystem Goddard Experiment Package 
S— 623— 0 A0— 0003 05-01 

Goddard Experiment Package Design 

Specification for the Electro-Mechanical 
Subsystem 

S-623-OAO-0004 05-01 

Goddard Experiment Package Design 

Specification for the Electronics Subsystem 
S-623-OA0-0005 05-01 

Goddard Experiment Package Design 
Specification for Integration 

S-623-OAD-0008 05-01 

Goddard Experiment Package Design 
Specification for Materials 

S-623-0 AO-OO 10 05-01 

Structures Subsystems Design Specification for 
Orbiting Astronomical Observatory 
S-623—0A0— 0345-2 05-01 

Stabilization and Control Subsystem Design 
Specification for Orbiting Astronomical 
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Observatory 

S- 623— 0 A0-0345- 3 05-01 

Data Processing Subsystem Design 

Specification for Orbiting Astronomical 
Observatory 

S- 623-0 AO-0345-4 05-01 

Communications and Antennas Subsystem Design 
Specification for Orbiting Astronomi cal 
Observatory 

S- 623-0 A0-034 5-5 05-01 

Power Supply Subsystem Design Specification 
for Orbiting Astronomical Observatory 
S- 623— 0 A0-034 5-6 05-01 

Therwal Control Design Specification for 
Orbit ing AstronoBical Observatory 
S- 623-0 A0-03 4 5- 11 05-01 

Interstage Structure and Separation Mechanisa 
Design Specification for Orbiting 
Astrononical Observatory 

S-623-OA0-0345-15 05-01 

Design Specifications for the Orbiting Solar 
Obser vatory— D Spacecraft Tone Digital 
Connand Decoder No. 0S0— D-TDDS 

S-623-OSO-OOOl 05-01 

Design Specifications for the Orbiting Solar 
Observatory-D Flight Spacecraft Digital 
Recorder /Reproducer 

S— 623-0S0— 0004 05-01 

Design Specifications for the Orbiting Solar 
Obser vatory— E Flight Spacecraft Digital 
Recorder/Reproducer 

S-623-0S0-0005 05-01 

Project Relay Performance Requi rement s- 
Electrical Design and Coordination 
S— 625-REL— 0105 05-01 

Specification for the Analysis and Design of a 
High Temperature Thermoelectric Conversion 
Device 

S-630-P-0130 05-01 

Design and Development of a Brushless Direct 
Current Torque Motor for Use in Solar 
Array Orientation Systens 
S-630-P-0135 

A Research, Design and Development Program 
Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondl ss ipat l ve Regulator-Converters 
S-630-P-0136 

Goddard Space Flight Center Engineering 
Standards Design Manual 
S-673-STD— 0001 

Engineering Standards Design Manual 
Preparation Maintenance of 

STD-673-1 

Sterilization Test Program Screening Test 
Development Task I Component Part Design 
Appraisal, 10/28/66 
ZPP-21 25-GEN 

Design Specification for the Apollo 

Stabilization and Control System Bench 
Maintenance Equipment, 04/09/64 
/P0 [ M3J7XA— 406004/ 

Cover Sheet for Marshall Space Flight Center- 
STD-163 /Electrical Engineering Design 
Practice/ 06/25/1964 
10M01704 

Design Loads, S-IC, Standard, 9/30/66 
10M01714A 

Vessels, Pressure, Design and Fabrication, 
Specification for 11/03/1964 
10M01796 

Hazardous Gas Analyzer System, General 
Design, Operation, and Sampling 
Requirements, Specification for, 2/09/66 
10M01812 08-01 

Human Engineering Design Criteria, Reference 
Abstracts, 11/01/66 

10M01827 08-01 

Mechanical Design Standards List, Electrical 
Support Equipment, 7/07/66 

40M00322A 08-01 

Emitter Followers, Design Specification for 
04/21/1965 

50M02505 38-01 

Flexible Circuits, Wiring, and Cable, Design, 
Construction, and Inspection of. 

Specification for, 09/15/66 

50M60150A 08-01 

Source Follower, Design Specification for 


08-01 

08-01 

08-01 


05-01 

05-01 

05-01 

05-01 

11-01 

10-03 


05/05/1965 

50M60296 

DESIGNATION 

Electrical and Electronic Reference 
Designations, 10/29/65 
HSFC-STD— 349A 
DESTRUCT 

Exploding Bridgewire /EBW/ Destruct System 
Controller, Acceptance Test, Procedure for 
03/13/1964 
MSFC-PR0C-374A 
DESTRUCTOR 

Arming Unit, Remote, Destruction, and 
Separation, 09/21/59 
ABMA-PD-A-48A 
DETECTION 

Pre-Detection Diversity Combiner 
S-553-P-4 

Emergency Detection System, Q-Ball Angle of 
Attack, Sensor System, Specification for 
04/28/1965 
50M60241 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, 
Specification for, 1/06/66 
50M60338 

Emergency Detection System, Q— Ball Angle of 
Attack Sensor System, Test Procedure for 


08-01 

08-01 

08-01 

08-01 

05-01 

08-01 

08-01 


03/15/1965 

50M69931 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, In-Process 
Test Procedure, 1/06/66 
50M71001 
DETECTOR 

Commercial Equipment Specification for A 
Versatile Leak Detector, 12/08/65 
ERC/F-C-10001 

Pulse Amplitude Modulation/Pulse Detector 
Modulation/Pulse Code Modulation Digital 
Decommutator 
ESD— 106019 

Pulse Amplitude Modulation/Pulse Detector 
Modulation Digital Decommutator System 
ESD— 106024 

Purchase Specification for an Ultraviolet 
Flame Detector Launch Complex 34 and 37, 


08-01 

08-01 

12-01 

09-03 

09-03 


12/01/66 

KSC-SPEC-H— 002 10-01 

Functional Specifications for Battery-Operated 
Field Radiation Hazard Detector 

S-525— P-0 028 05-01 

Detector, Pulse, Specification for 10/21/1963 

50H60062 08-01 

DETERMINATION 

Determination of Voltage Controlled Oscillator 
Frequency Stabilization Network, Procedure 
for, 04/09/65 
MSFC-PRQC-359 

Scanning Celestial Attitude Determination 
System 
S-652-P-4 
DETERMINING 

Determining Criticality Numbers for Priority 
I, II and III Components, 05/15/66 
KSC-STD-122 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 
MSFC-PR0C— 195A 

Specification for Determining Relative 1 
Microelectron Volt Electron Radiation 
Damage Resistance for Silicon Solar Cells 
S-630-P— 0106 
DEVELOPMENT 

Research and Development Quality Assurance 
Requirements for Ground Support Equipment, 
6 / 02/66 
GM0— 50555— GEN 

Development of a 1700 Megacycle, Ultra-Low- 
Noise Parametric Amplifier/Converter System 
S-5 00— P-0419 05 01 

Development of a 400 Megacycle, Low-Noise- 
Parametric Amplifier Converter System 
S-500— P-0420 

Procurement Specification for the Advanced 
Technological Development of a Two-Channel 
Monopulse Antenna System 


08-01 


05-01 


10-01 


08-01 


05-01 


11-01 


05-01 
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DIELECTRIC 


S— 525— P—0039 05-01 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 

S— 623-AQSQ-0137 05-01 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 

S— 623— 0S0— 0137 05-01 

Specifications for the Development of a Low 
Temperature, High Voltage Thermionic Energy 
Conversion System 

S-630-P-0129 05-01 

Design and Development of a Brushless Direct 
Current Torque Motor for Use in Solar 
Array Orientation Systems 

S— 630— P—0135 05-01 

A Research, Design and Development Program 
Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondi ss l pat i ve Regul a tor— Converter s 


S— 630— P—0136 

Specification for Solid State Current Limiter 
/Fuse/ Development 
S— 630— P—0139 

Sterilization Test Program Screening Test 
Development Task I Component Part Design 
Appraisal, 10/28/66 
ZPP— 2125— GEM 
DEVELOPMENTAL 


05-01 

05-01 

11-01 


Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 


S— 522— P—0012 

DEVIATION 

Specifications for Frequency Modulation 
Monitor and Deviation Meters 
S— 530— P-0022 
DEVICE 


05-01 

05-01 


General Specification Semiconductor Devices* 

A a /«! JL / C A 5 


08/24/64 

KSC-S-101 10-01 

Semiconductor Devices, General Specification 
for 12/18/1964 

MSFC— SPEC— 338A 08-01 

Semiconductor Device S2N2501, 8/26/66 

MSFC— SPEC— 338/122 08-01 

Valves and Control Devices, Handling, 

Protection, and Packaging of 03/09/1965 
MSFC— STD— 343/2 08-01 

Semiconductor Devices, Established Reliability, 
Specification for 09/30/1964 

MSFC— SPEC-438 08-01 

Established Reliability Semiconductor Device 
E2N657A 05/31/1965 

MSFC— SPEC— 438/100 08-01 

Established Reliability Semiconductor Devices 
E2N722 and E2N1132 05/31/1965 

MSFC— SPEC— 438/101 08-01 

Specification for the Analysis and Design of a 


High Temperature Thermoelectric Conversion 
Device 


S— 630— P—0130 05-01 

Specification for Electronic Scanner-Switching 
Device for Third Electrode Nickel-Cadmium 
Cells 

S— 630— P—0167 05-01 

Spacecraft Electronic Components Four-Layer 
Semiconductor Devices /HI-REL/, 1/25/66 
ZPH— 2252-GEN H_0i 

Spacecraft Electronic Components Semiconductor 
Devices Four Layer, 1/11/66 
ZPP— 2752— GEN- A 

Gages, Measuring Devices, Instruments, Test 
Equipment, and Tools, Calibration and 
Checking Requirements, 02/15/65 
02-2 

Safety and Arming Device /Remote 

Controlled/, Specification for, 06/13/66 
10M01745A 

Semiconductor Device, SM1186, Specification 
for, 10/22/64, EO-1, 12/14/64, EO-2, 

11/05/65, EO-3, 01/21/66 

50M60196 

Semiconductor Device, SMIN914, Specification 
for, 10/22/64, E0-1, 03/28/66, EO-2, 

01/14/66 
50M60197 

Semiconductor Device, SM2N2907A, Specification 
for, 10/22/64, E0-1, 11/05/65, EO-2, 


11-01 


04-01 


08-01 


08-01 


08-01 


01 / 21/66 

50M60198 08-01 

Semiconductor Device, SM1534, Specification 
for, 10/22/64, E0-1, 11/05/65, EO-2, 

01 / 21/66 

50M60199 08-01 

Semiconductor Devices, SM3750, Specification 
for, 10/22/64, E0-1, 11/05/65, EO-2, 

01 / 21/66 

50M60200 08-01 

Semiconductor Devices, SM4419, Specification 
for, 10/20/64, EO-1, 03/14/66 

50M60205 08-01 

Semiconductor Device, SMM1757, Specification 
for, 03/15/65, EO-1, 11/05/65, EO-2, 

01/21/66, EO-3, 04/06/66 

50M60267 08-01 

Semiconductor Device, Diode, Silicon, Type 
1N941B with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL— S- 19500/, 10/17/66 

50M60404 08-01 

Semiconductor Devices, Diodes, Silicon, Type 
JAN-1N649 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL— S— 19500/, 10/17/66 

50M60405 08-01 

Semiconductor Devices, Diodes, Silicon, Types 
1N4370A, TX— 1N4370A, 1N4371A, TX-1N4371A, 
1N4372A, TX-1M4372A, 1N746A, Through 
1N759A, and TX-1N746A Through TX-1N759A with 
Weldable Leads, Specification for /Cover 
50M60406 08-01 

Screening, Specification for Semiconductor 
Device S1N916B, 6/06/62, ED-1, 11/04/65 

85M01305A 08-01 

DIAL 


Minimum Salient Characteristics for 

Turns-Counting Dial, 04/05/65 /PR 94213-1/ 

10-03 


DIAMETER 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Data Acquisition Antenna 
S— 500— P-0 001 A 05-01 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Tracking Antenna 


S— 500-P-0418 


05-01 


Functional Specification for 136 Megacycle and 
1700 Megacycle Feed Systems 85-Foot 
Diameter Parabolic Antenna 

S-525-P-0002 05-01 

Performance Specification for Relay Feed 
System for 85-Foot Diameter Parabolic 
Antenna 

S-525— P-0011 05-01 

Performance Specification for Space 

Communications Feed System for 85-Foot 
Diameter Parabolic Antenna 

S-525-P— 0013 05-01 

Performance Specification for Communications 
Satellite Feed System for 85-Foot Diameter 
Parabolic Antenna 

S— 525-P-0015 05-01 

Performance Specification for 136, 400 and 1700 
MC Feed Systems for 85-Foot Diameter 
Parabolic Antenna 

S-525-P-0016 05-01 

Small Diameter Antenna System- Technical 
Exhibit, 06/29/64 /PR 26755-1/ 


DIELECTRIC 


10-03 


Capacitor, Fixed, Glass Dielectric, High 
Reliability /Styles CYFR 10/15/20/30/, 

08/24/64 

KSC-C-106 10-01 

Capacitors, Fixed, Plastic Dielectric, 

/Nonmetal lie Case/ /Style KCTM/, 08/24/64 
KSC-C-112 10-01 

Potting and Molding Cable Assemblies, Using 
Elastomeric Compounds, 09/13/65 
MSFC-PR0C-186C 08-01 

Capacitors, Fixed Glass-Dielectric, 

Established Reliability, Specification for 
07/20/64, Marshall Space Flight Center- 
QPL-400-1 04/19/65 

MSFC-SPEC— 400A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 10, Established Reliability 07/20/1964 
MSFC-SPEC-400A/1A 08-01 
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Capacitors, Fixed, Glass-Dielectric, Style 
ECY 15, Established Reliability 07/20/1964 
MSFC-SPEC-400A/2A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 20, Established Reliability 07/20/1964 
MSFC— SPEC— 400A/3A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 30, Established Reliability 07/20/1964 
MSFC— SPEC-4 00 A/4 A 08-01 

Capacitors, Fixed, Plastic Dielectric 
/Nonmetallic Case/, /Style SCTM/, 

Specification for, 04/17/64, EO-1 04/21/65 
50M60148 08-01 

Capacitors, Fixed, Paper /or Paper-Plastic/ 
Dielectric /Hermetically Sealed in Metallic 
Case/ /Style SCPV09/, Specification for, 

04/17/64, EO-1, 04/21/65, EO-2, 09/24/66 

50M60160 08-01 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/, 

Specification for 

50M60186 08-01 

Capacitors, Fixed Ceramic-Dielectric /General 
Purpose/, /Style SCK/, Specification for 
06/19/64, EO-1 04/21/65 

50M60187 08-01 

Capacitor, Fixed, Ceramic-Dielectric, Styles 
CK05CW and CK06CW with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-11015/, 10/05/66 

50M60360 08-01 

Capacitor, Fixed, Mica-Dielectric, Style CM06 
with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-C-5/, 

4/07/66 

50M60364 08-01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Nonmetallic Cases/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-27287/, 10/17/66 

50M60409 08-01 

DIESEL 

Specification for Installation of two 350 
Kilowatt Diesel-Generator Sets and Related 
Equipment, Mojave Station 

S— 532— P-0030 05-01 

Specification for Modifications to Switchgear, 
Electrical Components and New Diesel 
Generator Sets, Data Acquisition Facility, 
Santiago, Chile 

S— 532— P-0038 05-01 

Specification for Switchgear and Diesel 

Generator Sets for Ascension Island Power 
Plant 

S-532-P-0039 05-01 

Specification for Switchgear and Diesel 
Generator Sets 

S— 532- P-0040 05-01 

Switchgear and Diesel Generator Sets for 
Madrid Spain 

S-532-P-1 05-01 

Switchgear and Diesel Generator Sets for Kokee 
Park Station, Hawaii 

S-532-P-6 05-01 

Bermuda Switchgear and Diesel Generator Sets 

S— 532-P-8 05-01 

DIFFERENTIAL 

Technical Specification for Bi-Directional 
Differential Pressure-Transducer 

10-03 

Pressure Switch, LDX Differential Step, 

Reliability Test Requirements 03/17/1961 
10M01043 08-01 

Adapter, Signal, Differential /Wideband/, 
Specification for, 03/30/66 

50M60070B 08-01 

Amplifier, Differential, Low Level, 

Specification for, 10/12/64, EO-1, 12/15/64, 

EO-3, 06/25/65, EO-4 , 10/05/65, EO-5, 

10/27/65, EO-6, 11/05/65, EO-7, 11/14/65, 

EO-8, 11/22/65, E0-9, 11/22/65, EO-lOA, 
50M60204 08-01 

Transistor, PNP Dual-Chip Differential, 

High Frequency, Type SP494, Specification 
for, 03/24/65, ED-1, 04/13/66 

50M60235 08-01 

Differential Amplifier, Transistor, NPN, Type 


301K5 with Weldable Leads, Specification 
for, 11/17/66 

50M60369 08-01 

DIFFUSED 

Diodes, Zener, Diffused, Type 1N4105 with 

Weldable Leads, Specification for, 10/17/66 
50M60408 08-01 

DIGITAL 

Manufacturing Requirements HI-REL Digital 
Modules, 2/02/67 

DDM— 50442— GEN— B 11-01 

Digital Computer Complex for Apollo Checkout 
Equipment, Spacecraft Stations 

ESD-10600 1 09-03 

Digital Acquisition and Decommutation System 

ESD— 106003 09-03 

Digital Test Command UP-LINK Digital Decoder 

ESD-106008 09-03 

Digital Acquisition and Decommutation System 
/Pulse Code Modulation Telemetry Station/ 

ESD— 106014 09-03 

Pulse Amplitude Modulation/Pulse Detector 
Modulation/Pulse Code Modulation Digital 
Decommutator 

ESD-1 06019 09-03 

Digital Test Command System 

ESD-106021 09-03 

Pulse Amplitude Modulation/Pulse Detector 
Modulation Digital Decommutator System 
ESD— 106024 09-03 

High Speed Digital Computer /Interim/ 

ESD-106025 09-03 

Digital Communication and Control Unit 

ESD— 106027 09-03 

Digital Magnetic Tape Specification 

ESD— 106043 09-03 

Electrical Prototype Digital Test Command 
System 

ESD-106045 09-03 

High Speed Digital Computer /Data 
Processing/ 

ESD— 106087 09-03 

Digital Test Command System /On-Board/ 

ESD-106092 09-03 

Receiving Station, Pulse Code Modulated 

Digital Data Acquisition Subsystem, Model 
DRS-1, Specification for 09/16/1963 
MSFC-SP EC-295 08-01 

Digital Signal Simulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 08/07/1963 

MSFC- SPEC— 297 08-01 

Quick-Look Assembly, Pulse Code Modulated 
Digital Data Acquisition Subsystem 
Receiving Station, Specification for 
08/08/1963 

MSFC-SP EC-298 08-01 

Data Switch Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC- SPEC-299 08-01 

Correlator Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC-SPEC-300 08-01 

Source Selector, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/02/1963 
MSFC-SPEC-30 1 08-01 

Computer Interface Panel, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC- SPEC-3 02 08-01 

Data Control Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/14/1963 

MSFC- SPEC-303 08-01 

Digital Signal Synchronizer, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 01/05/1965 

MSFC-SPEC-304A 08-01 

Receiver and Demodulator Panel Assembly, 

Pulse Code Modulated Digital Data 
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Acquisition Subsystem Receiving Station, 
Specification for 03/25/1965 
MSFC— SPEC— 305A 

Power Supply, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MSFC— SPEC— 306 

Blower Assembly, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 09/04/1963 
MSFC— SPEC-307 

Patch Panel, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MSFC— SPEC— 308 

Digital Gate Rack Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/15/1963 
MSFC— SPEC— 309 

Converter Assembly, Dig l tal-to-Analog , 
Specification for 03/29/1965 
MSFC— SPEC— 312 A 

Telemetry Receiving Station, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem, Specification for 09/20/1963 
MSFC— SPEC— 313 

Converter, Analog-to-Digi tal , Subassembly, 
Vehicleborne, Pulse Code Modulated Digital 
Data Acquisition System, Specification for 
05/15/1964 
MSFC— SPEC— 323A 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for 
08/15/63, Amendment 2, 11/20/63 

MS FC— SPEC— 324 

Timer, 40 Second, Component Selection, Time 
and Temperature Compensating, 06/10/65 
MSFC-PRQC— 453A 

High Precision Digital Voltmeter 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


S— 322— P—5 

Digital Data Recording and Synchronizing 
System /Digital Data Recording and 
Synchronizing System/ Performance 
Specif icat ion 
S— 523— P—2 

Real Time Automatic Digital Optical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 
S— 524— P—1 

Specification for Digital Recorders 
S— 530— P—0017 

Goddard Range and Range Rate System 

Specifications- Frequency Standard and 
Digital Clock /Appendix 1 to Exhibit A/ 

S— 531— RR— 0032 

Exhibit B, Goddard Space Flight Center 

Specification for Digital Data Processing 
System 

S— 553— P—0003 

Specification for Digital Command System 
Ground Control Network 
S— 553— P—0040 

Specification for Orbiting Geopnysical 
Observatory Digital Experiment Modules 
S— 623— 0G0— 0002 

Specifications for Orbiting Geophysical 
Observatory Digital Experiment Modules 
S— 623— 0G0— 0005 

Design Specifications for the Orbiting Solar 
Observatory-D Spacecraft Tone Digital 
Command Decoder No. OSO-D-TDDS 
S— 623— 0S0— 0001 

Specifications for the Orbiting Solar 
Observatory-C /S-57/ Spacecraft Tone 
Digital Command Decoder 
S— 623— 0S0— 0002 

Specifications for Digital Class I Spacecraft 
Recorder Utilizing the M Modular Concept 
as Sponsored by Goddard Space Flight Center 
S— 623— 0S0— 0003 

Design Specifications for the Orbiting Solar 
Observatory-D Flight Spacecraft Digital 
Recorder /Reproducer 
S— 623— 0S0— 0004 

Design Specifications for the Orbiting Solar 
Observatory-E Flight Spacecraft Digital 
Recorder/Reproducer 


05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 


S— 623— OS0-0005 05-01 

Specification for Dymec Digital Data 
Acquisition System 

S-630— P-0141 05-01 

Solid State Digital Voltmeter Specification 

S— 630— P—0160 05-01 

Microelectronic Circuits, Digital, Silicon, 
Nonolithic, General Specification for 
S-711-P-1 05-01 

Analog to Digital Conversion Subsystem 

S— 711— P—2 05-01 

Medium Resolution Infrared /MRIR/ Experiment 
Prototype and Flight Model Digital 
Electronics Telemetry Units for Nimbus B 
S-731-P-18A 05-01 

Digital Tape Recorder Specification, 03/25/64 
/PR 14392-1/ 10-03 

Fifty-Channel High Speed Analog-to-D igi tal 
Conversion System /K-EF3-64-6/ 

10-03 

Specifications for an Analog Pulse - Digital 
Data System for Orbiting Geophysical 
Observatory Experiment F-17 


05-01 

Specification for Converter, Digital-to-Analog 
Assembly 10-03 

Specifications for Channel Digital-to-Analog 

Converter /PR 14364-1/ 10-03 

Specifications for Digital Display Generator 

10-03 

Specifications for 100-Channel Digital Data 
Recording System /PR 00008-1/ 

10-03 

Evaluator, Digital Events, Specification for 
08/20/1964 

40M00214 08-01 

Sub-Multiplexer Assembly, Remote, Digital, 
Acceptance Test Procedure for 11/14/1963 
50M60011 08-01 

Submultiplexer, Assembly, Remote Digital, 
Specification for, 08/18/64, EO-1, 

10/13/64, EO-2, 11/04/64, EO-3, 12/16/64, 

EO-4, 01/29/65, EO-5, 07/20/65, ED-6, 

07/20/65, EO-7 , 07/20/65, EO-8, 07/20/65, 
50M60018A 08-01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 

Checkout Procedure for, 6/16/64 

50M60031A 08-01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 
Specification for, 09/14/64, EO-1, 12/04/64, 

EO-2, 12/10/64, EO-3, 07/15/65, EO-4, 

11/22/65, EO-5, 01/05/66, EO-6, 01/14/66, 

50M60067 08-01 

Digital Adapter, Liquid Level Measuring, 
Specification for 02/17/1964 

50M60088 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for, 
10/06/64, E0-1, 07/20/65, EO-2, 01/05/66, 

EO-3, 05/18/66 

50M60209 08-01 

Welded Modules, Remote Digital Sub- 

Multiplexer, Specification for, 07/08/65, 

EO-1, 10/05/65, EO-2, 11/29/65 

50M60217 08—01 

Power Supply, 300 Mi 1 1 i amperes, 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 
50M60246 08-01 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 
Acquisition System Receiving Station, 
Specification for 06/11/1965 

50M60247 08-01 

Cards, Printed Circuit, Digital, Specification 
for, 2/21/66 

50M60249 08-01 

Pulse Code Modulated Digital Synchronizer, 
Specification for, 11/26/65 

50M60250 08-01 

Converter Assembly, Digital to Analog, 
Specification for 06/08/1965 

50M60251 08-01 

Modules, Plug-In, Digital, Specification for, 
2 / 10/66 
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50M60271 08-01 

Digital Data Acquisition Subsystem/ Computer 
Interface Unit, Model 501, Specification 
for, 3/04/66, EO-2, 5/06/66, EO-3, 5/25/66, 

EO-4, 7/05/66 

50M60273A 08-01 

Digital Multiplexer Assembly, Model 410, 

Specification for, 2/23/66, EO-3, 4/12/66, 

EO-4, 5/06/66, EO-5, 5/25/66, 

EO-6, 7/05/66 

50M60274A 

Digital Signal Simulator Panel Assembly, 
Specification for, 11/26/65 
50M60292 

Digital Receiving Station 50M69703-1, 

Specification for, 1/04/66 
50H60315 

Digital Receiving Station 50M69753-1, 

Specification for, 1/04/66 
50M60317 
DIGITIZING 

Doppler Digitizing System- Technical Exhibit, 


12/04/64 /PR 43997-1/ 10-03 

DIODE 

Specification Sheet Diode, Zener, Silicon, 

Power Type KIN2970B, 08/24/64 

KSC— S-101/1 10-01 

Welded Module, Series 300, Diode Logic 
Network /M-7A/ 11/04/1963 

MSFC— SPEC— 325/21 08-01 

Welded Module, Series 300, Diode Logic 
Network /M-8/ 11/04/1963 

MSFC— SPEC— 325/22 08-01 

Diode, Silicon, S1N483B 12/13/1963 

MSFC— SPEC— 338/ 1 08-01 

Diodes, Silicon, S1N540 and S1N547 12/13/1963 

MSFC— SPEC— 338/2 08-01 

Diode, Silicon, S1N626 12/13/1963 

MSFC- SPEC— 338/3 08-01 

Diode, Silicon, S1N643 12/13/1963 

MSFC-SPEC— 338/4 08-01 

Diode, Silicon, S1N793 12/13/1963 

MSFC-SPEC— 338/5 08-01 

Diodes, Silicon, S1N645 and S1N649 12/13/1963 

MSFC-SPEC— 338/6 08-01 


Diodes, Silicon, S1N3016B through S1N3028B 
12/13/1963 
MSFC— SPEC— 338/7 

Semiconductor Devices S1N4370A through 
S1N4372A and S1N476A through S1N759A, 
04/12/66 

MSFC-SPEC-338/8A 

Diodes, Silicon, S1N761A through S1N769A 
12/13/1963 
MSFC-SPEC— 338/9 

Diodes, Silicon, S1N827A, S1N939A, and 
S1N944B 12/13/1964 

MSFC-SPEC— 338/1 0 

Diodes, Silicon, S1N962B through S1N973B 
12/13/1963 
MSFC— SPEC— 338/ 1 1 

Diodes, Silicon, S1N1189 12/13/1963 

MSFC— SPEC— 338/12 

Diodes, Silicon S1N1204A and S1N1206A 
12/13/1963 
MSFC— SPEC— 338/ 13 

Diode, Silicon, S1N1616 12/13/1963 

MSFC— SPEC— 338/14 

Diode, Silicon, S1N916B 12/13/1963 

MSFC— SPEC— 338/15 

Diodes, Silicon, S1N2970B through S1N2958B 
02/17/1964 


MSFC— SPEC— 338/16 08-01 

Visual Inspection Requirements for Glass 
Encased Diodes 

S-323-P-3 05-01 

Spacecraft Electronic Components, 

Semiconductors, Diodes /High Reliability/, 
1/31/66 

ZPH— 2246-GEN-B 11-01 

Spacecraft Electronic Components, 

Semiconductor Diodes, 1/11/66 

ZPP— 2746-GEN-B 11-01 

Qualification Testing Requirements for 
Semiconductor Diodes, 5/25/66 

ZPQ-2446— GEN 11-01 

Diodes, Silicon, Types IN458, IN459, and 


IN 827 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-S-19500/ , 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


08-01 

08-01 

08-01 

08-01 


4/07/66 

50M60376 08-01 

Diode, Zener, Silicon, Type 1N936A with 

Weldable Leads, Specification for, 10/13/66 
50M60377 08-01 

Diode, Zener, Silicon, Type 1N1314A with 

Weldable Leads, Specification for, 10/13/66 
50M60378 08-01 

Semiconductor Device, Diode, Silicon, Type 
1N941B with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL-S-19500/, 10/17/66 

50M60404 08-01 

Semiconductor Devices, Diodes, Silicon, Type 
JAN-1N649 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL-S-19500/, 10/17/66 

50M60405 08-01 

Semiconductor Devices, Diodes, Silicon, Types 
1N4370A, TX— 1N4370A, 1N4371A, TX-1N4371A, 
1N4372A, TX-1N4372A, 1N746A, Through 
1N759A, and TX-1N746A Through TX-1N759A with 


Weldable Leads, Specification for /Cover 
50M60406 08-01 

Diode, Zener, Type 1N823A with Weldable 
Leads, Specification for, 10/17/66 
50M60407 08-01 

Diodes, Zener, Diffused, Type 1N4105 with 

Weldable Leads, Specification for, 10/17/66 
50M60408 08-01 

DIPOLE 

Specification for a 2300 Megacycle Crossed 
Half-Wave Dipole 

S-525-P-0035 05-01 

DIRECT 

Direct Writing Analog Recording System 

ESD-106018 09-03 

Direct Writing Recording System 

ESD-106039 09-03 

Direct Writing 100-Channel Event Recording 
System 

ESD— 106047 09-03 

Direct Writing 32-Channel Event Recording 
System 

ESD— 1 06048 09-03 

Direct Current Amplifier Module, Specification 
for, 08/13/62, Amendment 1, 03/26/63 

MSFC-SPEC-133A 08-01 


Relays, Direct Current Hermetically Sealed, 
for Space Vehicles and Ground Support 
Equipment, General Specification for. 

Supplement IE, 9/16/66, QPL-339-4, 4/25/65, 

Amendment 2, 2/07/66 

MSFC— SPEC-339 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 

MSFC- SPEC-339/ IB 08-01 

Relay, General Purpose, 28 Volts, Direct 

Current, 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting, S6GP-2-2B, 

08/31/64, Amendment 1, 07/29/66 

MSFC-SPEC— 339/2B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-1.5-19A, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC— 339/1 9A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 7*5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH-3— 20 A, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/20 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-2-22A, 03/16/64 

MSFC-SPEC-339/22A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3.25-23A, 08/31/64 

MSFC-SPEC-339/23A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A , Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 
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08/31/64 

MSFC-SPEC-339/24A 08-01 

Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC— SPEC-339/25A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 

04/01/65 

MSFC— SPEC-339/26A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC— SPEC— 339/27A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC— SPEC— 339/28A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse— Flange Mounting, 
S2GH-6-31B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/31B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-32A, 04/01/65, Amendnent 1, 07/29/66 

MSFC SPEC-339/3 2 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Two Hole Flange Mounting, 

S2GP-6-33B, 04/01/65, Amendnent 1, 07/29/66 

MSFC-SPEC— 339/33B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/4 IB 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/42A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC— 339/43B 08-01 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-51A, 04/01/65 

MSFC-S PEC-339/51 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-52A, 04/01/65 

MSFC— SPEC-339/52 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One— Hole Ears Mounting, 

Current, 2 Pole Double Throw, 2A, 

Plug-In, 2 One— Hole Ears Mounting, 

S2GP-6-53B, 04/01/65 

MSFC— SPEC-339/ 53B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 
04/01/65 

MSFC— SPEC— 339/54A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 
S2GH-3-58A, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/58A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC— SPEC— 339/59A 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 


Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC-SPEC-339/61A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC-SPEC— 339/62 A 08-01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC— SPEC— 339/63B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 

S2LP-8— 64B, 04/01/65 

MSFC— SPEC— 339/64B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/68A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug— In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC— 339/69 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH-7, 25-71A, 04/01/65 

MSFC-SPEC-339/7 1 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, 

S2GP-7.25-73A, 09/30/65 

MSFC-SPEC-339/73A 08-01 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 


04/01/1965 
MSFC-SPEC— 339/74 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC— 339/81 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC-SPEC-339/82A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug— In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC-SPEC— 339/83A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 
Reverse-Flange Mounting, S2LH-8-91A, 
04/01/65 

MSFC-SPEC— 339/91 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC-SPEC-339/92A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC— SPEC— 339/93A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-94 A, 08/31/64 
MSFC-SPEC— 339/94 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 
04/01/65, Amendnent 1, 07/29/66 
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MSFC— SPEC-339/98 A 08-01 

Relay, Special Purpose /Sensitive/, 28 Volts, 

Direct Current, 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/101 08-01 

Power Supply, 56 Volt Direct Current, Model 
2, Acceptance Checkout, Procedure for 
11/02/1964 

MSFC-PROC-431 08-01 

Specification for Universal Electrical 
Measuring Instrument /Precision/ 

/Alternating Current-Direct Current 
Portabl e/ 

S-530— P-0024 05-01 

Direct Current Power Supply 10 Ampere 18 
Volts 

S— 553-P-13 05-01 

Direct Current Power Supply 50 Ampere 10 
Volts 

S-553-P-14 05-01 

Design and Development of a Brushless Direct 
Current Torque Motor for Use in Solar 
Array Orientation Systems 

S— 630— P-0135 05-01 

Nimbus B Prototype Direct Current/Direct 
Current Converter Subsystem 

S— 716-P-6 05-01 

Minimum Salient Characteristics for Direct 
Writing Analog Recorder Systems, 05/10/65 
/PR 98508-1/ 10-03 

Power Supply Set, Direct Current 56-Volt, 
50-Ampere, Specification for, 02/28/64, 

ED-1 , 06/22/64 

40M00205 08-01 

Power Supply Set, Direct 28-Volt, 50-Ampere, 
Specification for, 02/28/64, EO-1 06/22/64 
40M00206 08-01 

Power Supply Set, Direct Current 28-Volt, 
100-Ampere, Specification for, 02/28/64, 

EO-1 06/22/64 

40M00207 08-01 

Power Supply Set, Direct Current 28-Volt, 
250-Ampere, Specification for, 02/28/64, 

EO-1, 06/22/64 

40M00208 08-01 

Power Supply Set, Direct Current 28-Volt, 
500-Ampere, Specification for, 02/28/64, 

E0-1 06/22/64 

40M00209 08-01 

Amplifier Module, Direct Current, 

Specification for, 7/06/66 

40M00313B 08-01 

Converter, Direct Current to Direct Current, 

Specification for, 11/04/65, EO-2, 11/04/65, 

EO-3, 11/04/65, EO-6, 12/12/65, EO-7, 

01/21/66, EO-8, 01/14/66 

50M60040C 08-01 


Amplifier Module, Direct Current, 

Specification for, 03/05/65, EO-1, 07/14/65, 

EO-2, 03/25/66 

50M60074A 08-01 

Frequency to Direct Current Converter, 
Specification for 03/30/1965 

50M60128A 08-01 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/, 

Specification for 

50M60186 08-01 

Converter, Direct Current to Direct Current, 

Specification for, 11/04/64, EO-1, 07/15/65, 

EO-2, 09/15/65, EO-3, 10/05/65, EO-4 , 

11/05/65, EQ-5, 09/15/65, EO-6, 12/17/65, 

EO-7, 01/05/66, EO-8, 06/06/66 

50M60211 08-01 

Power Supply, Direct Current, 56 Volt, 

Specification for, 09/03/64, EO-1 01/13/65, 
EO-2 01/15/65, EO-3 03/26/65 

50M60223 08-01 

Power Supply, 300 Mi 1 1 i amperes , 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 
50M60246 08-01 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 


Acquisition System Receiving Station, 
Specification for 06/11/1965 

50M60247 08-01 

DIRECTIONAL 

Technical Specification for Bi-Directional 
Differential Pressure-Transducer 

10-03 


Coupler, Command Directional, Model 314, 
Specification for, 03/14/66 

50M60282B 08-01 

Antenna, Directional, Command and Communication 
System, Model 609, Specification for, 

7/15/66 

50M60356 08-01 

Coupler, Directional, Telemetry Model 226, 
Specification for, 9/01/66 

50M60396 08-01 

DISCONNECT 


Couplings, Pressure Balanced, Cryogenic, 

Quick Disconnect, Specification for, 
4/25/66, EO-1, 10/24/66 

10M01813 
DISCRIMINATOR 

Subcarrier Discriminator 
ESD— 106017 

Frequency Modulation Subcarrier Discriminator 
ESD— 106032 


08-01 

09-03 

09-03 


Specifications for Tunable Telemetry 

Subcarrier Discriminator /PR 13577-1/ 


10-03 


DISH 

Functional Specification for Collimation Tower 
Equipment for 30-Foot Dishes 

S— 525— P—0029 05-01 

DISK 

Specification for Disk-On-Rod Command Antenna 
Array 

S— 525-P-0018 05-01 

DISPLACING 

Corrosion Preventive Compound, Oil Type, 

Water Displacing Saturn Engines and Related 
Components Preservative, Specification for 


01/15/1963 

MSFG-SPEC— 262 08-01 

DISPLAY 

Deep Space Network, Display and Presentation 
of Time and Timing Information, 4/14/66 
DOS-50271— GEN-A 11-01 

Alphanumeric Cathode Ray Tube Display 

ESD— 106006 09-03 

Interim Alphanumeric Cathode Ray Tube Display 

ESD— 106016 09-03 

Meter Display Module 

ESD-1 06029 09-03 

Decimal Display Module 

ESD-1 06030 09-03 

Event Display Module 

ESD-106031 09-03 

Decommutator Display Distribution System 

ESD— 106044 09-03 

General Specification for Central Station 
Control and Display Console 

S— 534-P-0002 05-01 

High Resolution Display and Film Recorder 

S-731-P-55 05-01 


Minimum Salient Characteristics for Display 
Unit, 03/12/65 /PR 91218-1/ 

10-03 

Specifications for Digital Display Generator 

10-03 

Time Decoder and Display System 

Specifications, 03/26/64 /pr 14393-1/ 

10-03 

Space Flight Operations Facility, Display 
System, 04/09/63 

30776-GEN 11-01 

DISSECTOR 

Specification for Image Dissector 

Photomultiplier Tube Using a Channel 
Multiplier Section 

S-630-P-0 144 05-01 

Specification for an Image Dissector Sensor 

S-653-P-0003 05-01 

DISTANCE 

Environmental Design Qualification and 
Acceptance Tests- Components and 
Experiments, Distance Measuring Equipment 
Antenna 

S-324-DME-A-1 05-01 
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DOPPLER 


DISTORTION 

Technical Exhibit for Low Distortion Radio 


Frequency Multicoupler, 01/14/65 
/PR 49717-1/ 10-03 

DISTRIBUTION 

Decommutator Display Distribution System 

ESD— 106044 09-03 

Video Distribution and Tape Transport Control 
Unit 

ESD— 106088 09-03 

DISTRIBUTOR 

Racks, Consoles, Panels, and Distributors, 
Packaging, Marking and Storage of, 12/01/65 
KSC— P—127/2 10-01 

Potting of Electrical Distributors, Procedure 
for 09/18/1963 

MSFC-PROC-310 08-01 

DIVERSITY 

Diversity Telemetry Receiver Performance 
Specification 

S— 500— P—0202 05-01 

Diversity-Locked Phase Demodulator Performance 
Specification 

S— 523— P—0201 05-01 

Diversity Telemetry Receiver Performance 
Specification 

S— 523— P—0202 05-01 

130 Megacycle to 140 Megacycle Advanced 
Polarization Diversity Autotrack Receiver 
Performance Specification 

S— 523— P—0302 05-01 

Divers! ty— Locked Phase Demodulator 
Performance Specifications 

S-531-P-10 05-01 

Pre— Detect ion Diversity Combiner 

S— 553— P—4 05-01 

DIVIDER 


Minimum Salient Characteristics for Isolated 
Radio Frequency Power Divider, 03/12/65 


/PR 91214-1/ 10-03 

Frequency Divider, Specification for 
12/09/1964 

50M60003A 08-01 

Divider, Power, Telemetry Antenna, 

Specif i cat i on for , 07/26/65 

50M60042A 08-01 

Command Power Divider Assembly, Model 307, 
Specification for, 07/23/65 

50M60043A 08-01 

Divider, Power, Telemetry, Model 221, 

Specification for, 02/01/66 

50M60256B 08-01 

Divider, Command, Power, Model 310, 

Specification for, 03/10/66 

50M60260B 08-01 

Command Power Divider, Model 312, 

Specification for, 3/14/66 

50M60285B 08-01 

Divider, Power, Telemetry, Model 607, 

Specification for, 02/14/66 

50M60289B 08-01 

Divider, Power, Television, Model 409, 
Specification for, 4/04/66 

50M60334 08-01 

DIVISION 


Multiplexer Assembly, Time Division, Model 
270, Specification for, 05/27/66, EO-10, 
07/06/66 

50M60061A 08-01 

DOCUMENT 

Spare and Replaceable Parts Provisioning 
Document for National Aeronautics Space 
Administration Communications Division 
GSFC— 571— 65— 01 05-01 

Index of Specifications, Standards, and 

Documents. Released and Utilized by Launch 
Equipment Engineering Division, 07/01/66 
KD1A0146 10-01 

Microfilming of Drawings and Associated 
Documents, Specification for 

MSC— SPEC— 1 09-03 

Microfilming of Engineering Documents 16 MM, 
Requirements for 

MSC— SPEC— 3 09-03 

Microfilming of Drawings and Associated 
Documents, Specification for 09/04/1963 
MSFC-SPEC-1 08A 08-01 

Space Vehicles and Supporting Equipment, 

Applicable Documents, Listing for, 02/23/65 


MSFC-ADL-258B 08-01 

Vehicle System Integration- Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory Spacecraft /S-18/ 

S-623— QAO-0020 05-01 

Vehicle System Integration - Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory /S-18/ Spacecraft 
S-623-OAO-0100 05-01 

Electrical Interface Document for 

Interplanetary Monitoring Platform F and G 
Spacecraft, Experiments and Instruments 
S-672— IMP— 0196 

Interface Control Documents to Engineering 
Documentation Cross Reference Index, 

Preparation and Submittal of. Data for. 

Standard for 05/24/1965 
10M01711 
DOCUMENTATION 

Deep Space Instrumentation Facility 

Documentation Requirements for Contractor 
Furnished Services and Hardware, 2/15/65 
D00-1 025-GEN 

Preparation of ISD Engineering Applications 
Documentation Standard 
MSC— STD— 108 

Weight Documentation Fora Completion, Space 
Vehicle, Procedure for 10/10/1962 
MSFC-PR0C— 208A 

Data Submittal Documentation, Contractor, 
Preparation of 12/18/1963 
MSFC— STD— 263A 

Goddard Experiment Package Specification for 
Data and Documentation 
S-623-OA0-0009 05-01 

Orbiting Astronomical Observatory S-18 
Specification- Data and Documentation 
S-623-OAD-0013 05-01 

Data and Documentation Specification for 
Orbiting Astronomical Observatory 
S— 623-0 AD-0345— 13 05-01 

Interface Control Documents to Engineering 
Documentation Cross Reference Index, 

Preparation and Submittal of. Data for. 

Standard for 05/24/1965 

10M01711 08-01 

Documentation Checkers, Training, Qualifying, 
and Certification of, 7/19/65 

10M01807 08-01 

Saturn IB and Saturn V Mechanical Ground 
Support Equipment General Test and 
Documentation Plan, Procedure for, 3/23/66 
10M01811 08-01 

Space Flight Operations Facility, 

Documentation Requirements, 03/26/63 
30766-GEN 11-01 

DOLLY 

Shipping and Container and Combined Supporting 
Framework and Clean Room Doily for 
Experiment Optical Systems Containers 
S— 623— 0 A0— 0014 05-01 

DOME 

Check Valve, LOX Dome, H— 1 Rocket Engine, 
Reliability Test Requirements 06/28/1961 
10M01367 08-01 

DOPPLER 

Doppler Digitizing System- Technical Exhibit, 

12/04/64 /PR 43997-1/ 10-03 

Laboratory Report of Electromagnetic 
Interference Measurements on Offset 
Doppler Frequency Interrogator System, 

Simmonds Model 462320, Unit 2, 10/19/64 

/IN— K—EF3 4-64-5/ 10-03 

Offset Doppler Frequency Short-Range 
Interrogator System- Technical Exhibit 

10-03 

Offset Doppler Frequency Short-Range 
Interrogator System, Addendum A, 

/PR 03347-1/ 10-03 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Checkout Procedure for, 
11/07/1963 

50M60024 08-01 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Specification for, 

10/08/1963 

50M60025 08-01 

Antenna Assembly, Offset Doppler Frequency, 

Model 405, Specification for 03/18/1965 


05-01 

08-01 

11-01 

09-03 

08-01 

08-01 
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S0M60134 08-01 

Antenna System, Offset Doppler Frequency, 
Transmitting, Model 405, Checkout Procedure 
for 11/04/1964 

50M60135 08-01 

Antenna Assembly, Offset Doppler Frequency, 

Model 404, Specification for 03/18/1965 
50M60136 08-01 

Antenna Systea, Offset Doppler Frequency 

Receiving Model 404, Checkout Procedure for 
11/04/1964 

50M60137 08-01 

DOUBLE 

Aluminum Drum, Type 42D, Double-Head 

/86-Gallon Capacity/, Specification for 
02/27/1959 

ABMA-PD-D-461 08-01 

Welded Module, Series 300, Double Inverter 
/I 1-2/ 11/04/1963 

MS FC- SPEC-32 5/ 5 08-01 


Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/7B 08-01 

Cable, Electrical, 47 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 

08/30/66 

MSFC-SPEC-332/47B 08-01 

Cable, Electrical, 60 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/53B 08-01 

Cable, Electrical, 21 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/63B 08-01 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/64B 08-01 

Cable, Electrical, 37 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/95A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/1B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting, S6GP-2-2B, 

08/31/64, Amendment 1, 07/29/66 

MSFC-SPEC-339/2B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH-1 • 5-19A, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC-339/19A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 7.5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3-20A, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC-339/20 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-2-22A, 03/16/64 

MSFC— SPEC-339/22A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH-3. 2 5-23 A, 08/31/64 

MSFC-SPEC-339/23A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Re ver se— FI ange Mounting, S4LH— 6— 24A, 

08/31/64 

MSFC-SPEC-339/24A 08-01 

Relay, Special Purpose, /Magnetic Latch/, 28 


08-01 


08-01 


08-01 


08-01 


Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC— SPEC— 339/25A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 

04/01/65 

MSFC-SPEC-339/26A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC-339/27A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current,* 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC-339/28A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/31B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-32A, 04/01/65, Amendment 1, 07/29/66 

MSFC SPEC— 339/ 32 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Two Hole Flange Mounting, 

S2GP-6-33B, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC-339/33B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse— F 1 ange Mounting, S2LH— 8— 41B, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/41B 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/42A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Amendment 1 

07/29/66 

MSFC-SPEC-339/43B 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH— 6— 51 A, 04/01/65 
MSFC-SPEC-339/51A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6— 52 A, 04/01/65 
MSFC-SPEC-339/52A 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 

Current, 2 Pole Double Throw, 2A, 

Plug-In, 2 One-Hole Ears Mounting, 

S2GP-6-53B, 04/01/65 

MSFC-SPEC-339/53B 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 
04/01/65 

MSFC-SPEC— 339/54 A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 

S2GH-3— 58A, 04/01/65, Amendment 1, 07/29/66 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


MSFC-SPEC— 339/ 58 A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC-SPEC-339/59A 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 


08-01 


08-01 
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DRIVE 


MSFC— SPEC— 339/6 1A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC-SPEC— 339/62A 08-01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC— SPEC— 339/63B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC-SPEC— 339/64B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/68A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC— SPEC— 339/69A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse— Flange Mounting, 

S2GH— 7.25— 71A, 04/01/65 

MSFC— SPEC— 339/71 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, 

S2GP-7.25— 73A, 09/30/65 

MSFC— SPEC-339/73A 08-01 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 
04/01/1965 

MSFC— SPEC— 339/74 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC— SPEC-339/81 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Anendaent 1, 07/28/66 

MSFC-SPEC— 339/82A 08-0 1 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug— In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC— SPEC-339/83A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8-91A, 

04/01/65 

MSFC-SPEC-339/91A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC— SPEC— 339/92A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug— In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC— SPEC— 339/93A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug— In, Plain Case Mounting, 
S2LP-8-94A, 08/31/64 

MSFC— SPEC— 339/94A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/98A 08-01 

Relay, Special Purpose /Sensitive/, 28 Volts, 

Direct Current, 2 Pole Double Throw, 2A, 


Solder Hook, Two— Hole Reverse— Flange 
Mounting, S2SH-50-101, 12/14/64, 

Amendment 1, 07/29/66 

MSFO— SPEC— 339/101 
DRAFTING 

Drafting and Design, Preparation and 
Maintenance of, 06/01/66 

KSC-M-125 10 -oi 

Drafting Manual, Preparation and Maintenance 
of. Standard for 09/30/1964 
MSFC— STD-428 

DRAIN 

Manifold Assembly, Lube Drain, H-l Rocket 
Engine, Reliability Test Requ irements 
04/20/1961 
10M01017 

Valve Assembly, Fuel Fill and Drain, 

Reliability Test Requirements 04/04/1961 
10MGU052 

Valve Assembly, LOX Fill and Drain, 

Reliability Test Requirements 04/03/1961 
10M01064 

Line, Drain, Lube Oil, Specification for, 

2/15/63, ED-1, 6/11/63 

10M01164 

Valve Assembly, LOX-Fill and Drain, 

Specification for, 12/28/60, EO-1, 

EO— 2, 06/24/61, EQ-3, 01/24/62 

10419929 

Valve Assembly, Fuel Fill and Drain, 

Specification for, 12/20/60 EO-1, 

EO-2, 02/02/62 

10419937 
DRAINAGE 

Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


04/28/61, 

08-01 

04/18/61, 

08-01 


S— 532— P-15 

DRAWING 

Interpretations of Drawing Terms and 
Tolerances, 02/18/66 
KSC— STD-168 

Drawings, Engineering and Associated Lists, 
02/07/66 
KSC-D-327 

Microfilming of Drawings and Associated 
Documents, Specification for 
MSC— SPEC-1 

Engineering Drawings, Electrical Support 
Equipment, Preparation of. Standard for, 
11/30/66 
40M00224A 

DRAWN 

Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1, 

10/04/66, QPL-389-2, 01/28/66 

MSFG— SPEC— 389 

DRILL 

Drill Data, Lockwire Size, and Method of 
Application, Standard for 01/16/1962 
10419909B 

DRIVE 


05-01 


10-01 


10-01 


09-03 


08-01 


08-01 


08-01 


Detail Specification Packaging, Marking for 
Shipment and Storage of Motors and Motor 
Drive Sets, 07/01/66 

KSC— P—127/1 10 -oi 

Servo Control and Drive Systems Specification 

S— 500— P-0012 05-01 

Servo Control and Drive Sub-System 
Specif i cat i on 

S— 500-P-0013 05-01 

Performance Specification for Antenna Control 
and Drive System 

S— 500— P—0 021 05-01 

Performance Specification- Antenna Drive and 
Control System 

S-525-P-0019 05—01 

Feasibility Prototype Spacecraft Tape Recorder 
Utilizing Peripheral Drive Belt Technique 
S— 632— P—0 100 05-01 

A Long Life Solar Array Drive Subsystem 

S— 653— P—8 05—01 

Long Flight Solar Array Drive /Flight Model/ 

S-731-P-49 05-01 

Filter, Mechanical, 455 Kilocycle, Upper 
Sideband Ferrite Drive Selector, 

Specification for 08/06/1963 
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50H60009 08-01 

DRIVEN 

Functional Specification for 

Electrically-Driven X-Y Mount for 
Antennas 

S— 525— P-0004 05-01 

Functional Specification for Hydraulically 
Driven X-Y Pedestal and Servo Positioning 
System 

S— 525— P-0005 05-01 

Specification for Gasoline Engine Driven 
Vehicle 

S— 525— P-0009 05-01 

Specifications for Servo-Driven Antenna 
Pedestal 

S— 525— P-001 0 05-01 

Hydraulically-Driven Yagi Telemetry Array 

S-531-P-4 05-01 

Switch, Motor-Driven, Power Transfer, 

Specification for, 10/05/65 

40M21010 08-01 

DRIVER 

Decommutator Line Driver 

ESD— 106011 09-03 

Welded Module, Series 300, Line Driver /LD-2/ 
11/04/1963 

MSFC— SPEC— 325/3 08-01 

Welded Module, Series 300, Line Driver /LD-1/ 
11/04/1963 

MSFC— SPEC-325/23 00-01 

Specifications for Galvanometer Driver 
Amplifier Unit /PR 14366/ 


10-03 


DRUM 

Aluminum Drum, Type 42D, Double-Head 

/86-Gallon Capacity/, Specification for 
02/27/1959 

ABMA-PD-D— 461 08-01 

Magnetic Storage Drum System Specification, 

01/23/64 /KN-EF2/ 10-03 

DRY 

Lubricant, Dry-Film Ceramic, MLF-5, 

Preparation and Application of. Specification 
for 04/15/1963 

MSFC— SPEC— 253 08-01 

DRYING 

Gases, Drying and Preservation, Cleanliness 
Level and Inspection Methods, Procedure for 
10/20/1964 

MSFC— PR0C— 404 08-01 


DUAL 

Exhibit A, Specification for Transportable 
Dual 500— Watt/10 Kilowatt Ultra High 
Frequency Command System 
S— 553-P-0029 

Very High Frequency Telemetry Receiving 
System, Type I Single Channel, Type 
II Dual Channel 
S-553-P-1 

Very High Frequency Telemetry Receiver, Type 
II Dual Channel 
S-553-P-3 


05-01 


05-01 

05-01 


Amplifier, Mixer, Output, Dual /Isolated/ 

Specification for, 04/12/65, EO-2, 07/14/65, 

EO-3, 07/14/65, EQ-4, 07/15/65, EO-5, 

12/30/65 

50M60036B 08-01 


Oscillator, Subcarrier, Dual Input, 

Specification for, 11/30/66 

50M60222 08-01 

DUAL-CHIP 

Transistor, PNP Dual-Chip Differential, 

High Frequency, Type SP494, Specification 
for, 03/24/65, EO-1, 04/13/66 

50H60235 08-01 


DUCT 

Duct, Fuel, High Pressure, H-l Rocket 
Engine, Reliability Test Requirements 
04/14/1961 

10M01003 08-01 

Duct, Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirements 05/01/1961 

10M01010 08-01 

Ducts, Flexible, Cooling System, Specification 
for 03/13/1962 

10M01592 08-01 

Cleaning and Passivation of Bellows and Ducts, 
Specification for 02/26/1960 


10419901A 08-01 

DUCTING 

Electropolishing Saturn Ducting for Space 
Launch Vehicles, Specification for 
10/21/1963 

95M01101 08-01 

DYNAMIC 

Data Requirements for Touchdown Dynamics 
Surveyor Engineering Flights /A-21 Model/, 
4/04/66 

SAS— 5 051 0-GEN- A 11-01 

Data Requirements for Touchdown Dynamic 
Experiment Surveyor Scientific Flights 
/A-24 Model/, 4/04/66 

SAS-50511— GEN-A 11-01 


E 


08-01 


08-01 


EAR 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC-339/27A 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 

Current, 2 Pole Double Throw, 2A, 

Plug-In, 2 One-Hole Ears Mounting, 

S2GP-6-53B, 04/01/65 

MSFC-SPEC— 339/53B 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 
S2GH-3-58A, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/58A 08-01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC— SPEC-339/ 63B 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One— Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Amendment 1, 07/29/66 

MS F0- SPEC-339/ 68A 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 
04/01/1965 
MSF 0-SPEC— 339/74 

Relay, Special Purpose /Magnetic Latch/, 

Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC-SPEC— 339/93 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10 A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH— 6-98A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/98A 

EARTH 

Environmental Test Specification for the 
Reliable Earth Sensor /RES/ 

S-324-RES— 1 05-01 


28 


08-01 


08-01 


08-01 


08-01 


08-01 


ECHO 

Operation Plan- Project Echo A-ll 
S— 625-EC-0001 
ECHOIC 

Procurement Specification for an R-F Echoic 
Chamber to be Installed in Building 19 
S-525-P-0022 

EDGE 

Connectors, Receptacles, Electrical, Printed 
Wiring Board, General Purpose, Edge 
Type, 05/01/66 
MSFC-SPEC-1 19A 
EFFECT 

Failure Effect Analysis of Ground Support 
Equipment, 02/03/66 
KSC-M-118 

Failure Effect Analysis of Ground Support 
Equipment, 02/03/65 
KSC— STD-1 18 

Preparation of Space Environment Simulation 
Laboratory and Space Environment Effects 
Laboratory Test Procedures 


05-01 

05-01 

08-01 

10-01 

10-01 
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ELECTRICAL 


MSC-STD-109 09-03 

Project Relay Performance Requirements— 

Spacecraft Radiation Effects Experiments 
S— 625— REL— 0152 05-01 

Sterilization Test Program Investigation, 

Ethylene Oxide Effects On Component Parts 
/Phase III/, 12/01/66 

ZP P-2 1 1 8-GEN- A 11-01 

Transistor, Field Effect, Type 2N3436 with 
Weldable Leads, Specification for, 10/05/66 
50M60375 08-01 

Transistors, N-Channel Junction, Silicon, 
Field-Effect, Type U182 with Weldable 
Leads, Specification for, 10/17/66 
50M60401 08-01 

EGRESS 


Technical Specifications for Modification on 
Launch Complexes 34 and 37B for Apollo 
Ingress-Egress System, 05/15/64 
KSC— 34— 37B— 003 
ELASTOMERIC 


10-01 


Potting and Molding Cable Assemblies, Using 
Elastomeric Compounds, 09/13/65 
MSFC-PR0C-186C 

Compound, Potting and Molding, Elastomeric, 
12/11/1964, QPL-202-4 02/09/1966 

MSFC— SPEC-20 2A 

Compound, Printed Circuit Board, Conformal 
Coating, Elastomeric, 04/19/65, QPL-393-1, 
04/19/65, Amendment 1, 02/17/66 

MSFC-SPEC-393A 

Decals, Elastomeric Pigmented Films, for Use 
on Exterior Surfaces, Specification for 
10/07/1964 
MSFC— SPEC— 410 
ELECTRIC 


08-01 

08-01 


08-01 

08-01 


Radio Interference Electric Field Attenuation 
Measurements for Shielded Equipment 
Enclosures, Standard for 06/26/1963 
MSFC— STD-280 08-01 

Specification for Electric Power Facilities 
Building, Blossom Point Radio Tracking 
Facility Blossom Point, Maryland 
S— 532— P—0037 05-01 

Motor, Electric, Specification for 07/20/1962 
10M01624 08-01 

ELECTRICAL 

Cable and Harness Assemblies, Electrical, 

Missile Systems, General Specification for 
12/15/1959 

ABMA-PD-C-7 1 1 A 08-01 

Ames Research Center School for Reliable 
Electrical Connections Program Plan 
ARC— RQA-2A 02-01 

Potting of Electronic and Electrical 
Assemblies, Procedure for 

ARC— PROC— 101A 02-01 

Conformal Coating of Electronic and Electrical 
Assemblies, Procedure for 

ARC— PROC— 102A 02-01 

Electrical Power Management Standard /National 
Aeronautics and Space Administration 
SP— 6005/ , 06/15/65 

CM 019—000—1 00—02 

Electrical Power Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6007/, 09/01/65 

CM 019-002-1 00-02 

Electrical Prototype Digital Test Command 
System 

ESD— 106045 09—03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for North American Aviation 
Facil i t les 

ESD— 106083 09—03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Merritt Island Launch Area 
Facility 

ESD— 106084 09—03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Space Environmental 
Facil i ty 

ESD— 106085 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Grummen Aircraft 


Engineering Corporation Facility 
ESD— 106086 09-03 

Design and Fabrication Requirements for 
Resistance Welded Electrical Connections, 

7/27/66 

GMO— 50571— GEN 11-01 

Design of Electrical Control and Monitor 
Equipment and Panels, 11/30/66 

KSC-STD-E-0001 10-01 

Electrical Work, Interior, 12/17/64 

KSC-STD-3 10-01 

Specification for Sealing of Electrical 
Components and Enclosures, 02/15/65 
KSC-S-126 10-01 

Pneumatic and Hydraulic Mechanical Components 
and Parts, Electrical, 02/01/66 
KSC-STD-131 10-01 

Potting and Molding Electrical Cable Assembly 
Terminations, 11/22/65 

KSC— STD-132 10-01 

Specification for Solderless Wrap Process, 
Electrical Connections, 07/06/64 
KSC— W-151A 10-01 

Graphical Symbols for Drawings- Part 1, 

Electrical and Logic Symbols, 02/01/64 
KSC— STD— 152— 1 10-01 

Electrical Ground Support Equipment 
Fabrication, 10/07/64 

KSC— E-165A 10-01 

Crimping of Electrical Connections Requirements 
for 

MSC— MSFC-JD-001 09-03 

Crimping of Electrical Connections 

MSC-Q-1 09-03 

Electrical Hardware, Equipment, Materials, and 
Methods Used in Saturn Ground Support 
Equipment, Standard for 03/16/1962 
MSFC-STD-110A 08-01 

Connectors, Receptacles, Electrical, Printed 
Wiring Board, General Purpose, Edge 
Type, 05/01/66 

MSFC-SPEC-119A 08-01 

Cable Assemblies, Fabrication of, for 
Electrical Ground Support Equipment, 

Procedure for 10/12/1964 

MSFC— PROC— 140 A 08-01 


Soldering of Electrical Connections /High 
Reliability/, Procedure for, 02/15/63, 

Amendment 1, 09/27/63 

MSFC-PROC— 158B 08-01 

Electrical Engineering Design Practice, 

Standard for 03/15/1962 

MSFC— STD— 163 08-01 

Connectors, Flat Conductor, Flexible 
Electrical Cable, 05/05/66 

MSFC-SPEC-219A 08-01 

Cable, Flat Conductor, Flexible, Electrical, 
Copper, 01/28/66 

MSFC-SPEC-220B 08-01 

Resin Compounds, Electrical and Environmental 
Insulation, Epoxy, Specification for, 

10/19/65, QPL-222— 1, 10/25/65 

MSFC-SPEC— 222B 08-01 

Electrical Fabrication, Procedure for 


03/01/1964 

MSFC— PROC-256 08-01 

Marking of Electrical Ground Support 

Equipment, Front Panels, and Rack Title 
Plates, Standard for 05/22/1964 
MSFC-STD— 275A 08-01 

Potting of Electrical Distributors, Procedure 
for 09/18/1963 

MSFC-PROC-310 08-01 

Cables, Electrical, General Specification for, 
08/30/66, Supplement 1, 08/30/66, Notice 2, 

08/30/66, QPL-332— 5, 10/20/66 

MSFC-SPEC— 332B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/1B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/2B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/3B 08-01 
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Cable* Electrical* 3 Conductor* Unshielded, 

American Wire Gauge Size 10* Butyl Rubber 
Insulated* Specification for, 08/30/66 
MSFC— SPEC-332/4B 08-01 

Cable* Electrical* 3 Conductor* Unshielded, 
Polyethylene Insulated* Specification for 
08/30/66 

MSFC-SPEC-332/5B 08-01 

Cable* Electrical* 4 Conductor, Unshielded, 

American Wire Gauge Size 8* Butyl Rubber 
Insulated* Specification for* 08/30/66 
HSFC-SPEC-332/6B 08-01 

Cable* Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/7B 08-01 

Cable* Electrical, 4 Conductor* Unshielded, 
American Wire Gauge Size 10* Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/8B 08-01 

Cable* Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for* 08/30/66 
NSFC-SPEC-332/9B 08-01 

Cable* Electrical, 4 Conductor, Unshielded, 

American Wire Gauge Size 20, Polyethylene 
Insulated* Specification for* 08/30/66 
MSFC-SPEC-332/10B 08-01 

Cable* Electrical, 10 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/11B 08-01 

Cable* Electrical* 18 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20* Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/12B 08-01 

Cable, Electrical, 19 Conductor, Unshielded* 
American Wire Gauge Size 20* Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/13B 08-01 

Cable* Electrical, 39 Conductor, Unshielded* 
American Wire Gauge Size 16 and 20, 

Polyethylene Insulated, Specification for* 
08/30/66 

MSFC-SPEC-332/14B 08-01 

Cable, Electrical* 39 Conductor* Unshielded* 
American Wire Gauge Size 20, Polyethylene 
Insulated* Specification for, 08/30/66 
MSFC-SPEC-33?/15B 08-01 

Cable, Electrical* 60 Conductor, 20 Triple 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/16B 08-01 

Cable* Electrical, 60 Conductor* Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/17B 08-01 

Cable, Electrical* 61 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for* 08/30/66 
NSFC-SPEC-332/18B 08-01 

Cable* Electrical, 2 Conductor* Unshielded, 
American Wire Gauge Size 18* Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/19B 08-01 

Cable* Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/20B 08-01 

Cable, Electrical, 3 Conductor* Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/21B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SP EC-332/ 22B 08-01 

Cable, Electrical, 4 Conductor* Overall 
Shielded, American Wire Gauge Size 4/0, 

Butyl Rubber Insulated* Specification for* 
08/30/66 

HSFC-SPEC-332/23B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 


Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/24B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 1/0* 
Butyl Rubber Insulated Specification for* 
08/30/66 

MSFC-SPEC-332/25B 

Cable* Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4* 

Butyl Rubber Insulated Specification for* 
08/30/66 

MSFC— SPEC-332/26B 

Cable, Electrical* 4 Conductor* Overall 
Shielded* American Wire Gauge Size 6* 

Butyl Rubber Insulated* Specification for* 
08/30/66 

MSFC-SPEC-332/27B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for* 
08/30/66 

MSFC-SPEC-332/28B 

Cable, Electrical, 5 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/29B 

Cable, Electrical, 6 Conductor, Unshielded* 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/30B 

Cable, Electrical, 7 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC-332/31B 

Cable, Electrical, 7 Conductor, I Unshielded 
3 Pair Twisted and Shielded, American Wire 
Gauge Size 8, Butyl Rubber Insulated* 
Specification for, 08/30/66 
MSFC-SPEC-332/32B 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for* 
08/30/66 

MS FO— SPEC-3 32/33B 

Cable, Electrical, 8 Conductor, Overall 
Shielded* American Wire Gauge Size 18* 
Polyethylene Insulated, Specification for* 
08/30/66 

MSFC-SPEC-332/34B 

Cable, Electrical* 8 Conductor, Overall 
Shielded* American Wire Gauge Size 20* 
Polyethylene Insulated, Specification for* 
08/30/66 

MSFC-SPEC-332/35B 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/36B 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 
American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/37B 

Cable, Electrical* 10 Conductor, Unshielded, 
American Wire Gouge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFG-SPEC-332/38B 

Cable, Electrical* 19 Conductor, Single 
Conductor Shielded* American Wire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC— 332/39B 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14* 
Polyethylene Insulated, Specification for 
08/30/66 

MSFG— SPEC-332/40B 

Cable, Electrical* 37 Conductor* Unshielded 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/41B 

Cable, Electrical* 36 Conductor, Single 
Conductor Shielded* American Wire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC— SPEC-332/42B 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

t 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

> 

08-01 

08-01 

08-01 
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Cable, Electrical, 37 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/43B 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, American 
Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/44B 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC— SPEC-332/4 5B 08-01 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 
MSFC— SPEC— 332/4 6B 08-01 

Cable, Electrical, 47 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 

08/30/66 

HSFC-SPEC-332/47B 08-0 1 

Cable, Electrical, 60 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/48B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/49B 08-01 

Cable, Electrical, 60 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/50B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/5 IB 08-01 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/52B 08-01 

Cable, Electrical, 60 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/53B 08-01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/57B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC-SPEC-332/58B 08-01 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/59B 08-01 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC-SPEC-332/60B 08-01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC-332/61B 08-01 

Cable, Electrical, 21 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC— SPEC-332/63B 08-01 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 


Specification for, 08/30/66 

MSFC-SPEC-332/64B 08-01 

Cable, Electrical, 5 Conductor, Overall 
Shielded, American Wire Gauge Size 12, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/65B 08-01 

Cable, Electrical, 8 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/66B 08-01 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/67B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Spec i f icat fon for 08/30/66 
MSFC— SPEC-332/68B 08-01 

Cable, Electrical, 54 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/69B 08-0 1 

Cable, Electrical, 6 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/70B 08-01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/7 IB 08-01 

Cable, Electrical, 15 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/72B 08-01 

Cable, Electrical, 13 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/73B 08-01 

Cable, Electrical, 13 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/74B 08-01 

Cable, Electrical, 18 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/75B 08-01 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/77B 08-01 

Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/79B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/80B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFO— SPEC— 332/8 IB 08-01 

Cable, Electrical, 20 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/83B 08-01 

Cable, Electrical, 32 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/84B 08-01 

Cable, Electrical, 2 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/87B 08-01 

Cable, Electrical, 3 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
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MSFC-SPEC— 332/88B 08-01 

Cable « Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for 08/30/66 
IJS-FC— SPEC— 332/89B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 1/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/90B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/91B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/92B 08-01 

Cable, Electrical, 6 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/93B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/94B 08-01 

Cable, Electrical, 37 Conductor, Overall 


Shielded Double Braid, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/95A 08-01 

Cable, Electrical, 10 Conductor, 2 Pair 
Twisted and Shielded and 6 Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/96A 08-01 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/97 A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/98A 08-01 

Cable, Electrical, 30 Conductor, Single 

Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/99A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/1 00 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/ 101 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/ 102 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/1 03A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/1 04A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twistad Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/1 05 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 


Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFG— SPEC— 332/106A 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFO— SPEC— 332/ 107 A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/ 108 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 


08-01 


08-01 


08-01 


08/30/66 

MSFC-SPEC-332/1 09 A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 


08-01 


08/30/66 

MSFC— SPEC-332/ 110 A 

Cable, Electrical, 30 Conductor, Single 

Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFG-SPEC-332/111A 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/1 I2A 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/ 113 A 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFO— SPEC— 332/ 114 A 

Cable, Electrical, 37 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 15A 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/ 116 A 
Electrical and Electronic Reference 
Designations, 10/29/65 
MSFC-STD-349A 

Electrical Symbols, Standard for 09/28/1964 
MSFC— STD— 352 

Silk Screening of Electrical Equipment, 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


08-01 

Standard for 

08-01 


08-01 


08-01 


10/34/66 
MSFC-STD-372A 

Lettering of Electrical Equipment, 

04/30/1964 
MSFC— STD— 373 

Rubber stamping of Electrical Equipment and 
Components, 10/24/66 
MSFC-STD-383A 

Connections, Electrical, Wire Wrapped, 
Specification for 02/09/1965 
MSFG— SPEC— 390 

Application of Heat and Blast Resistant 

Coatings to Electrical Cables, Procedure for 
08/34/1964 

MSFC— PROC— 395 08-01 

Electrical Support Equipment, General Design 
Requirement for, Standard for 08/14/1964 
MSFC— STD— 421 08-01 

Gap Welding of Electrical Circuits 06/11/1965 
MSFC— PROC— 429 08-01 

Quality Requirements for Hand Soldering of 
Electrical Connections, 08/64 

NPC 200-4 00-01 

Functional Specification for 




Antennas 

S-525-P-0004 


05-01 
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Specification fop Universal Electrical 
Measuring Instrument /Precision/ 
/Alternating Current-Direct Current 


Portable/ 

S— 530— P—0024 05-01 

Electrical Specifications Johannesburg t 
South Africa 

S— 532— P—0007 05-01 

Electrical Equipment Specifications 

S— 532— P-0013 05-01 

Installation of Electrical Equipment Fixtures, 
and Wiring 

S— 532— P-0023 05-01 


Specification for Modifications to Switchgear, 
Electrical Components and New Diesel 
Generator Sets 9 Data Acquisition Facility 


Santiago, Chile 

S— 532— P—0038 05-01 

Project Relay Performance Requl rement s- 
Electrical Design and Coordination 
S— 625— REL— 0105 05-01 

Project Relay Performance Requi rement s- 
Electrical Power Subsystem 

S— 625— REL— 0120 05-01 

Electrical Systems Test for Nimbus A 
Prototype Spacecraft 

S— 650— NI— 0019 05-01 

Radio Frequency Susceptibility/Electrical 
Systems Test for Nimbus A Prototype 
Spacecraft 

S— 650— NI-0022 05-01 

Electrical Interface Document for 

Interplanetary Monitoring Platform F and G 
Spacecraft , Experiments and Instruments 
S-672— IMP-0196 05-01 

Electrical Cabling Voyager Spacecraft, 6/25/65 
VMO— 50406-GEN 11-01 

Electrical Load Data-Apollo Command Module 
Stabilization and Control System, 01/31/64 
/64 752C/24/A/ 10-03 

Specification for 34-Conductor Electrical 
Cable, 02/03/65 /PR 54951-1/ 

10-03 


Environmental Protection when using Electrical 
Equipment within the Areas of Saturn 
Complexes where Hazardous Areas Exist, 

Procedure for, 03/06/61, E0-1 03/20/62 

10M01071 08-01 

Switches, Electrical, Toggle, Rotary, 

Pushbutton and Associated Hardware, 

Specification for 04/30/1962 

10M01585 08-01 

Cover Sheet fo* Marshall Space Flight Center- 
STD-110 /Electrical Hardware, Equipment, 


Material, and Methods Used in Saturn 
Ground Support Equipment/ 06/25/1964 
10M01701 08-01 

Cover Sheet for Marshall Space Flight Center- 
STD-163 /Electrical Engineering Design 
Practice/ 06/25/1964 

10M01704 08-01 

General Electrical Wiring Requirements, 

09/15/63 

12-1 04-01 

Identification of Electrical Wiring and 
Cabling, 09/30/63 

12 “4 04-01 

Stowage of Electrical Wiring and Connectors, 
09/20/63 

12-5 04-01 

Hand Soldering of High Reliability Electrical 
Connections, 10/02/63 

12-6 04-01 

Wiring, Electrical Components, Standard for 
04/01/64, EO— 1 06/09/64 

40M00200 08-01 

Wiring, Electrical Ground Support Equipment, 
Identification Marking and Color Coding, 

Standard for 09/02/1964 

40M00220 08-01 

Engineering Drawings, Electrical Support 
Equipment, Preparation of. Standard for, 

11/30/66 

40M00224A 08-01 

Mechanical Design Standards List, Electrical 
Support Equipment, 7/07/66 

40M00322A 08-01 

Coding Electrical Support Equipment Power 


Supply Buses, Standard for, 7/14/66 


40M00376A 08-01 

Connectors, Electrical Feedthrough, 50M10622 
and 50M10623, Specification for 11/12/1963 
50M60006 08-01 

Flight Equipment, Electrical Interconnections, 
2/11/63 

20018— GEN— J 11-01 

Wire, Electrical, Teflon Insulated, High 
Temperature Hookup and General Purpose, 

3/21/63 

20039-GEN 11-01 

ELECTRODE 

Specification for Electronic Scanner-Switching 
Device for Third Electrode N 1 ckel— Cadmi urn 
Cells 

S— 630— P-0 167 05-01 

ELECTRODBPOSITED 

Silver Plating /Electrodeposited/, 

Specification for 01/24/1964 

95M01104 08-01 

Zinc Plating /Electrodeposited/, Specification 
for 01/24/1964 

95MD1105 08-01 

Gold Plating /Electrodeposited/, Specification 
for 01/24/1965 

95M01106 08-01 

Plating, Cadmium, /Electrodeposited/, /Cover 
Sheet for Specification QQ-P-416 Ag 
Amendment 1/, 11/30/64 

10419960A 08-01 

ELECTROLYTE 

Capacitors, Fixed, Solid Electrolyte, 

Tantalum, Style CS13 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-26655/, 10/18/66 

50M60362 08-01 

ELECTROLYTIC 

Capacitors, Fixed, Nonsolid Electrolytic 
Tantalum /Style SCS13/, Specification for 
06/19/64, EO— 1 04/21/65 

50M60192 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Sintered Slug/, /Style 
SCL/, Specification for, 06/24/64, EO-1 
04/21/65 

50M60193 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Sintered-Slug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-C-3965/, 4/07/66 

50M60361 08-01 

ELECTROMAGNETIC 


Electromagnetic Compatibility, Specification for 
06/01/1964 

MSF0— SPEC— 279 08-01 

Laboratory Report of Electromagnetic 
Interference Measurements on Offset 
Doppler Frequency Interrogator System, 

Simaonds Model 462320, Unit 2, 10/19/64 

/ I N-K—EF3 4-64-5/ 10-03 

ELECTROMECHANICAL 

Spare Parts Requirements for Electro- 
Mechanical Systems, 5/13/64 

GMQ-50300— GEN 11-01 

Goddard Experiment Package Design 

Specification for the Electro-Mechanical 
Subsystem 

S— 623— 0 AO— 0004 05-01 

Jet Propulsion Laboratory Reliability Control 
Program for Spacecraft Electronic and 
Electromechanical Component Parts, 9/24/64 
ZPP— 2000— GEN— A 11-01 

Jet Propulsion Laboratory Contractor 

Reliability Control Program for Spacecraft 
Electronic and Electromechanical Component 
Parts, 7/29/64 

ZPP— 2001— GEN 11-01 

Requirements for Controls in Manufacturing of 
Spacecraft Electronic for Electromechanical 
Component Parts, 11/15/65 

ZPP— 2002-GEN-B 11-01 

Qualification Requirements for Electronic and 
Electromechanical Parts, 5/10/66 
ZPQ-2400— GEN 11-01 

Qualification Testing of Spacecraft Electronic 
and Electromechanical Parts, 7/18/66 
ZPQ— 2401— GEN-A 11-01 

ELECTRON 

Electron Probe Microanalyzer, Research 
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Equipment, 07/09/65, Revision 1, 11/24/65 


ERC/FR-10001 12-01 

Mariner, Flight Equipment, Electron Radiation 
Test for Quality of Assembly Irradiation By 
Natural Radiation Belt Electrons, 9/01/64 
MOO— 50274— GEN- A 11-01 

Mariner Venus 67 Flight Equipment Electronic 
Packaging, 10/11/66 

MVU— 50573-GEN 11-01 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Aatronoay Explorer Electron Trap 
S— 615— P-12 05-01 

Specification for Determining Relative 1 
Microelectron Volt Electron Radiation 
Damage Resistance for Silicon Solar Cells 
S— 630-P-0106 05-01 

Four Million Electron Volt Particle 

Accelerator with Bean Handling System 
S-716-P-7 05-01 

ELECTRONIC 

Potting of Electronic and Electrical 
Assemblies, Procedure for 

ARC-PR0C— 101A 02-01 

Conformal Coating of Electronic and Electrical 
Assemblies, Procedure for 

ARC-PR0C-102A 02-01 

Printed Wiring for Electronic Assemblies 

ARC— STD-200B 02-01 

Welded Electronic Modules, Design and 
Construction, Standard for 

ARC-STD-201 02-01 

Electronic Equipment Product List 

ARC-STD— 203 02-01 

Electronic Equipment, General Specification for 
ARC-SPEC-302 02-01 

Screening Inspection for Electronic Parts 

ARC-SPEC-303 02-01 

Electronic Counter 

ESD-106022 09-03 

Electronic Counter System 

ESD-106041 09-03 

Inspection Standards for Workmanship, 

Electronic Ground Support Equipment, 


12/13/63, Amendment 1, 2/05/64, Amendment 2, 

11/09/64, Amendment 4, 6/28/65 

GMO-50 190-GEN 11-01 

Electronic Moving Van for Transport of 
Spacecraft, 12/18/64 

GMO— 50385-GEN 11-01 

Mariner C Flight Equipment Electronic 
Packaging, 5/10/65 

MCO-31128— GE$— B 11-01 

Component Lead and Interconnection Materials, 
for Welded Electronic Modules, 10/17/66 
MSFC-SPEC-270B 

Fabrication of Welded Electronic Modules, 

Standard for, 04/30/64, Amendment 2, 

10/29/65 
MSFC-STD-271 

Electronic Parts and Components Protection, 
Handling, and Packaging of 03/09/1965 
MSFC-STD-343/3 

Electrical and Electronic Reference 
Designations, 10/29/65 
MSFC-STD-349A 

Radiographic Inspection of Electronic Parts, 


06/07/65, Amendment 1, 08/17/66 

MSFC-STD-355A 08-01 

Modules, Electronic, Encapsulating, 

03/03/65, Amendment 2, 09/24/65 

MSFC-PROC— 412 08-01 

Polyurethane Foams for Electronic Equipment 
04/09/1965 

MSFC-SPEC-418 08-01 

Use of Foam-ln-Place Polyurethane, for 
Electronic Equipment 04/20/1965 

MSFC-PROC-442 08-01 

Mariner Venus 67 Spacecraft Material and 
Hardware for Packaging of Spacecraft 
Electronic Equipment, 7/25/66 

MVU-50575— GEN .11-01 

Ultra High Vacuum Electronic Pump 

S-322-P-4 05-01 

Workmanship, Marking, Traceability, Age 


Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Space Flight Center Use 


08-01 

08-01 

08-01 

08-01 


S— 323-P-2 05-01 

Screening of High Usage Electronic Parts for 
the Nimbus Satellite Program 

S— 450— P—4 05-01 

Goddard Space Flight Center Specification for 
a Semi-Trailer Electronic Equipment Van 
S-524-P-3 05-01 

Goddard Space Flight Center Specification- 
Electronic Equipment, General 

S-553— P-0001 05-01 

Goddard Experiment Package Design 

Specification for the Electronics Subsystem 
S— 623— 0 AO— 0005 05-01 

Specification for Electronic Scanner-Switching 
Device for Third Electrode Nickel-Cadmium 
Cells 

S— 630— P-0 167 

Electronic Photofecs im l te Recorder 
S-653-P-2 

Welded Electronic Modules 
S— 672-P-O 004 

Medium Resolution Infrared /MRIR/ Experiment 
Prototype and Flight Model Digital 
Electronics Telemetry Units for Nimbus B 
S-731-P— 18A 

Omega Position Location Equipment /OPLE/ 

Platform Electronics Package /PEP/ 

S— 731— P— 24 

Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystem 
S-731-P-42 

Voyager Spacecraft Electronic Equipment 
Packaging, 5/18/65 
V MO-5 04 05-GEN 

Spacecraft Electronic Components Transistors 
/HI-REL/, 2/04/64 
ZPH-2051— GEN-B 

Spacecraft Electronic Components Capacitors, 

Fixed /HI-REL/, 2/26/65 
ZPH-2 24 4-GEN 

Spacecraft Electronic Components, 

Semiconductors, Diodes /High Reliability/, 

1/31/66 

Z PH-224 6-GEN— B 

Spacecraft Electronic Components Relays 
/HI-REL/, 8/31/65 
ZPH— 2247-GEN— A 

Spacecraft Electronic Components, 

Transistors /High Reliability/, 2/25/65 
ZPH-2 251 -GEN— A 

Spacecraft Electronic Components Four— Layer 
Semiconductor Devices /HI-REL/, 1/25/66 
ZPH-2252-GEN 

Spacecraft Electronic Components Switches 
/HI-REL/, 11/30/65 

ZPH— 2253-GEN , , 

jet Propulsion Laboratory Reliability Control 
Program for Spacecraft Electronic and 
Electromechanical Component Parts, 9/24/64 
ZPP-2000— GEN— A 11-01 

Jet Propulsion Laboratory Contractor 

Reliability Control Program for Spacecraft 
Electronic and Electromechanical Component 
Parts, 7/29/64 

ZPP— 2001-GEN 11-01 

Requirements for Controls in Manufacturing of 
Spatecraft Electronic for Electromechanical 
Component Parts, 11/15/65 
ZPP— 2002-GEN-B 

Handling of HI-REL, Preferred, or Screened 
Electronic Component Parts, 8/23/63 
ZPP— 2021-GEN 

Requirements for Radiographic Inspection of 
Electronic Parts, 1/06/67 
ZPP-2050-GEN 

Spaceoraft Flight and Ground Support 

Equipment, Requirements for Electronic 
Components, 2/05/64 
ZPP— 2070-GEN— C 

Standard Format for Coding by Manufacturer of 
Electronic Component Data, 9/08/64 
ZPP-2093-GEN-A 

Heat Sterilization Test Program for 

Electronic Component Parts, 11/04/66 
ZPP-2100-GEN-A 

Heat sterilization - Temperature Gradient 
Test Program for Electronic Component 
Parts, 7/26/65 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 
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SUBJECT INDEX 


ENCAPSULATING 


ZPP-2126-GEN 11-01 

High Impact Shock Test Prog ran for Electronic 
Component Parts, 7/12/SB 

ZPP— 2128-GEN 11-01 

Spacecraft Electronic Components Transformers 
and Inductors Audio, Power, and High Power 
Pulse, 8/19/65 

ZPP— 2737— GEN U-01 

Spacecraft Electronic Components Transformers 
and Inductors Radio Frequency, Intermediate 
Frequency, and Low Power Pulse, 8/10/65 
ZPP— 2738— GEN 

Spacecraft Electronic Components Capacitors, 

Fixed, 9/19/66 
ZPP— 2744— GEN- A 

Spacecraft Electronic Components, 

Semiconductor Diodes, 1/11/66 
ZPP— 2746— GEN— B 

Spacecraft Electronic Components Relays. 

8/31/65 

ZPP— 2747— GEN— A 

Spacecraft Electronic Components Fixed 
Resistors, 12/01/65 

ZPP— 274 8— GEN— B x 

Spacecraft Electronic Coaponents Transistors* 
2/23/65 

ZPP-275 1-GEN 11-01 

Spacecraft Electronic Coaponents Semiconductor 
Devices Four Layer, 1/11/66 
ZPP— 2752— GEN— A 

Spacecraft Electronic Components Switches, 

2/15/66 
ZPP— 2753-GEN 

Screening Inspection for Electronic Parts 
/Applicable to Mars 1966 Only/, 8/07/64 
ZPP-290 1-GEN 

Screening Inspection for Deep Space Network 
Electronic Parts, 1/29/65 

ZPP— 2902— GEN x 

Qualification Requirements for Electronic and 
Electromechanical Parts, 5/10/66 
ZPQ— 2400-GEN 11-01 

Qualification Testing of Spacecraft Electronic 
and Electromechanical Parts. 7/18/66 
ZPQ— 2401— GEN— A u- 01 

Minimum Salient Characteristics for Electronic 
Instrument Carrier, 05/10/65 /PR 98507-1/ 

» .. , 10-03 

Packaging, Electronic Components, Standard for 
11/20/1963 
10M01622A 

Test Methods for Vehicle Measuring and 

Telemetry Electronic Parts, Assemblies, and 
Subsystems, Standard for, 06/22/66 
50M60005B 

Environmental Test Methods for Vehicle 

Measuring and Telemetry Electronic Parts, 
Assemblies, and Subsystems, Standard for, 

6/26/66 

50M6303A 08-01 

Deep Space Instrumentation Facility, General 
Requirements for Deep Space Instrumentation 
Facility Electronic Equipment, 10/11/62 
8907— GEN— A 11—01 

Workmanship Requirements for Electronic 
Equipment, 2/08/63 

20016— GEN— C 1X . Q1 

Materials, Processes, and Hardware for 
Fabrication of Spacecraft Electronic 
Equipment, 6/07/62, Amendment 1, 8/20/63 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


08-01 


08-01 


li-o: 


ii-o : 


11-0 


30261-GEN 

Soldered Cordwood Electronic Module 
Fabrication, 5/17/62 
30262-GEN 

Space Flight Operations Facility, General 
Requirements for Electronic Components, 
03/27/63 
30765-GEN 

Spacecraft Operational Support Equipment, 
Electronic System, Minimum Requirements for 
the Atlantic Missile Range Launch Complex, 
06/03/63 

30768— GEN 11— ( 

Spacecraft Flight Equipment, Identification of 
Electronic Assembly Chassis, 09/18/61 
30879-GEN u _ ( 

Surveyor Orbiter, Flight Equipment, Scientific 
Instrumentation, Electronic Packaaina. 

10/31/62 


31139-GEN 

ELECTROPOLISHING 


11-01 


Electropolishing Saturn Ducting for Space 
Launch Vehicles, Specification for 
10/21/1963 
95MO1101 
ELEMENT 

Filter, Elements, Hydraulic, Wire Mesh, 

Specification for, 07/26/63, Amendment 1, 

05/08/64 

MSFC-SPEC-113A 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Ninitrack Stations 
S— 522— P—0012 
ELEVATED 


08-01 


08-01 


05-01 


Elevated Floor System, *05/10/65 
KSC-STD-2 

Silicone Rubber, Insulation Material, Thermal 
Elevated Temperature Vulcanizing, General 
Purpose, 02/02/62, EO-1 08/03/62 
10M01595 
ELEVATION 


10-01 

f 

08-01 


Control Room Layout and Rack Elevation for 
Houston Spaoe Environmental Facility 
ESD— 106100 09-03 

Computer Room Layout and Rack Elevation for 
Houston Space Environmental Facility 
ESD— 106101 09—03 

Control Room Layout and Rack Elevation for 
Grumman Airoraft Engineering Corporation 
ESD— 106102 09-03 

Computer Room Layout and Rack Elevation for 
Grumman Aircraft Engineering Corporation 
ESD-106103 09—03 

Azimuth-Elevation Antenna Position Programmer 


S-500-P-0426 

Real Time Automatic Digital Optical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 
S— 524— P—1 
EMERGENCY 

Goddard Space Flight Center Emergency 
Command Receiver 
S-731-P-29 

Switch Assembly, Emergency, LOX Vent, 

Reliability Test Requirements 09/09/1961 
10M01038 

Emergency Detection System, Q-Ball Angle of 
Attack, Sensor System, Specification for 
04/28/1965 
50M60241 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, 

Specification for, 1/06/66 
50M60338 

Emergency Detection System, Q-Ball Angle of 
Attack Sensor System, Test Procedure for 
03/15/1965 
50M69931 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, In-Process 
Test Procedure, 1/06/66 
50M71001 

Switch, LOX Vent and Emergency, Specification 
for, 01/17/62, E0-1, 05/15/62 

10419932A 
EMITTER 


05-01 

05-01 

05-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


Emitter Followers, Design Specification for 
04/21/1965 
5OM025O5 
EMULSION 


08-01 


liiv i ronaenx ai 


lesi apecu teat 

S— 9 Nuclear Emulsion Experiment 
S-320-GE-1 

ENAMEL 


in® ue*i 




05-01 


Coating Compounds, Ceramic Enamel and Gold, 
Preparation and Application, Specification 
for 04/05/1963 
MSFC-SPEC— 1 1 1 
ENCAPSULATING 

Compounds, Potting and Encapsulating, 

Silicone, 09/13/65, QPL-379-1, 11/26/65 

MSF0-SPEC-379A 

Potting, Encapsulating and Molding, Using 
Silicone Rubber, 01/26/65, Amendment 1, 
07/07/65 
MSFC— PR0C— 380 


08-01 


08-01 


08-01 
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ENCASED 


SUBJECT INDEX 


Nodules, Electronic, Encapsulating, 

03/03/65, Amendment 2, 09/24/65 

MSFC— PROC-412 08-01 

ENCASED 

Visual Inspection Requirements for Glass 
Encased Diodes 

&-323-P-3 05-01 

ENCLOSURE 

Radio Frequency Interference Shielded 
Enclosures 

ESD-106035 09-03 

Specification for Sealing of Electrical 
Components and Enclosures, 02/15/65 
KSC-S-126 10-01 

Specification for Nodular Enclosures, Radio 
Frequency Interference Shielded, 01/21/64 
KSC-E-153F 10-01 

Radio Interference Electric Field Attenuation 
Measurements for Shielded Equipment 
Enclosures, Standard for 06/26/1963 
MSFC- STD-280 08-01 

Enclosures, Modular Shielded, Radio Frequency 
Interference, Specification for 07/05/1963 
NSFC-SPEC-331 08-01 

Specification for Radio Frequency Interference 
Shielded Enclosures 

S— 530-P-0027 05-01 

Radio Frequency Shielded Enclosure 

S-636-P-5 05-01 

Specification for Radio Frequency Shielded 
Enclosure 

S— 672— P—1 05-01 

Equipment Enclosure- Technical Exhibit, 

08/26/63 / 64-17/ 10-03 

ENCODER 

Project Relay Performance Requlrements- 
Spacecraft Telemetry Encoder 

S— 625-REL— 0144 05-01 

Encoder Subsystem Descriptive Specification for 
United Kingdom— 2/S-52 International 
Satel 1 ite 

S— 630-UK— 0116 05-01 

ENCODING 

X-Y Antenna Position Programmer and Position 
Encoding System 

S-500-P— 0003 05-01 

X-Y Antenna Position Programmer and Position 
Encoding System 

S— 50Q-P— 0215 05-01 


10M01002 

Duct, Fuel, High Pressure, B-l Rochet 
Engine, Reliability Test Requirements 
04/14/1961 
10M01003 

Gimbal Assembly, H-l Rocket Engine, 

Reliability Test Requirements 05/10/1961 
10M01004 

Generator Assembly, Gas, H-l Rocket Engine, 
Reliability Test Requirements 05/01/1961 
10MU1005 

Container, Hypergolic Igniter Type FX H-l 
Rocket Engine, Reliability Test 
Requirements 05/10/1961 
10M01006 

Valve, Explosive Actuated /300 degrees F/, 

H-l Rocket Engine, Reliability Test 
Requirements 05/26/1961 
10M0100B 

Duct, Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirements 05/01/1961 
10N01010 

Switch, Pressure, Thrust OK, H-l Rocket 
Engine, Reliability Test Requirements 
05/25/1961 
10N01011 

Line, L0X Bootstrap, H-l Rocket Engine, 

Reliability Test Requirements, Specification 
for 04/17/1961 

10M01012 08-01 

Line, Fuel Bootstrap, H-l Rocket Engine, 
Reliability Test Requirements 04/15/1961 
10M01013 08-01 

Hose, Flexible, Blender Filter, 

/H-l Rocket Engine/, Reliability Test 
Requirements 04/19/1961 

10M01014 08-01 

Hose, Engine Control, H-l Rocket Engine, 
Reliability Test Requirements 04/20/1961 
10N01015 08-01 

Heater Assembly, Fuel Additive Blender Unit, 

H-l Rocket Engine, Reliability Test 
Requirements 06/15/1961 

10N01016 08-01 

Manifold Assembly, Lube Drain, H-l Rocket 
Engine, Reliability Test Requirements 
04/20/1961 

10M01017 08-01 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


END 

Contract End Item Detail Specification /Low 
Frequency Accelerometer/ Performance/Design 
and Product Configuration Requirements, 
11/03/66 
KSC-SPEC-M— 0001 

Specification for Operational Inter 

Communication System End Instrument Cable 

ENERGY 

Specifications for the Development of a Low 
Temperature, High Voltage Thermionic Energy 
Conversion System 
S— 630-P-0129 

Monitor of Ultraviolet Solar Energy /Muse/ 
Instrument- Nimbus B, Aerobee 150, Aerobee 
150A 

S-652-P— 6 

ENGINE 

Hydraulic System, H-l Engine, Checkout 

Requirements, Specification for 08/30/1963 
MSFC-SPEC-188 

Corrosion Preventive Compound, Oil Type, 

Water Displacing Saturn Engines and Related 
Components Preservative, Specification for 
01/15/1963 
MSFC-SPEC— 262 

Specification for Gasoline Engine Driven 
Vehicle 
S-525-P-0009 

Valve, Main L0X, /H-l Rocket Engine/, 

Reliability Test Requirements 05/08/1961 
10M01000A 

Valve Assembly, Main Fuel, /H-l Rocket 
Engine/, Reliability Test Requirements 
05/06/1961 
10M0100 1 

Blender Unit Assembly, Fuel Additive, /H-l 
Rocket Engine/, Reliability Test 
Requirements 03/29/1961 


H-l Rocket Engine, SA-3 Outboard, Reliability 
Test Requirements 09/06/1961 

10N01018 08-01 



Valve Assembly, Ignition, Monitor, H-l 
Rocket Engine, Reliability Test 


10-01 

Requirements 06/01/1961 

08-01 


10M01019 

Valve, Main LOX, /H-l Rocket Engine/, 

10-03 

Qualification 03/13/1961 

08-01 


10M01020 

Hose Assembly, Oxidizer Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 

05-01 

10M01022 

Hose, Assembly, Fuel Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 

08-01 

05-01 

10M01023 

Filter, Lube System, Turbopump, H-l Rocket 
Engine 06/08/1961 

08-01 


1OM01364 

08-01 

08-01 

Check Valve, Fuel, H-l Rocket Engine, 

Reliability Test Requirements 06/16/1961 

08-01 


10M01365 

Check Valve, Liquid Oxygen, H-l Rocket 
Engine, Reliability Test Requirements 

08-01 

06/13/1961 

08-01 


10MO1366 

Check Valve, LOX Dome, H-l Rocket Engine, 

05-01 

Reliability Test Requirements 06/28/1961 

08-01 


10M01367 

Switch, Hypergolic Igniter Monitor, H-l 

08-01 

Rocket Engine, Reliability Test 
Requirements, 06/09/1961 

08-01 


10M01369 

Valve Assembly, Push Button, Bleed, H-l 

08-01 

Rocket Engine, Reliability Test 
Requirements 08/09/1961 

08-01 


10M01450 

Deep Space Instrumentation Facility Field- 
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SUBJECT INDEX 


ENVIRONMENT 


Power Equipment 60 Cycles Per Second 
Engine Generator Set, 6/11/62 
8909— GEN— A 
ENGINEER 


11-01 


Specifications for Architect-Engineer Services 
for Radiation Safety Systea - Building 22 


ENGINEERING 

Preparation of Deep Space Instruaentat I on 
Facility Engineering Drawings and 
Associated Lists, 1/13/65 
D00— 1 022— GEN— A 

Prograamed Apollo Checkout Equtpaent, 
Spacecraft Mechanical and Electrical 
Requireaents for Gruaaen Aircraft 
Engineering Corporation Facility 
ESD— 106086 

Control Rooa Layout and Rack Elevation for 
Gruaaan Aircraft Engineering Corporation 
ESD— 106102 

Coaputer Room Layout and Rack Elevation for 
Gruaaan Aircraft Engineering Corporation 
ESD— 106103 

Terainal Facility Layout for Gruaaan 
Aircraft Engineering Corporation 
ESD— 106104 

Apollo Test Plan for Launch Support Equipaent 
Engineering Division, Revised, 12/10/65 
KD1A0132 

Engineering Procedures 
KD1A0133 

Index of Specifications, Standards, and 

Docuaents. Released and Utilized by Launch 
Equipaent Engineering Division, 07/01/66 
KD1A0146 

Pluabing /Cross Connections/ Engineering 
Design Standard. /Interia/, 07/11/66 
KSC-STD-15 

Drawings, Engineering and Associated Lists, 
02/07/66 
KSC-D-327 

Microfilaing of Engineering Docuaents 16 MM, 
Requi reaents for 
MSC— SPEC— 3 

Preparation of ISD Engineering Applications 
Docuaentation Standard 
MSC— STD— 108 

Electrical Engineering Design Practice, 
Standard for 03/15/1962 
MSFC— STD— 163 

Huaan Engineering Design Criteria, Standard 
for, 09/23/66 
MSFC-STD-267A 

Huaan Factors Engineering Prograa, 7/28/65 
MSFC— STD— 391 

Engineering Procedures Manual, Preparation, 
Revision, and Publication of. Standard for 
01/25/1965 
MSFC— STD— 432 

Engineering Bulletins, Preparation and 
Revision of 06/23/1965 
MSFC— STD— 454 

Specifications and Standards for NASA 

Engineering Data Microreproduction Systeas, 
7/66 

NHB 1440.4 

Specification for Engineering Drawings and 
Associated Lists 
S— 623— P—0147 

Goddard Space Flight Center Engineering 
Standards Design Manual 
S— 673— STD— 0001 

Engineering Model Reaction Wheel Scanner 
S— 731— P—23 

An Engineering Model Gravity Gradient 
Subsystea 
S— 731— P—31 

Data Requireaents for Touchdown Dynaaics 
Surveyor Engineering Flights /A-21 Model/, 
4/04/66 

SAS— 50510— GEN— A 

Data Requireaents for Television Experiaent 
Surveyor Engineering Flights /A-21 Model/, 
4/04/66 

SAS— 50512— GEN— A 

Engineering Standards Design Manual 
Preparation and Maintenance of 
STD-673-1 

Procedure for Preparing Vendor Drawing 


05-01 

11-01 

09-03 

09-03 

09-03 

09- 03 

10 - 01 
10-01 

10-01 

10-01 

10-01 

09-03 

09-03 

08-01 

08-01 

08-01 

08-01 

08-01 

00-02 

05-01 

05-01 

05-01 

05-01 

11-01 

11-01 

05-01 


Changes and Engineering Sketches, 10/02/62 
00-5 04-01 

Cover Sheet for Marshall Space Flight Center- 
STD— 163 /Electrical Engineering Design 
Practice/ 06/25/1964 

10M01704 08-01 

Interface Control Docuaents to Engineering 
Docuaentation Cross Reference Index, 

Preparation and Subaittal of. Data for. 

Standard for 05/24/1965 

10M01711 08-01 

Huaan Engineering Design Criteria, Reference 
Abstracts, 11/01/66 

10M01827 08-01 

Engineering Drawings, Electrical Support 
Equipaent, Preparation of. Standard for, 

11/30/66 

40M00224A 08-01 

Engineering Requireaents for Teleaetry Ground 
Equipaent, 01/16/62 

30584-GEN 11-01 

ENGRAVED 


Specifications for Blank Panels and Engraved 
Blank Panels, 02/08/65 /PR 54933-1/ 

ENGRAVING 


10-03 


Engraving on Ground Equipaent, Control Panel 
Faces, 01/30/63 

30602— STD— C 11-01 

ENHANCED 

Environaent al Design Qualification Test- 
Conponents and Experiaents, Study of 
Enhanced Radiation Belt S-3B and S-3C 
S— 320-EP— 0101 05-01 

Environaental Acceptance Test— Coaponents and 
Experiaents, Study of Enhanced Radiation 
Belt S-3B and S-3C 

S— 320-EP-0201 05-01 

Environaental Test Specification for Flight 
Acceptance Tests of Study of Enhanced 
Radiation Belt S-3A and S-3C 

S-320-EP-0402 05-01 

Goddard Range and Range Rate Systea Enhanced 
S-Band Transponder Specification, Exhibit 
A 

S— 531-RR— 0003 05-01 

ENTRY 


C-Band Re-Entry Acquisition Systea for 
Apollo Instruaentat ion Ships 

S-506-P-4 05-01 

ENVIRONMENT 

Coatings, Conforaal, Protective, Environaental 
for Printed Circuit Asseablies, 10/10/66 
KSC— SPEC— Q-0001 10-01 

Preparation of Space Environaent Siaulation 
Laboratory and Space Environaent Effects 
Laboratory Test Procedures 

MSC— STD— 109 09-03 

Design and Operational Criteria of Controlled 
Environaent Areas, Standard for 07/29/1963 
MSFC— STD— 246 08-01 

General Environaental Test Specification for 
Spabecraft and Coaponents Using Launch 
Environaents Dictated by Atlas-Agena, 

Thor-Agena, or Thrust-Augaented Thor— Agena 
Launch Vehicles 

S-320— A— 1 05-01 

General Environaental Test Specification for 
Spacecraft and Coaponents- Launch 
Environaents Dictated by Delta Space 
Vehicle-3C and Thor-Augaented 
Launch Vehicles /Alleghaney Ballistics 
S-320— D—l 05-01 

General Environaental Test Specification for 
Spacecraft and Coaponents Using Launch 
Environaents Dictated by Iaproved Delta 
Launch Vehicle /Delta Space Vehicle-3F, 

3G, and 3H/ 

S-320— D-2 05-01 

General Environaental Test Specification for 
Spacecraft and Coaponents Using Launch 
Environaents Dictated by Scout FW-4 and 
Scout X— 258 Launch Vehicles 

S— 320-S-l 05-01 

Project Relay Perforaance Requireaents- Relay 
Spacecraft Expected Environaent 

S-625-REL— 0103 05-01 

Tags, Identification, Saturn Environaent 
Protection Iteas, Specification for 
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ENVIRONMENTAL 


SUBJECT INDEX 


07/18/1963 

10M01662A 08-01 

ENVIRONMENTAL 

Programed Apollo Checkout Equipment* 

Spacecraft Mechanical and Electrical 
Requirements for Space Environmental 
Facility 

ESD-106005 09-03 

Control Room Layout and Rack Elevation for 
Houston Space Environmental Facility 
ESD-106100 09-03 

Computer Room Layout and Rack Elevation for 
Houston Space Environmental Facility 
ESD— 106101 09-03 

Environmental Test Methods for Ground 

Support Equipment Installations at John F. 
Kennedy Space Center* 09/17/64 

KSC— STD-164 10-01 

Apollo Ground Support Equipment General 
Envlronaental Criteria and Test 
Specification 

MSC— GSE-1B 09-03 

Content nation Control and Envi ronnental 
Protection of Space Launch Vehicles and 
Associated Equipment* Procedure for 
03/29/1963 

MSFC— PR0C-151 08-01 

Resin Compounds* Electrical and Envi ronnental 
Insulation* Epoxy* Specification for, 

10/19/65, QPL-222-1, 10/25/65 

MSFC-SPEC-222B 08-01 

General Envi ronnental Test Specification for 
Spacecraft and Conponents Using Launch 
Environments Dictated by Atlas-Agena, 

Thor-Agena, or Thrust-Augnented Thor-Agena 
Launch Vehicles 

S 320 A - 1 05— 01 

Environmental Test Specification for the 

Anchored Interplanetary Monitoring Platforn 
/AIM P/Spacecraft 

S— 320— AIHP-1 05-01 

Environmental Test Specification and Test Plan 
for S— 27 Topside Sounder Satellite 
S— 320— AL-0001 05-01 

Environmental Test Specification- Alouette B 
Spacecraft Systen Testa 

S-320— AL-0901 05-01 

Environmental Test Specification for S-6 
Atmospheric Structure Satellite 

S-320— AT-0001 05-01 

Environmental Test Specification for S-6A 
Subassenbl ies 

S-320— AT-0003 05-01 

Environmental Qualification and Acceptance Test 
Specification- Spacecraft Testing 
S— 320— ATS— 0101 05-01 

Environmental Qualification and Acceptance Test 
Specification- Component Testing 
S— 320— ATS— 0102 05-01 

General Environmental Test Specification for 
Spacecraft and Conponents- Launch 
Environments Dictated by Delta Space 
Vehlcle-3C and Thor-Augnented 
Launch Vehicles /Alleghaney Ballistics 
S-320-D-1 05-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Improved Delta 
Launch Vehicle /Delta Space Vehicle-3F, 

3G* and 3H/ 

S-320-D-2 05-01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S— 320— EP-0002 05-01 

Environmental Test Plan- Energetic Particles 
Satellite /S-3/ 

S— 320— EP-0003 05-01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S— 320— EP-0004 05-01 

Environmental Design Qualification Test- 
Components and Experiments* Study of 
Enhanced Radiation Belt S-3B and S-3C 
S— 320— EP-0101 05-01 

Environmental Acceptance Test- Components and 
Experiments* Study of Enhanced Radiation 
Belt S-3B and S-3C 


S— 320— EP— 0201 05-01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S— 320— EP— 0401 05-01 

Environmental Test Specification for Flight 
Acceptance Tests of Study of Enhanced 
Radiation Belt S-3A and S-3C 

S— 320— EP— 0402 05-01 

Environmental Test Specification- Project 
EPE-D Energetic Particles Explorer-D 
S— 320-EP— 0403 05-01 

Environmental Test Specification for FR-1 
Very Low Frequency Satellite 

S— 320— FR-1 05-01 

Environmental Test Specification for the Gemini 
S-9 Nuclear Emulsion Experiment 

S-320-GE-1 * 05-01 


Environmental Test Specification- Components* 

S-74 Interplanetary Monitoring Platform 
S— 320— IMP— 0901 

Environmental Test Specification- S-74 
Interplanetary Monitoring Platform 
Spacecraft System Tests 
S— 320-IMP— 0903 

Interplanetary Monitoring Platform 
Environmental Ttest Specification for 
Components 
S-320-IMP-1 

Interplanetary Monitoring Platform 
Environmental Test Specification for 
Spacecraft System Tests 
S— 320-IMP— 2 

Environmental Test Specification Nimbus C 
Spacecraft Systen and Subsystem Tests 
S-320-NI-1 

Environmental List Specification Nimbus B 
Spacecraft System, Subsystems and 
Experiments 
S— 320-NI— 2 

Environmental Design Qualification Test- 

Orbltlng Geophysical Observatory Experiments 
S-320-QG0-0101 05-01 

Environmental Test Spsc i f 1 cat i on for the Radio 
Astronomy Explorer /RAE/ Subsystems 
S— 320-RAE— 1 05-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Scout FW-4 and 
Scout X-258 Launch Vehicles 

S-320-S-1 05-01 

Environmental Test Specification for San Marco 
/Shotput/ Payloads 

S— 320-SM-0901 05-01 

General Environmental Test Specifications for 
Flight Acceptance of Sounding Rocket 
Payloads 

S-320-SR-1 05-01 

Environmental Design Qualification Test- 
Components and Experiments* United Kingdom 
/2/S— 52 

S— 320— UK-0101 05-01 

Environmental Acceptance Test- Components and 
Experiments* United K!ngdom-2/S-52 
S— 320— UK-0201 05-01 

Environmental Design Qualification 

Specification for the Prototype United 
K i ngdom— 2/S— 52 Spacecraft 

S— 320— UK-030 1 05-01 

Environmental Test Plan of the UK-2/S-52 
Satellite Program 

S— 320 -UK-05 01 05-01 

Environmental Design Qualification and 
Acceptance Tests- Components and 
Experiments* Distance Measuring Equipment 
Antenna 


S— 324— DME— A— 1 05-01 

Environmental Test Specification for the 
Reliable Earth Sensor /RES/ 

S— 324— RES— l 05-01 

Specifications for Environmental Conditions 
/Revision 1/ 

S-600— P—0208 05-01 

Environmental Specification for Indoor 
Equipment 

S-523-P— 0208 05-01 

Environmental Conditions 

S— 531— P—5 05-01 

Environmental Control System for Orbiting 


05-01 

05-01 

05-01 

05-01 

05-01 

05-01 
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EXPERIMENT 


Astronomical Observatory Transport Trailer 
and Experiment Shipping Container 
S— 623— 0 AO— 0018 05-01 

Relay Spacecraft Environmental Qualification 
Testing 

S-T025-REL-O1O1 05-01 

Project Relay Test Specification- Relay 

Spacecraft Environmental Acceptance Testing 
S— 625— REL— 0102 05-01 

Environmental Specification for the Nimbus 
Satellite 

S-650— NI— 0015 05-01 

Environmental Specification for the Nimbus 
Subsystems 

S-650— N I— 0016 05-01 

Environmental Exposures and Tests for Nimbus 
Satellites /Preliminary/ 

S-650— N I— 0017 05-01 

Subsystem Environmental Test Specification- 
Tiros IV, V, and VI 

S— 650— TI— 0001 05-01 


Environmental Protection when using Electrical 
Equipment within the Areas of Saturn 
Complexes where Hazardous Areas Exist, 

Procedure for, 03/06/61, EO-1 03/20/62 
10M01071 08-01 

Environmental Test Methods for Vehicle 

Measuring and Telemetry Electronic Parts, 
Assemblies, and Subsystems, Standard for, 

6/26/66 

50M6303A 08-01 

Environmental Protection of Vehicle and Support 
Equipment Components and Assemblies, 
Specification for 07/01/1960 

10419900 08-01 

EPOXY 


Resin Compounds, Electrical and Environmental 
Insulation, Epoxy, Specification for, 
10/19/65, QPL-222-1, 10/25/65 

MSFC— SPEC-222B 

Conformal Coating /Epoxy/, Application of. 
Procedure for, 11/05/63, Amendment 2, 
06/30/65 
MS FC— PR0C-257A 

Epoxy Treatment of Aluminum and Magnesium 
Castings for Pressure Sealing, Procedure 
for 04/07/1964 


08-01 


08-01 


3/01/66, QPL-411-1, 


08-01 


08-01 


08-01 


MSFC— PR0C— 371 

Adhesive, Epoxy Resin, 

3/01/66 
MS FC— SPEC— 4 1 1 

Adhesive, Low Density, Epoxy, Specification 
for 03/12/1*64 
10M01744 
EQUIPMENT 

Electronic Equipment, General Specification for 
ARC-SPEC-302 02-01 

Marking of Ground Support Equipment, 10/01/64 
KSC— STD— 169 10-01 

ESTABLISHMENT 

Ames Research Center Establishment and 
Maintenance of Identification to Provide 
Article and Record Traceability 
ARC-RQA— 8 02-01 

ETCHED 


Acceptability Limits for All Selectively 
Etched Aluminum Components, Standard for 
06/30/1958 
ABMA— STD— 21 

Capacitors, Fixed, Tantalum /Polarized, 
Etched Foil/ /Style KCL21/, 03/10/66 

KSC-C-107A 

Capacitors, Fixed, Tantalum Non Polar Etched 
Foil /Style KCL23/, 08/24/64 

KSC— C— 108 
ETCHING 


08-01 

10-01 

10-01 


Etching of Aluminum before Spotwelding, 

Standard for 09/23/1958 

ABMA— STD— 3 08-01 

Pre-Treatment /Etching/ of Teflon Surfaces 
Prior to Potting Process 

MSC-Q-3 09-03 

Etching, Fluorocarbon Insulation, Procedure for 
05/10/1965 

MSFC— PROC— 376B 08-01 

ETHYLENE 

Ethylene GlycolMJater 

MSC— SPEC— C— 22 09-03 

Sterilization Test Program Investigation, 


Ethylene Oxide Effects On Component Parts 
/Phase III/, 12/01/66 

2PP-2 1 1 8-GEN— A 11-01 

EVALUATION 

Specification for a Radioisotope Heat Source 
Evaluation 

S— 630-P-0 134 05-01 

Reliability Program Evaluation Procedures, 

09/63 

SP— 6002 00-03 

Quality Program Evaluation Procedures, 09/63 

SP— 6003 00-03 

Nicrooircuit Sterilization Evaluation and 
Application Study, 7/12/66 

ZPP— 2123— GEN 11-01 

EVALUATOR 

Evaluator, Digital Events, Specification for 
08/20/1964 

40M00214 00-01 

EVENT 


Event Display Module 
ESD-106031 

Direct Writing 100-Channel Event Recording 
System 
ESD— 106047 

Direct Writing 32-Channel Event Recording 
System 
ESD— 106048 

Specifications for Events Per Unit Time/ 
Timer, 07/23/6* /PR 30915-2/ 

Evaluator, Digital Events, Specification for 
08/20/1964 
40M00214 
EXCHANGER 

Valve, Check, Heat Exchanger, Specification 
for, 05/02/60, EO-7 05/07/62 
10419903 
EXECUTOR 


09-03 

09-03 

09- 03 

10- 03 
00-01 

08-01 


Prototype Communications Unit Executor and 
Selection to Activate Random Testing 
Modules 

ESD— 106042 09-03 

Communications Unit Executor Selection to 
Activate Random Testing Modules 

ESD— 106091 09-03 

EXHIBIT 


Telemetry Test Set /Exhibit B/ 

S-514-P-1 

Goddard Range and Range Rate System 

Specification Amendment I to Exhibit A 
S— 531— P-17-A1 

Exhibit C Goddard Space Flight Center 
Specification for Flight Models of the 
Astronomy Explorer Capacitance Probe 
S-615-P-9 

Exhibit C Goddard Space Flight Center 
Specification for Flight Models of the 
Astronomy Explorer Impedance Probe 
S— 615-P-ll 


05-01 

05-01 

Radio 

05-01 

Radio 

05-01 


Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Electron Trap 
S— 615-P— 12 05-01 

EXPANDED 

Steel, Expanded Sheet, Corrosion-Resisting, 
Specification for 05/17/1962 

10 M0 1647 08-01 

EXPANSION 


Expansion of Operations Building Facility 
Santiago, Chile 

S— 532-P— 25 05-01 

EXPECTED 


Project Relay Performance Requirements- Relay 
Spacecraft Expected Environment 

S— 625-REL— 0103 05-01 

EXPERIMENT 

Environmental Design Qualification Test- 
Components and Experiments, Study of 
Enhanced Radiation Belt S-3B and S-3C 
S— 320-EP— 0101 05-01 

Environmental Acceptance Test- Components and 
Experiments, Study of Enhanced Radiation 
Belt S-3B and S-3C 

S— 320— EP— 0201 05-01 

Environmental Test Specification for the Gemini 
S— 9 Nuclear Emulsion Experiment 

S— 320-GE— 1 05-01 

Environmental List Specification Nimbus B 
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EXPERIMENTAL 


SUBJECT INDEX 


Spacecraft System, Subsystems and 
Experiments 

S-320-NI-2 05-01 

Environmental Design Qualification Test- 

Components and Experiments 9 United Kingdom 
/2/S-52 

S— 320— UK— 0101 05-01 

Environmental Acceptance Test- Components and 
Experiments, United Kingdom-2/S-52 
S-320-UK— 0201 05-01 

Environmental Design Qualification and 
Acceptance Tests- Components and 
Experiments, Distance Measuring Equipment 
Antenna 

S— 324-DME— A-l 05-01 

Goddard Experiment Package Design 

Specification for the System Goddard 
Experiment Package 

S-623-0AO-0001 05-01 

Goddard Experiment Package Design 

Specification for the Optical-Mechanical 
Subsystem 

S— 623-0 AO— 0002 05-01 

Goddard Experiment Package Design 
Specification for the Fine Guidance 
Subsystem Goddard Experiment Package 
S— 623— 0 AO— 0003 05-01 

Goddard Experiment Package Design 

Specification for the Electro-Mechanical 
Subsystem 

S— 623-0 AO— 0004 05-01 

Goddard Experiment Package Design 

Specification for the Electronics Subsystem 
S— 623-0 AO— 0005 05-01 

Goddard Experiment Package Specification for 
Ground Handling and Facilities 

S— 623-0 AO— 0006 05-01 

Goddard Experiment Package Specification for 
Testing 

S— 623-0 AO— 0007 05-01 

Goddard Experiment Package Design 
Specification for Integration 

S— 623-0 AO— 0008 05-01 

Goddard Experiment Package Specification for 
Data and Documentation 

S— 623-0 AO— 0009 05-01 

Goddard Experiment Package Design 
Specification for Materials 

S— 623— 0 AO— 0010 05-01 

Shipping and Container and Combined Supporting 
Framework and Clean Room Dolly for 
Experiment Optical Systems Containers 
S— 623-0 AO— 0014 05-01 

Environmental Control System for Orbiting 
Astronomical Observatory Transport Trailer 
and Experiment Shipping Container 
S— 623-0A0— 00 18 05-01 

Orbiting Astronomical Observatory- Princeton 
University Experiment for Orbiting 
Astronomical Observatory 

S— 623-0 AO— 0345— 1 05-01 

Specification for Orbiting Geophysical 
Observatory Digital Experiment Modules 
S-623-0G0— 0002 05-01 

Specifications for Orbiting Geophysical 
Observatory Digital Experiment Modules 
S— 623-OGO— 0005 05-01 

Project Relay Performance Requi rements- 
Radlation Experiments 

S— 625-REL— 0150 05-01 

Project Relay Performance Requirements- Space 
Radiation Monitor Experiments 

S— 625-REL-O 1 51 05-01 

Project Relay Performance Requi rements- 
Spacecraft Radiation Effects Experiments 
S— 625-REL— 0152 05-01 


Project Relay Performance Requi rement s- 
Radiatlon Experiments Voltage Regulator 
S— 625-REL— 0154 05-01 

Electrical Interface Document for 

Interplanetary Monitoring Platform F and G 
Spacecraft, Experiments and Instruments 
S— 672-1 MP— 0196 05-01 

Medium Resolution Infrared /MRIR/ Experiment 
Prototype and Flight Model Digital 
Electronics Telemetry Units for Nimbus B 
S— 731-P-18A 05-01 

Data Requirements for Micrometeorite Experiment 
Surveyor Scientific Flights /A-24 Model/, 


4/04/66 

SAS-50507-GEN 11-01 

Data Requirements for Soil Mechanics Surface 
Sampler Experiment Surveyor Scientific 
Flights /A-24 Model/, 4/04/66 

SAS-50509-GEN-A 11-01 

Data Requirements for Touchdown Dynamic 
Experiment Surveyor Scientific Flights 
/A-24 Model/, 4/04/66 

SAS— 5051 1-GEN- A 11-01 

Data Requirements for Television Experiment 
Surveyor Engineering Flights /A-21 Model/, 
4/04/66 

SAS— 50512-GEN— A 11-01 

Data Requirements for Television Experiment 
Surveyor Scientific Flights /A-24 Model/, 

4/04/66 

SAS— 50513— GEN— A 11-01 

Certification Requirements for the Experimental 
Assembly and Sterilization Laboratory, 

10/25/65 

XOY— 50543-GEN 11-01 

Specifications for an Analog Pulse - Digital 
Data System for Qrbiting Geophysical 
Observatory Experiment F-17 

05-01 


EXPERIMENTAL 

Specification for Experimental Data System 

S— 525-P-O 038 05-01 

EXPLODING 

Exploding Bridgewlre /EBW/ Destruct System 
Controller, Acceptance Test, Procedure for 
03/13/1964 

MSFC-PR0C-374A 08-01 

Exploding Bridgewlre /EBW/ Firing Unit, 

Checkout, Procedure for 04/15/1965 
MSFC-PR0C-396B 08-01 

EXPLOSIVE 

Single Branch Explosively Actuated Valve 
Assembl ies 

GME— 50335-GEN 11-01 

Valve, Explosive Actuated /300 degrees F/, 

H-l Rocket Engine, Reliability Test 
Requirements 05/26/1961 

10M01008 08-01 

Explosive Bridge Wire /EBW/ Pulse Sensor 
224-1, Acceptance Test, 7/14/65 

50M60310 08-01 

EXPORT 

Packing and Crating Equipment for Export 
Shipment 

S— 500 -P-0026 05-01 

EXPOSURES 

Environmental Exposures and Tests for Nimbus 
Satellites /Preliminary/ 

S-650-NI— 0017 05-01 

EXTENSION 

Color Code for Zone Boxes and Thermocouple 
Leads and Extensions, Standard for 
04/07/1964 

50M60145 08-01 

EXTERIOR 

Decals, Elastomeric Pigmented Films, for Use 
on Exterior Surfaces, Specification for 
10/07/1964 

MSFC-SPEC— 410 08-01 

EXTERNAL 

Programmed Apollo Checkout Equipment, 

Spacecraft External Interfaces 

ESD— 106082 09-03 

EXTRUDED 

Polytetraf luoroethy lane /Teflon/ Molded and 
Extruded Parts, Sheets, Rods, and Tubing, 
Specification for, 07/20/62, Amendment 1, 
09/20/65 

MSFO— SPEC— 236 08-01 

Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1, 

10/04/66, QPL-389— 2, 01/28/66 

MSFC-SPEC— 389 08-01 


F 

FABRIC 

Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 
5/04/64, Amendment 1-B, 9/01/64, Amendment 

2, 2/26/65 
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FIELD 


GMO-5 Oil 1-GEN— B 11-01 

FABRICATED 

Fabricated and Machined Iteas 

05-01 

Quality Assurance Provisions for Fabricated and 
Machined Iteas /Space Flight Use/ 

05-01 

FABRICATION 

Design and Fabrication Requireaents for 
Resistance Welded Electrical Connections, 

7/27/66 

GMO-50571— GEN 11-01 

Design, Fabrication, and Test of Coapartaent 
Cooling Unit for S-IV-B Instrumentation 
Unit, Project Apollo, 01/03/67 

KSC— SPEC— P—0001 10-01 

Electrical Ground Support Equipaent 
Fabrication, 10/07/64 

KSC-E-165A 10-01 

Mariner C, Flight Equipaent, Fabrication, 

Power Subsystem, Solar Panels /4A1, 4A3, 

4A5, and 4A7/, 8/17/63 

MCP-3 0 287— GEN 11-01 

Cable Assemblies, Fabrication of, for 
Electrical Ground Support Equipment, 

Procedure for 10/12/1964 

MSFC— PR0C-140A 08-01 

Riveting, Fabrication and Inspection, 

Standard for, 04/02/62, Notice 1, 11/14/63, 

Amendment 1, 11/15/63 

MSFC— STD— 156 08-01 

Electrical Fabrication, Procedure for 
03/01/1964 

MSFC— PROC— 256 08-01 

Fabrication of Welded Electronic Modules, 

Standard for, 04/30/64, Amendment 2, 

10/29/65 

MSFC— STD— 271 08-01 

Design, Fabrication, and Installation of 
Princeton Optical Bench for the Twelve by 
Fifteen Thermal-Vacuum Chamber 

S-325-P-7A 05-01 

Molds, Plastic, Fabrication of. Procedure for 
03/06/1962 

10M01602 08-01 

Vessels, Pressure, Design and Fabrication, 
Specification for 11/03/1964 

10M01796 08-01 

Welding Fabrication of Hastelloy Alloys, 
Specification for 10/16/1963 

95M01200 08-01 

Terminal Boards, Fabrication of, 8/16/60, 
Amendment 1-fl, 1/23/64 

20028— GEN— B 11-01 

Materials, Processes, and Hardware for 
Fabrication of Spacecraft Electronic 
Equipment, 6/07/62, Amendment 1, 8/20/63 

30261-GEN 11-01 

Soldered Cordwood Electronic Module 
Fabrication, 5/17/62 

30262-GEN 11-01 

FACE 

Engraving on Ground Equipment, Control Panel 
Faces, 01/30/63 

30602— STD— C 11-01 

FAILURE 

Failure Effect Analysis of Ground Support 
Equipment, 02/03/65 

KSC— M— 118 10-01 

Failure Effect Analysis of Ground Support 
Equipment, 02/03/65 

KSC— STD— 118 10-01 

FASTENER 

Torque Specification, Threaded Fasteners, 

Standard for 07/07/1958 

ABMA— STD— 18 08-01 

Threaded Fasteners, Lubricant Application, 
Procedure for 07/12/1962 

MSFC— PROC— 226 08-01 

Torque Valves, Threaded Fastener, Standard 
for, 1/26/66 

10M01718 08-01 

FEASIBILITY 

Feasibility Prototype Spacecraft Tape Recorder 
Utilizing Peripheral Drive Belt Technique 
S— 632— P—0100 05-01 

FEED 

Equipment Procurement Specification for Antenna 
Feed System 


S-500— P-0217 05-01 

Perforaanbe Specification for a Cassegrain Feed 
System for 30-Foot Antenna 

S— 525— ANT— 0030 05-01 

Functional Specification for 136 Megacycle and 
1700 Megacycle Feed Systems 85-Foot 
Diameter Parabolic Antenna 

S— 525— P—0002 05-01 

Equipment Procurement Specification for 40-Foot 
Date Acquisition Antenna Feed System 40-005 
S— 525— P—0003 05-01 

Performance Specification for Relay Feed 
System for 85-Foot Diameter Parabolic 
Antenna 

S-525— P-0011 05-01 

Performance Specification for Space 

Communications Feed System for 85-Foot 
Diameter Parabolic Antenna 

S-525— P—0013 05-01 

Performance Specification for Communications 
Satellite Feed System for 85-Foot Diameter 
Parabolic Antenna 

S— 525— P—0015 05-01 

Performance Specification for 136, 400 and 1700 
MC Feed Systems for 85-Foot Diameter 
Parabolic Antenna 

S— 525— P—0 016 05-01 

Performance Specification for a Cassegrain 
Feed System for 85-Foot Antenna 

S— 525— P—0023 05-01 

Performance Specification for a Cassegrain Feed 
System for 30-Foot Antenna 

S— 525— P-0030 05-01 

Val lops-Tiros Operational Satellite Antenna 
Feed Systems 

S— 531— P-7 05-01 

FEEDBACK 

Servoactuator, Mechanical Feed-back, Thrust 
Vector Control, Saturn S-IC Stage, 

Specification for 05/15/1965 

50M35008C 08-01 

FEEDTHROUGH 

Connectors, Electrical Feedthrough, 50M10622 
and 50M10623, Specification for 11/12/1963 
50M60006 08-01 

FEMALE 

Fittings, Female Threads /Premium Quality/, 
Preparation and Lubrication, Procedure for 
05/15/1963 

MSFC— PROC— 238 08-01 

FERRITE 

Filter, Mechanical, 455 Kilocycle, Upper 
Sideband Ferrite Drive Selector, 

Specification for 08/06/1963 

50M60009 08-01 

FIBERGLASS 

Tape, Heat-Reflective, Pressure Sensitive, 

Aluminum Coated Fiberglass Cloth, 

Specification for, 02/23/62, E0-1 08/03/62, 

EO-2 09/25/62 

10M01597 08-01 

Rope, Fiberglass, One-Quarter Inch, 

General Purpose, Specification for 
01/31/1962 

10M01599 08-01 

Thread, Fiberglass, Specification for 
03/28/62, E0-1 08/03/62 

10M01619 08-01 

Spherers, Fiberglass, High Pressure, 

Specification for, 0k/04/60, EO-1 12/12/62, 
EO-2 11/21/63 

10419907 08-01 

FIELD 

Magnetic Field Restraints for Low Magnetism 
Systems 

ARC— STD— 204 02-01 

Magnetic Field Screening of Parts 

ARC-SPEC-350 02-01 

Magnetic Field Testing of Subassemblies 

ARC-SPEC-351 02-01 

Magnetic Field Testing of Low Magnetism 
Spaoecraf t 

ARC-SPEC-352 02-01 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems and Systems 
for Pneumatic Use in Support Equipment, 

12/14/64 

KSC— C— 123 10-01 
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Radio Interference Electric Field Attenuation 
Heasureaents for Shielded Equipment 
Enclosures* Standard for 06/26/1963 
NSFC— STD-280 08-01 

Field Acceptance Test- National Aeronautics 
qnd Space Administration 40-Foot X-Y 
Antenna Units 2*3* and 4 

S— 500— P-0019 05-01 

Functional Specifications for Battery-Operated 
Field Radiation Hazard Detector 

S— 525-P-0028 05-01 

Magnetic Field Restraints for Interplanetary 
Monitoring Platfora F and G 

S— 672-1 HP— 0 1 97 05-0 1 

Cleanliness Levels* Cleaning* Protection and 
Inspection Procedures for Parts, Field 
Parts* Assemblies, Subsystems, and Systems 
for Pneumatic Use in Support Equipment, 
Specification for, 4/28/64, EO-2, 7/28/64, 

10M01671B 08-01 

Transistor, Field Effect, Type 2N3436 with 
Weldable Leads, Specification for, 10/05/66 
50M60375 08-01 

Transistors, N-Channel Junction, Silicon, 
Field-Effect* Type U182 with Weldable 
Leads, Specification for, 10/17/66 
50M60401 08-01 

Deep Space Instrumentation Facility Field- 
Power Equipment 60 Cycles Per Second 
Engine Generator Set, 6/11/62 

8909— GEN-A 11-01 

Mariner C, Flight Equipment, Requirements for 
Minimum Magnetic Field, 3/19/63* Amendment 
1* 6/24/63 

31252-GEN 11-01 

FIGURE 

Noise Figure and Test Signal System 
Performance Specification 

S— 500— P-0222 05—i 

Specifications for the Noise Figure and Test 
Signal System 

S— 500— P-0410 05-i 

Noise Figure and Test Signal System 
Performance Specification 

S— 553— P-0022 05- 

FILL 

Bottle Fill and Vent Valve, Reliability 
Test Requirements 04/04/1961 

10M01041 08- 

Valve Assembly* Fuel Fill and Drain, 

Reliability Test Requirements 04/04/1961 
10M01052 08 

Valve Assembly* LOX Fill and Drain, 

Reliability Test Requirements 04/03/1961 


01 

01 

01 

01 

01 

01 


03/16/61, 

ED-5, 

08/11/61 


04/28/61, 


04/18/61, 


10M01064 08- 

Valve, Fill and Vent, Specification for, 

05/19/60, EO-1, 12/06/60, EO-2, 

EO-3, 04/28/61, EO-4 , 04/28/61, 

06/26/61, EO-6, 07/12/61, EO-7, 

10419911 08-01 

Valve Assembly* LOX-Fill and Drain, 

Specification for, 12/28/60, EO-1* 

EO-2, 06/24/61, EO-3, 01/24/62 

10419929 08-01 

Valve Assembly* Fuel Fill and Drain, 

Specification for, 12/20/60 EO-1, 

EO-2, 02/02/62 

10419937 08-01 

FILLING 

Polyurethane Foam* Filling S-l and S-1B 
Torque Boxes Using, Procedure for 
03/30/1964 

10M01778 08-01 

FILM 

Resistors, Fixed, Film /High Stability/ 

/Styles KRN55/60/65/70C/, 08/24/64 

KSC-R-102 10-01 

Resistors, Fixed* Film General Purpose 
/Styles KRL 07/20/32/42/, 08/24/64 

KSC-R-103 10-01 

Lubricant, Dry-Film Ceramic, MLF-5, 

Preparation and Application of. Specification 
for 04/15/1963 

MSFC-SPEC-253 08-01 

Decals* Elastomeric Pigmented Films, for Use 
on Exterior Surfaces* Specification for 
10/07/1964 

N8FC-SPEC-4 1 0 08-01 

Film, Transparent, Plastic, LOX Compatible, 


Gas and Contani nat ten Barrier* 8/01/66 
MSFO-SPEC— 456 08-01 

Specification for a Reliable, Low Power, Thin 
Fihm Spacecraft Memory 

S— 522— P—0 008 05-01 

Goddard Space Flight Center Specification to 
Modify the Advanced Vidlcon Camera System 
Rapid Film Processors to Utilize Bimat 
FI bm 

S-653-P-7 

High Resolution Display and Film Recorder 
S-731-P— 55 

Resistors, Precision, Fixed, Film /Style 
SRN/, Specification for 04/17/1964 
50M60149 

Resistor, Fixed, Film /High Stability/, 

Style RN55 with Weldable Leads* 

Specification for /Cover Sheet to 
Specification NIL-R-10509/, 4/07/66 

50H60359 

Resistors, Fixed, Film, Insulated* Style RL 
20 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/, 
10/17/66 

50M60399 08-01 

Resistors, Fixed* Film* Insulated* Style RL 
32 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/, 
10/17/66 

50MQ0400 08-01 

FILTER 

Filter, Elements* Hydraulic* Wire Mesh, 

Specification for* 07/26/63, Amendment 1, 
05/08/64 

MSFG— SPEC— 113A 08-0 1 

Specification for a Reliable, Light Weight, 

Ceramic Audio Filter for Spacecraft 
Appl l cat ions 

S— 522— P-0009 05-01 

Specification for a Universal Comb-Filter 
Processing for Pulse Frequency Modulation 
Telemetry Signals 

S— 522— P—0011 05-01 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 


S-522— P-0012 05-01 

Exhibit A, Goddard Space Flight Center 
Specification for Narrow Band Tracking 
Filter 

S-536-P-1 05-01 

Hose, Flexible, Blender Filter, 

/H-l Rocket Engine/, Reliability Test 
Requirements 04/19/1961 

10M01014 08-01 

Filter Assembly, /3/4-Inch/, Reliability Test 
Requirements 04/14/1961 

10M01050 08-01 

Filter Assembly, /3/8-Inch/, Reliability Test 
Requirements 04/06/1961 

10M01053 08-01 

Filter, Lube System, Turbopump* H-l Rocket 
Engine 06/08/1961 

10M01364 08-01 

Filters, Pneumatic* Specification for 
11/27/1961 

10M01417 08-01 

Filter, Bandpass* Specification for 
08/06/1963 

50M60008 08-01 

Filter, Mechanical, 455 Kilocycle, Upper 
Sideband Ferrite Drive Selector* 

Specification for 08/06/1963 

50M60009 08-01 

Filter, Bandpass, Specification for, 

02/25/66 

50M60022C 08-01 

Filter, Antenna, Low-Pass, Specification for, 
08/15/66 

50M60035C 08-01 


Filter Assembly, Power Line, Specification 
for, 07/23/64, E0-1, 06/04/65, EO-2, 

07/29/65, EO-3, 10/13/65, EO-4, 10/13/65, 

EO-5, 01/05/66, EO-6, 01/27/66, EO-7, 

07/06/66 

50M60086A 08-01 

Filter, Presampling, and Power Supply, 

Modified, Subassembly, Specification for. 


05-01 

05-01 

08-01 

08-01 
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FIXED 


03/02/65, EO-3, 06/25/65, EO-4, 06/25/65, 

EO— 5, 06/25/65, EO-6, 10/27/65, EO-7, 

11/05/65, EO— 8, 01/05/66, EO-9, 06/22/66, 

50M60208A 08-01 

Filter, UHF Telemetry, Specification for, 

9/01/66 

$0M60393 08-01 

Filter, Air Performance, Specification for 
04/21/60, EO— 1 03/15/61 

10419908 08-01 

Filter, Air, High Pressure, Specification for, 
11/22/60, E0— 2, 02/14/62 

10419941 08-01 

FINAL 


Requirements for Contractor Preparation of Deep 


Space Instrumentation Facility Periodic, 
Technical, and Final Project Reports, 

9/22/64 

D00-1 024-GEN 11-01 

Final Test Method for Precision Test Fixture 

S— 550— AP— 0001 05-01 

Final Test Method for Alignment Mirror 
Assembly 

S— 550— AP— 0002 05-01 

Preparation and Submittal of Final Test Report 
on Component Part Test Programs, 1/08/64 
ZPP— 2098— GEN 11-01 

Painting, Final, of Saturn ESE Panels, 

Procedure for, 5/04/66 

40M00325 08-01 

Painting, Final, of Saturn ESE Racks, 

Procedure for, 5/04/66 

40M00326 08-01 

FINE 


Goddard Experiment Package Design 
Specification for the Fine Guidance 
Subsystem Goddard Experiment Package 
S— 623— 0A0— 0003 05-01 

FINISH 

Finishes and Coatings for Corrosion Protection 
of Space Vehicle Structures and 
Associated Equipment, Standard for 
02/07/1962 

MSFC— STD— 181 08-01 

Protective finishes for Space Vehicles, 

Structures and Associated Flight Equipment, 
Specification for, 02/28/63, Amendment 1, 
02/26/64 

MSFC— SPEC— 250 08-01 

FINISHED 


Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 70*5, 05/28/64, Amendment 1, 

10/04/66, QPL-389-2, 01/28/66 

MSFC— SPEC— 389 
FINISHING 


08-01 


Painting and Finishing Work 

S— 532-P— 0019 05-01 

FIRING 


Performance/Design and Product Configuration 
Requirements KSC Operations Safety Officer. 
Launch Firing Room Console for Apollo 
Launch Support Systems, 09/13/65 
KSC— CP-22309 10-01 

Exploding Bridgewire /EBW/ Firing Unit, 

Checkout, Procedure for 04/15/1965 
MSFC— PROC— 396B 08-01 

FITTING 

Fittings /Pressure Connections/, Flared Tube, 
05/05/65 

KSC— F— 124 10-01 

Welding of Stainless Steel and Invar Pipe, 

Tubing, and Associated Fittings, 08/01/66 
KSC— W— 179 10-01 

Welding of Aluminum Alloy Pipe, Tubing and 
Associated Fittings, 08/01/66 
KSC— W— 180 10-01 

Fittings, Flared Tube /Premium Quality/, 

Pressure Connections, Specification for. 


02/10/65, Amendment 5, 09/21/66, QPL-143-1, 

01 / 10/66 

MSFC— SPEC— 143B 08-01 

Fittings /Pressure Connection/, Flared Tube, 
Specification for, 02/13/62, Amendment 1, 
09/27/65 

MSFC— SPEC— 171 08-01 

Fittings, Female Threads /Premium Quality/, 
Preparation and Lubrication, Procedure for 
05/15/1963 


MSFC— PROC— 238 08-01 

Flared Tube Fittings, Handling, Protection, 
and Packaging of 03/09/1965 

MSFC— STD-343/1 08-01 

Fittings, Military Connector, Classification of 
Defects, Specification for 02/11/1965 
MSFC— SPEC— 437 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC— 171 /Fittings, Pressure Connections, 

Flared Tube/ 06/25/1964 

10M01705 08-01 

FIXED 

Inspecting, Testing, and Certifying Fixed and 
Mobile Cranes, Forklifts, Mobile Personnel 
Towers, and Auxiliary Equipment, 09/27/66 


KSC— STD— S— 0001 10-01 

Resistors, Fixed, Film /High Stability/ 

/Styles KRN55/60/65/7OC/, 08/24/64 

KSC— R— 102 10-01 

Resistors, Fixed, Film General Purpose 
/Styles KRL07/20/32/42/, 08/24/64 

KSC— R— 103 10-01 

Resistors, Fixed, Wirewound /Power Type/ 

Style KRW67/68/69/ , 03/10/66 

KSC— R— 105 A 10-01 

Capacitor, Fixed, Glass Dielectric, High 
Reliability /Styles CYFR 10/15/20/30/, 

08/24/64 

KSC— C— 106 10-01 

Capacitors, Fixed, Tantalum /Polarized, 

Etched Foil/ /Style KCL21/, 03/10/66 

KSC-C-107A 10-01 

Capacitors, Fixed, Tantalum Non Polar Etched 
Foil /Style KCL23/, 08/24/64 

KSC— C-108 10-01 

Capacitors, Fixed, Tantalum /Polarized, Plain 
Foil/ /Style KCL31/, 03/10/66 

KSC— C-109A 10-01 

Capacitors, Fixed, Tantalum /Polarized, Etched 
Foil/ /Style KCL33/, 03/10/66 

KSC— C-110A 10-01 

Capacitors, Fixed, Solid, Tantalum /Style 
KCS13/, 03/10/66 

KSC— C— 111 A 10-01 

Capacitors, Fixed, Plastic Dielectric, 

/Nonmetal lie Case/ /Style KCTM/, 08/24/64 
KSC— C— 112 10-01 

Capacitors, Fixed, Polarized, Tantalum Foil 
/Style KCL51 and KCL53/, 08/24/64 

KSC— C— 113 10-01 

Capacitors, Fixed, Paper or Paper-Plastic 
/Style KCVP09/, 08/24/64 

KSC— C— 114 10-01 

Capacitors, Fixed, Tantalum /Polarized, 

S I ntered-Sl ug/ /Style KCL65/, 03/10/66 

KSC— C— 133 10-01 

Capacitors, Fixed Glass-Dielectric, 


Established Reliability, Specification for 
07/20/64, Marshall Space Flight Center- 
QPL-400-1 04/19/65 


MSFC— SPEC— 400 A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 10, Established Reliability 07/20/1964 
MSFC-SPEC-400A/1A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 15, Established Reliability 07/20/1964 
MSFC— SPEC— 400 A/2 A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 20, Established Reliability 07/20/1964 
MSFC— SPEC— 400 A/3 A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 30, Established Reliability 07/20/1964 
MSFO-SPEC-400A/4A 08-01 

Spacecraft Electronic Components Capacitors, 

Fixed /HI-REL/, 2/26/65 

ZPH— 2244— GEN 11-01 

Sterilization Test Program Fixed Resistors 
/Procedure No. 674/2-A/, 10/14/65 

ZPP— 2 1 02— GEN 11-01 

Sterilization Test Program Fixed Resistors 
/Phase II/, 1/19/67 

ZPP— 2112— GEN— A 11-01 

Spaceoraft Electronic Components Capacitors, 

Fixed, 9/19/66 

ZPP— 2744— GEN— A 11-01 

Spaceoraft Electronic Components Fixed 
Resistors, 12/01/65 

ZPP— 2748— GEN-B 11-01 

Qualification Testing Requirements for Fixed 
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Resistors* 10/26/65 

ZPQ— 2248-GEN 11-01 

Qualification Testing Requirements for Fixed 
Capacitors* 1/21/66 

ZPQ— 2444-GEN 11-01 

Resistors* Fixed, Precision* Wirewound /Style 
SRB/, Specification for, 04/17/64, EO-1 
04/21/65 

50M60147 08-01 

Capacitors* Fixed, Plastic Dielectric 
/Nonmetallic Case/, /Style SCTM/, 

Specification for, 04/17/64, EO-1 04/21/65 
50M60148 08-01 

Resistors, Precision, Fixed, File /Style 
SRN/, Specification for 04/17/1964 
50M60149 08-01 


Capacitors* Fixed, Paper /or Paper-Plastic/ 
Dielectric /Hernet leal ly Sealed in Metallic 
Case/ /Style SCPV09/, Specification for, 

04/17/64, EO-1, 04/21/65, EO-2, 09/24/66 

50M60180 08-01 

Resistors, Fixed, Wirewound /Power/, /Style 
SRE/, Specification for, 05/21/64, E0-1, 
04/21/65, EO-2, 12/20/65 

50M60185 08-01 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/, 

Specification for 

50M60186 08-01 

Capacitors, Fixed Ceramic-Dielectric /General 
Purpose/, /Style SCK/, Specification for 
06/19/64, EO-1 04/21/65 

50M60167 08-01 

Resistors, Fixed, Wirewound /Insulated/, 

/Style SRW/, Specification for, 05/21/64, 

EO-1 04/21/65 

50M60188 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
Tantalue /Style SCS13/, Specification for 
06/19/64, EO-1 04/21/65 

50M60192 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Sintered Slug/, /Style 
SCL/, Specification for, 06/24/64, EO-1 
04/21/65 

50M60193 08-01 

Resistor, Fixed, Composition /Insulated/, 

Style RC07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-11/, 4/07/66 

50M60337 08-01 

Resistors, Fixed, Composition /Insulated/, 

Style RL07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-22684/, 4/07/66 

50M60358 08-01 

Resistor, Fixed, Film /High Stability/, 

Style RN55 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-10509/, 4/07/66 

50M60359 08-01 

Capacitor, Fixed, Ceramic-Dielectric, Styles 
CK05CW and CK06CW with Weldable Leads, 
Specification for /Cover Sheet to 
Spec I f I cat i on MI L-C-l 1015/, 1 0/05/66 

50M60360 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and S intered-Sl ug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-C-3965/, 4/07/66 

50M60361 08-01 


Capacitors, Fixed, Solid Electrolyte, 

Tantalum, Style CS13 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-26655/, 10/18/66 

50M60362 08-01 

Capacitor, Fixed, Mica-Dielectric, Style CN06 
with Weldable Leads, Specification for 
/Cover Sheet to Specification NIL-C-5/, 

4/07/66 

50M60364 08-01 

Resistor, Fixed, Composition /Insulated/, Type 
CBD2265 through CBD10065 with Weldable 
Leads, Specification for, 10/13/66 
50M60380 08-01 

Resistor, Fixed, Precision, Wire Wound /High 
Temperature/, Type SX063 with Weldable 


Leads, Specification for, 8/12/66 
50M60381 08“01 

Resistors, Fixed, Film, Insulated, Style RL 
20 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/, 
10/17/66 

50M60399 08-01 

Resistors, Fixed, Film, Insulated, Style RL 
32 with Weldablfe Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/, 
10/17/66 

50M60400 08-01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Noqmetal lie Carnes/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification HIL-C-27287/ , 10/17/66 

50M60409 08-01 

Fixed Capacitors /High Reliability/, 11/06/62 
20044-GEN— E 11-01 

FIXTURE 

Miscellaneous Fixtures and Metals 

S— 532-P— 0021 05-01 

Installation of Electrical Equipment Fixtures, 
and Wiring 

S— 532-P— 0023 05-01 

Final Test Method for Precision Test Fixture 

S— 550-AP-0001 05-01 

FLAME 

Purchase Specification for an Ultraviolet 
Flame Detector Launch Complex 34 and 37, 

12 / 01/66 

KSC— SPEC— H-002 10-01 

FLANGE 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hooh, Two Hole Reverse-Flange Mounting, 

S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 

MSFO— SPEC-339/ IB 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting, S6GP-2-2B, 

08/31/64, Amendment 1, 07/29/66 

MSFG— SPEC-339/2B 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-1.5-19A, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC— 339/19A 
Relay, General Purpose, 28 Volta, Direct 
Current, 4 Pole Double Throw, 7*5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3-20A, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC-339/20 A 08-01 

Relay,- General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-2-22A, 03/16/64 

MSFC-SPEC-339/22A 

Relay, General Purpose, 28 Volta, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3.25-23A, 08/31/64 

MSFO— SPEC— 339/23 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 

08/31/64 

MSFC— SPEC— 339/24 A 
Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC-SPEC— 339/25 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 

04/01/65 

MSFC— SPEC— 339/26A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Amendment 1, 07/29/66 

MSFO-SPEC— 339/31B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 


08-01 


08-01 


08-01 


08-01 


08-01 
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FOAM 


Plug-In, Two Hole Flange Mounting, 

S2GP-6-33B, 04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC— 339/33B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Aaendaent 1, 07/29/66 

MSFC- SPEC-339/4 IB 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Aaendaent 1, 

07/29/66 

MSFC— SPEC— 339/4 3B 08-01 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH— 6-51A, 04/01/65 

MSFC-SPEC— 339/51A 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-6-61A, 04/01/65 

MSFC— SPEC-339/61A 08-01 

Raley, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-7.25-71A, 04/01/65 

MSFC— SPEC-339/71 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Aaendaent 1,' 07/29/66 

MSFC-SPEC— 339/81A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC— SPEC-339/83A 08-01 


Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8-91A, 

04/01/65 

MSFC— SPEC— 339/91A 08-01 


Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC— SPEC-339/92A 08-01 

Relay, Spec! al * Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Aaendaent 1, 07/29/66 

MSFC— SPEC— 339/1 0 1 08-01 

FLARED 


Fittings /Pressure Connections/, Flared Tube, 
05/05/65 

KSC-F— 124 10-01 

Fittings, Flared Tube /Preaiua Quality/, 

Pressure Connections, Specification for, 
02/10/65, Aaendaent 5, 09/21/66, QPL-143-1, 

01 / 10/66 

MSFC— SPEC— 143B 08-01 

Fittings /Pressure Connection/, Flared Tube, 
Specification for, 02/13/62, Aaendaent 1, 
09/27/65 

MSFC— SPEC— 171 08-01 

Flared Tube Fittings, Handling, Protection, 
and Packaging of 03/09/1965 

MSFC— STD— 343/1 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-171 /Fittings, Pressure Connections, 

Flared Tube/ 06/25/1964 

10M01705 08-01 

FLAT 


Connectors, Flat Conductor, Flexible 
Electrical Cable, 05/05/66 

MSFC— SPEC— 21 9A 08-01 

Cable, Flat Conductor, Flexible, Electrical, 
Copper, 01/28/66 

MSFC— SPEC— 220B 08-01 

FLEXIBLE 

Hose Asseabl ies,' Flexible, Hydraulic, Mediun 
and High Pressure, High Teaperature, 
Specification for, 01/18/63, Aaendaent 2, 


05/20/64 

MSFO— SPEC-116 08-01 

Connectors, Flat Conductor, Flexible 
Electrical Cable, 05/05/66 

MSFO— SPEC— 21 9A 08-01 

Cable,- Flat Conductor, Flexible, Electrical, 
Copper, 01/28/66 

MSFO-SPEC— 220B 08-01 

Hose, Flexible, Blender Filter, 

/H-l Rocket Engine/, Reliability Test 
Requireaents 04/19/1961 

10M01014 08-01 

Curtains, Heat Shield, Flexible, Acceptance, 
Specification for, 03/09/62, EO-1 08/03/62 
10M01591 08-01 

Ducts, Flexible, Cooling Systea, Specification 
for 03/13/1962 

10M01592 08-01 

Flexible Circuits, Wiring, and Cable, Design, 
Construction, and Inspection of. 

Specification for, 09/15/66 

50M60150A 08-01 

FLIP-FLOP 

Welded Module, Series 300, Flip-Flop /F-1A/ 
11/04/1963 

MSFO— SPEC— 325/9 08-01 

Welded Module, Series 300, Flip-Flop /F-2A/ 
11/04/1963 

MSFC— SPEC— 325/10 08-01 

Welded Module, Series 300, Flip-Flop /FB-1A/ 
11/04/1963 

MSFO— SPEC-325/11 08-01 

Welded Module, Series 300, Inverter Flip-Flop 
/IFB-1/ 11/04/1963 

MSFC-SPEC— 325/19 08-01 

FLOOR 

Elevated Floor Systea, 05/10/65 

KSC-STD-2 10-01 

FLOW 

Regulator, Constant Flow, Reliability Test 
Requireaents 04/01/1961 

10M01048 08-01 

Valve, Flow Regulating Constant, Specification 
for, 09/05/61, EO-5 10/02/62, EO-6 
12/26/62 

10419918A 08-01 

Regulator, Constant Flow, Specification for, 
07/15/61, EO-2, 07/17/61, EO-3, 05/15/62 

10419920A 08-01 

FLOWMETER 

Flowaeter , Voluaetric, Turbine Type, 

50N60081A 08-01 

FLUID 

Apollo Spacecraft, Fluid Cleanliness 

MSC— SPEC— C— 6 09-03 

Apollo Spacecraft Fluid Systeas Surface 

MS C— S PEC- C— 7 09-03 

Fluid Saapling 

MSC— SPEC-C-13 09-03 

Spacecraft Fluid Analysis 

MSC— SPEC-C— 14 09-03 

Hydraulic Systeas Coaponeqts and Hydraulic 
Fluids for Space Vehicles, Cleaning, 

Testing, and Handling, Procedure for 
08/18/1965 

MSFC-PR0C-166C 08-01 

Specification for Forced Fluid Recording Paper 
/Used in Brush Mark 200 Recorders/ 

5— 539— P—0 00 1 05-01 

Description, Use, and Control of Hydraulic 

Fluid, Non-Petroleua Base, Aircraft 
/MIL— H-8446/, 01/06/61 

06- 3 04-01 

FLUOROCARBON 

Etching, Fluorocarbon Insulation, Procedure for 
05/10/1965 

MSFC-PR0C-376B 08-01 

Cloth, Glass, Leached, Fluorocarbon 

Iapregnated, General Purpose 04/25/1962 
10M01631 08-01 

FLUSH 

Flush and Purge Ground Support Servicing 
Systea, Specification for 01/22/1964 
10M01696 08-01 

FOAM 

Polyurethane Foaas for Electronic Equipaent 
04/09/1965 

MS F 0— SPEC— 4 1 8 08-01 

Use of Foaa-in-Place Polyurethane, for 
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Electronic Equipment 04/20/1965 
MSFC— PR0C-442 08-01 

Polyurethane Foam, Filling S— 1 and S— IB 
Torque Boxes Using 9 Procedure for 
03/30/1964 

1QM01778 08-01 


FOIL 

Capacitors, Fixed, Tantalus /Polarized, 

Etched Foil/ /Style KCL21/, 03/10/66 

KSC-C-107A 10-01 

Capacitors, Fixed, Tantalum Non Polar Etched 
Foil /Style KCL23/, 08/24/64 

KSC-C-108 10-01 

Capacitors, Fixed, Tantalus /Polarized, Plain 
Foil/ /Style KCL31/, 03/10/66 

KSC-C-109A 10-01 

Capacitors, Fixed, Tantalus /Polarized, Etched 
Foil/ /Style KCL33/, 03/10/66 

KSC— C-110A 10-01 

Capacitors, Fixed, Polarized, Tantalus Foil 
/Style KCL51 and KCL53/, 08/24/64 

KSC— C— 113 10-01 

Plates, Identification, Hetal Foil Adhesive 
Backed, Specification for 10/07/1964 
MSFC-SPEC-266A 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 

/Tantalus, Foil and Sintered Slug/, /Style 
SCL/, Specification for, 06/24/64, EO-1 
04/21/65 

50M60193 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalus, Foil and Sintered-Slug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification NIL-C-3965/, 4/07/66 

50M60361 08-01 

FOLLOWER 

Esitter Followers, Design Specification for 
04/21/1965 

50M02505 08-01 

Source Follower, Design Specification for 
05/05/1965 

50M60296 08-01 

FORCED 

Specification for Forced Fluid Recording Paper 
/Used in Brush Nark 200 Recorders/ 

S-539-P-0001 05-01 

FORGING 

Alusinus Alloy Forgings, Presius Quality, 

Heat Treated, Specification for, 03/31/64, 
Asendsent 1, 09/08/64 QPL-144-1, 07/26/65 

MSFC-SPEC-144B 08-01 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shaped, and Forgings /Presius 
Quality/, Specification for, 05/15/63, 

Asendsent 4, 08/19/66, QPL-145-1, 02/16/66 

MSFC-SPEC-145A 08-01 

FORKLIFT 

Inspecting, Testing, and Certifying Fixed and 
Nobile Cranes, Forklifts, Nobile Personnel 
Towers, and Auxiliary Equipment, 09/27/66 
KSC-STD-S— 0001 10-01 


FORM 

Weight Documentation Fors Completion, Space 
Vehicle, Procedure for 10/10/1962 
HSFC-PR0C-208A 08-01 

Nicrof 1 Is Logging Fors Cospletion, NSFC 

Microfilming Program Support, Procedure for 
06/24/1963 

MSFC-PR0C-228A 08-01 

Maintenance and Use of National Aeronautics and 
Space Administration -Flight Research 
Center Workbook and Associated Forms and 
Records, 06/04/63 


00-1 04-01 

FORMAT 

Deep Space Network Teletype Format, 7/22/64 

BCC— 50305— GEN 11-01 

Specification for a Computer Format Control 
Buffer with Time Decoder 

S— 522-P-0010 05-01 

Standard Format for Coding of Component Test 
Data, 2/01/65 

ZPP-2 09 0-GEN- A 11-01 

Standard Format for Coding of Resistor Test 
Data, 1/24/64 

ZPP— 2092— GEN 11-01 

Standard Format for Coding by Manufacturer of 
Electronic Component Data, 9/08/64 
ZPP— 2093— GEN- A 11-01 


General Specification Standard Punched Card 
Format for Component Test Data, 11/30/66 
ZPP— 2094— GEN-A 
FORMATTER 

Data Formatter Acceptance Test Procedure 
S-553— P—0041 
FORMATTING 

Nimbus Infrared Interferometer Spectrometer 
/IRIS/ Test and Formatting System 
S-653-P-1 

FORMICA 

Formloa Gray Smooth Vinyl 
S— 533— P— 0 038 

FORMING 

Specification for a Bean Forming Matrix 
S-525— P-0033 

Specification for a Beam-Forming Matrix 
/Sixty-Four Beams/ 

S-525— P-0 036 

Precipitation Hardening /Aging/ and Forming 
Tank Skin Segments for S-IC Stage of 
Saturn V Vehicle, Specification for 
08/13/1963 
95H01301 


11-01 

05-01 

05-01 

05-01 

05-01 

05-01 

08-01 


Hydraulic Bulge-Forming of 54-Inch Center 
Pieces for S-IC Stage of Saturn V Vehicle, 
Specification for 08/13/1963 

95M01400 08-01 

Tube, Forming, Standard for 06/23/1960 

10419959 08-01 

FOUNDATION 

Specification for Construction Road and 

Antenna Foundation for Satellite Tracking 
Antenna Receiver Data Acquisition Facility, 

East Grand Forks, Minnesota 

S-532— P—0041 05-01 

Log Periodic Antenna Foundations Clark Lake 
/Borrego Springs/, Calif. 

S-532— P-17 05-01 

FRAMEWORK 

Shipping and Container and Combined Supporting 
Framework and Clean Room Dolly for 
Experiment Optical Systems Containers 
S— 623— OAO— 0014 05-01 


FREE 

Gyroscope, Free, Miniature, Two Axis 

GSFC-ACS— 001 05-01 

FREESPACS 

Vertical Freespace Range for Antenna 
Performance Test Facility 

S-525— P—0006 05-01 

FREQUENCY 

Frequency Modulation Subcarrier Discriminator 

ESD— 106032 09-03 

Radio Frequency Interference Shielded 
Enclosures 

ESD— 106035 09-03 

Contract End Item Detail Specification /Low 
Frequency Accelerometer/ Performance/Design 
and Product Configuration Requirements, 

11/03/66 

KSC— SPEC— M— 0001 10-01 

Specification for Modular Enclosures, Radio 
Frequency Interference Shielded, 01/21/64 
KSC-E-153F 10-01 

Enclosures, Modular Shielded, Radio Frequency 
Interference* Specification for 07/05/1963 
MSFC— SPEC— 331 08-01 

Determination of Voltage Controlled Oscillator 
Frequency Stabilization Network, Procedure 
for, 04/09/65 
MSFC-PROC— 359 

Environmental Test Specification for FR-1 
Very Low Frequency Satellite 
S-320-FR-1 

Goddard Space Flight Center Specifications 
Universal Pulse Frequency Modulation 
Simulator 
S-521-P— 2 

Specification for a Universal Comb-Filter 
Processing for Pulse Frequency Modulation 
Telemetry Signals 
S-522— P—0011 
Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Prooesstng Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 
S— 522— P—0012 05-01 

Very High Frequency Command Transmitter 


08-01 

05-01 

05-01 

05-01 
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FREQUENCY 


Prcl iai nary Specification 

S-523-P— 0401 05—01 

Procurement Specification for Radio Frequency 
Absorbent Material for Antenna Test Range 
Facil i ty 

S-*525-P-0007 05-01 

Specifications for Frequency Synthesizer 

S— 530— P—0011 05—01 

Specifications for Frequency Modulation 
Monitor and Deviation Meters 

S— 530— P—0022 05-01 

Specification for Radio Frequency Interference 
Shielded Enclosures 

S-530— P—0027 05-01 

Goddard Range and Range Rate Very High 
Frequency Preamplifier Converter 
S-531-P-11 05-01 

Goddard Range and Range Rate System 

Specifications- Frequency Standard and 
Digital Clock /Appendix 1 to Exhibit A/ 

S— 531— RR— 0032 05-01 

Installation of Potter and Radio Frequency 
Cables 

S— 532— P—0012 05-01 

Pirforames Specification on Radio Frequency 
Power Monitor 

S— 553— P—0015 05-01 

Performance Specification on Apollo Precision 
Frequency Source 

S-553— P—0028 05-01 

Exhibit A, Specification for Transportable 
Dual 500— Watt/10 Kilowatt Ultra High 
Frequency Command System 

S— 553— P—0029 05-01 

Very High Frequency Telemetry Receiving 
System, Type I Single Channel, Type 
II Dual Channel 


S— 553— P—1 

Very High Frequency Telemetry Receiver, Type 

I Single Channel 
S— 553— P—2 

Very High Frequency Telemetry Receiver, Type 

II Dual Channel 
S-553— P—3 

Eight Channel Radio Frequency Multicoupler 
S— 553— P—6 

Applications Technology Satellite Specificati 
for Communication Frequency Modulation and 
Phase Modulation Receiver 
S— 620— ATS— 0006 

Specification for Frequency Modulated 5 Watt, 
400 Megacycle Solid State Transmitter 
S-621— P—0001 ' 

Radio Frequency Shielded Enclosure 
S— 636— P—5 

Radio Frequency Susceptibility/Electrical 
Systems Test for Nimbus A Prototype 
Spacecraft 
S-650-N 1-0022 

Specification for Radio Frequency Shielded 
Enclosure 
S-672-P-1 

Spacecraft Electronic Components Transformers 
and Inductors Radio Frequency, Intermediate 
Frequency, and Low Power Pulse, 8/10/65 
ZPP-2738— GEN 

Qualification Testing Requirements for Low 
Frequency Inductors and Transformers, 
4/22/66 
ZPQ— 2437— GEN 

Frequency Modulation System Test Oscillator, 
Specification, 07/15/64 /PR 26764-1/ 


05-01 

05-01 

05-01 

05-01 

on 

05-01 

05-01 

05-01 

05-01 

05-01 

11-01 

11-01 


Laboratory Report of Electromagnetic 
Interference Measurements on Offset 
Doppler Frequency Interrogator System, 

Simmonds Model 462320, Unit 2, 10/19/64 

/IN-K-EF34-64-5/ ' ' 10 - 0 3 

Low— Noise, High Gain Radio Frequency 

Preamplifier System, 03/25/64 /PR 14391-1/ 

M1 , „ 10-03 

Minimum Salient Characteristics for Isolated 
Radio Frequency Power Divider, 03/12/65 
/PR 91214-1/ 7 10 - 03 

Minimum Salient Characteristics for Radio 
Frequency Micro-Voltmeter, 03/05/65 
/PR 58941-1/ 10—03 

Minimum Salient Characteristics for Very High 
Frequency Oscillator, 12/04/64 /PR 45602-1/ 


10-03 


10-03 


10-03 


Minimum Salient Characteristics for Very High 
Frequency Signal Generator, 03/10/65 
/PR 90134-1/ 

Offset Doppler Frequency Short-Range 
Interrogator System- Technical Exhibit 

Offset Doppler Frequency Short-Range 
Interrogator System, Addendum A, 

/PR 03347-1/ 10-03 

Procurement Specification for Radio Frequency 
Calibration Unit, Telemetry Receiver 

10-03 

Radio Frequency Converter System, 10/22/64 

/K-EF3-64-8/ 10-03 

Radio Frequency Waveguide/Coax Equipment 

05-01 
07/22/64 

10-03 


10-03 


10-03 


10-03 


10-03 


10-03 


10-03 


08-01 


08-01 


08-01 


08-01 


Specifications for Frequency Counter, 

/PR 30910/ 

Specifications for Ultra High Frequency 
Amplitude Modulated/Frequency Modulation 
Signal Generator 

Specifications for Voltage Controlled 
Sutiearrier Oscillator, High Frequency 
/PR 14287-1/ 

Technical Exhibit for Frequency Modulation/ 
Frequency Modulation Demultiplexing 
Equipment 

Technical Exhibit for Low Distortion Radio 
Frequency Mul t i coupler, 01/14/65 
/PR 49717-1/ 

Technical Exhibit for a Study of Certain 
Propagation Anomalies in Flight Radio 
Frequency Signals 

Technical Exhibit for Very High Frequency 
Antenna System, 12/30/64 /PR 49002-1/ 

Frequency Changer, Static, 15-Kilowatt, 
120/208-Volt, 3-Phase, 400-Cycles Per 
Second, Specification for, 07/01/64 
40M00201B 

Frequency Divider, Specification for 
12/09/1964 
50M60003A 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Checkout Procedure for, 
11/07/1963 
50M60024 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Specification for, 

10/08/1963 
50M60025 

Radio Frequency Assembly, Pulse Code 

Modulated, Model CT-19B, Specification for, 
07/15/64, E0-1, 04/07/65, EO-2, 05/17/65, 

EO-3, 07/15/65, EO-4, 07/24/65, EO-5, 

01/05/66, EO-6, 07/06/66 

50M60029A 08-01 

Amplifier, Power, Radio Frequency, 

Specification for, 04/12/65, EO-1, 06/07/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60034C 08-01 

Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 02/09/65, EO-1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60039B 08-01 

Radio Frequency Assembly, Model 1, 

Specification for, 06/22/66 

50M60071B 08 _ 01 

Transmitter, Telemetry, Vacuum Tube or Hybrid, 
Frequency Modulated /Very High Frequency/, 
Specification for, 07/08/64, EO-1, 05/17/65, 

EO-2, 07/15/65, ED-3, 07/15/65, EO-4, 

10/05/65, EO-5, 01/05/66, EO-6, 07/06/66 

50M60072A 

Demultiplexer, Single Sideband Frequency 
Modulated, Specification for 12/02/1963 
50M60078 

Radio Frequency Assembly, Model II, 

Specification for, 08/31/66 
50M60085B 

Demultiplexer, Single Sideband Frequency 
Modulated, Specification for, 01/22/65 
50M60092A 

Frequency to Direct Current Converter, 
Specification for 03/30/1965 


08-01 


08-01 


08-01 


08-01 
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50M60128A 08-01 

Antenna Assembly, Offset Doppler Frequency, 

Model 405, Specification for 03/18/1965 
50M60134 08-01 

Antenna System, Offset Doppler Frequency, 
Transmitting, Model 405, Checkout Procedure 
for 11/04/1964 

50M60135 08-01 

Antenna Assembly, Offset Doppler Frequency, 

Model 404, Specification for 03/18/1965 
50M60136 08-01 

Antenna System, Offset Doppler Frequency 

Receiving Model 404, Checkout Procedure for 
11/04/1964 

50M60137 08-01 

Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 12/10/64, EO-1, 05/17/65, 

EO-2, 10/05/65, EO— 3, 07/15/65, EO-4, 

01/05/66, EO— 5, 07/06/66 

50M60230 08-01 

Transistor, PNP Dual-Chip Differential, 

High Frequency, Type SP494, Specification 
for, 03/24/65, EO-1, 04/13/66 

50M60235 08-01 

Radio Frequency Telemetry Assemblies, Pulse 
Code Modulated, Specification for, 

11/17/66 

50M60263A 08-01 

Accelerometer, Low Frequency, Vibration, 
Specification for 03/26/1965 

50M60277 08-01 

Coupler, Radio Frequency Telemetry, 

Specification for, 01/01/66 

50M60278A 08-01 

Radio Frequency Assembly, Model III, 

Telemetry, Pulse Code Modulated, Ultra 
High Frequency, Specification for, 9/09/66 
50M60320 08-01 

Transmitter, Telemetry, Frequency Modulated, 

Ultra High Frequency, Specification for, 

9/09/66 

50M60321 08-01 

Power Amplifier, Radio Frequency, 860 MHz, 
Qualification Test Procedure for, 7/22/66 
50M60331 08-01 

Coupler, Radio Frequency, Telemetry, 

Specification for, 9/01/66 

50M60394 08-01 

Flight Equipment, Radio Frequency System, 

ML-6J 20-Megacycle Crystal Frequency 
Source, 01/12/63 

30273— GEN— B 11-01 

FRONT 

Marking of Electrical Ground Support 

Equipment, Front Panels, and Rack Title 
Plates, Standard for 05/22/1964 

MSFC-STD-275A 08-01 

FUEL 

Cleanliness of Components for Use in Oxygen, 

Fuel, and Pneumatic Systems, Specification 
for, 04/16/62, Amendment 4, 07/17/64 

MSFC— SPEC— 164 08-01 

Rocket Fuel, RP-1, Specification for 
06/28/1965 

MSFC-SPEC— 342A 08-01 

Valve Assembly, Main Fuel, /H-l Rocket 
Engine/, Reliability Test Requirements 
05/06/1961 

10M01001 08-01 

Blender Unit Assembly, Fuel Additive, /H-l 
Rocket Engine/, Reliability Test 
Requirements 03/29/1961 

10M01002 08-01 

Duct, Fuel, High Pressure, H-l Rocket 
Engine, Reliability Test Requirements 
04/14/1961 

10M01003 08-01 

Line, Fuel Bootstrap, H-l Rocket Engine, 
Reliability Test Requirements 04/15/1961 
10M01013 08-01 

Heater Assembly, Fuel Additive Blender Unit, 

H-l Rocket Engine, Reliability Test 
Requirements 06/15/1961 

10M01016 08-01 

Hose, Assembly, Fuel Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 

10M01023 08-01 


Control Valve, Fuel Container Pressurizing, 
Reliability Test Requirement 05/28/1961 
10M01025 08-01 

Pressure Switch, Fuel Container, Reliability 
Test Requirements 09/12/1961 

10M01036 08-01 

Switch, Assembly, Fuel Step Pressure, 

Reliability Test Requirements 06/15/1961 
10M01046 08-01 

Valve Assembly, Fuel Fill and Drain, 

Reliability Test Requirements 04/04/1961 
10M01052 08-01 

Switch Assembly, Fuel Level, Reliability Test 
Requirements 05/15/1961 

10M01058 08-01 

Valve Assembly, Fuel Vent, Reliability Test 
Requirements 04/01/1961 

10M01060 08-01 

Fuel Safety Valve, Reliability Test 
Requirements 04/01/1961 

10M01061 08-01 

Valve Assembly, Preliminary Fuel, Reliability 
Test Requirements 04/04/1961 

10M01062 00-01 

Valve Assembly, Fuel Level Control, 

Specification for 08/09/1961 

10M01070A 08-01 

Valve, Fuel Safety, Specification for 

08/21/61, EO-1 12/10/61, EO-2 02/20/62, 

EO-3 05/25/62, EO-4 10/02/62 

10M01073A 08-01 

Check Valve, Fuel, H-l Rocket Engine, 

Reliability Test Requirements 06/16/1961 
10M01365 08-01 

Cover Sheet to Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
In Oxygen, Fuel, an4 Pneumatic Systems/ 
08/27/1963 

10M01672A 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 
06/25/1964 

10M01702 08-01 

Switch Assembly, Pressure, Fuel Pressurizing, 
Specification for 08/16/1963 

10M01735 08-01 

Valve, Fuel, Safety, Containers, Specification 
for, 06/08/60, E0-1 11/29/61 

10419923 08-01 

Switch, Pressure, Fuel Container, 

Specification for 01/15/1962 

10419936A 08-01 

Valve Assembly, Fuel Fill and Drain, 

Specification for, 12/20/60 EO-1, 04/18/61, 

EO-2, 02/02/62 

10419937 08-01 

Valve, Fuel Vent, Specification for, 

12/15/60, EO-1, 04/28/61 

10419938 08-01 

Valve Assembly, Fuel Level Control, 

Specification for, 12/28/60, EO-1, 02/19/62 

10419947 08-01 

Switch Assembly, Fuel Step Pressure, 

Specification for, 06/07/61, EO-1, 11/01/61, 

EO-2, 01/25/62 

10419955 08-01 


02/19/62 

08-01 

11/01/61, 


Valve, Control, Fuel Container Pressurizing, 
Specification for, 04/17/61, EO-2, 01/24/62 

10419972 08-01 

FUNCTION 

Logic Functions, Symbols and Definitions, 

Standard for, 06/22/64, Notice 1, 07/30/64, 

Amendment 1, 03/08/65 

MSFC— STD— 353 08-01 

Minimum Salient Character i s i tea for Function 
Generator, 12/04/64 /PR 45619-1/ 

10-03 

FUNCTIONAL _ . „ . , . 

Instructions for Preparation of Design Criteria 
and Functional Requirements. /Interim/, 

02/24/65 

KSC-STD-8 10-01 

Functional Specification for Data System 

S-500— P-0015 05-01 

Functional Requirements for Phase Lock 
Demodulator-Combiner 

S— 500— P—0020 05-01 

Functional Specification for Broad-Band Ground 
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GASEOUS 


Antenna for Satellite Command System 
S— 523— P—0001 05-01 

Functional Specification for Satellite Command 
Antenna 

S-525-P-0001 05-01 

Functional Specification for 136 Megacycle and 
1700 Megacycle Feed Systems 85-Foot 
Dlaaeter Parabolic Antenna 

S— 525— P—0002 05-01 

Functional Specification for 

Electrically-Driven X-Y Mount for 
Antennas 

S— 525— P— 00 04 05-01 

Functional Specification for Hydraulically 
Driven X-Y Pedestal and Servo Positioning 
Systea 

S-525— P—0005 05-01 

Functional Specification for High Power 
Transaission Line and Control Cable 
Asseabl ies 

S-525— P-0021 05-01 

Functional Specification for Colliaation Tower 
Equipaent 

S— 525— P—0024 05-01 

Functional Specifications for Battery-Operated 
Field Radiation Hazard Detector 
S— 525— P—0028 05-01 

Functional Specification for Colliaation Tower 
Equipaent for 30-Foot Dishes 

S— 525— P—0029 05-01 

FURNACE 

Versatile Crystal Growing Furnace, 07/30/65 

ERC/FR— 10003 12-01 

FURNISHED 

Deep Space Instruaentat ion Facility 

Documentation Requirements for Contractor 
Furnished Services and Hardware, 2/15/65 
D00— 1025— GEN 11-01 

Requirements for the Installation of Equipaent 
in Government Furnished Racks and Consoles 
/K-EF3-GES-2/ 10-03 

FURNISHING 

Specification for Furnishing and Installation of 
Motor-Generator Set at Mojave Station 
S-532-P-0036 05-01 

FllSE 

Specification for Solid State Current Limiter 
/Fuse/ Development 

S— 630— P—0139 05-01 

Sterilization Test Program Fuses /Phase II/, 
2/11/65 

ZPP-2 1 0 7-GEN— A 11-01 

FUSION 

Welding, Fusion, Shielded Arc, Missile 

Components, Aluminum and Magnesium Manual 
or Automatic 01/10/1958 

ABMA-PD-W-45 08-01 

Welding, Fusion, Specification for 01/16/1963 
MSFC— SPEC— 135 08-01 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 


MSFC— SPEC— 259A 
Welding, Fusion, 


08-01 


, Four- to Six-Inch Thick 

Aluminum Alloy Plate, 2219 For Y Ring, 

Procedure for, 02/01/63, E0-1 03/27/63 

10M01648B 08-0; 

Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, E0-1 

04/18/61, EO-2 06/05/62 

10509306 08 _0 


G 

GAGE 

Gages, Measuring Devices, Instruments, Test 
Equipment, and Tools, Calibration and 
Checking Requirements, 02/15/65 
02-2 

GAIN 

Mariner Venus 67 Flight Equipment Flight 
Acceptance Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX— 50632— FAT 

Mariner Venus 67 Flight Equipaent Type 


04-01 


11-01 


Approval Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX— 50637— TAT 11-01 

Low-Noise, High Gain Radio Frequency 

Preamplifier System, 03/25/64 /PR 14391-1/ 

GALACTIC 

Galactic Noise-Battery Cell Specification 
for International Satellite United 
K i ngdom— 2/S-52 
S— 630-UK— 0113 

Galactic Noise-Battery Test Specification 
United Kingdom-2/S-52 International 
Satellite 
S— 670— UK— 0001 
GALVANOMETER 

Specifications for Galvanometer Driver 
Amplifier Unit /PR 14366/ 


Gap Welding of Electrical Circuits 06/11/1965 
MSFC— PROC— 429 08-0 1 

GARMENT 

Clean Room Garments, Specification for 

MSC— SPEC-C-2A 09-03 

Pressure Garaent Assembly Cleanliness 

MSC— SPEC— C— 15 09-03 

GAS 4 


10-03 

05-01 

for 

05-01 

10-03 


Clean Room Requirements for Attitude Control 
Gas Systea, 10/07/63 

GMV— 50003— GEN 11-01 

Gas Cleanliness Requirements for Operational 
Gaseous Nitrogen, Helium, and Hydrogen 
Systems at Complex 39, 06/07/66 

KSC-C-182 10-01 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 


of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 

MSFC— PROC— 195 A 08-01 

Carbon Tetrachloride, Scrubber Method for 
Analysis of Condensible Hydrocarbon 
Contamination in Compressed Gases, 

Procedure for, 01/16/63, Amendment 1, 

05/23/63 

MSFC— PROC— 245 08-01 

Argon Gas /Welding/, Specification for 
10/09/1964 

MSFO— SPEC— 363 08-01 

Gases, Drying and Preservation, Cleanliness 
Level and Inspection Methods, Procedure for 
10/20/1964 

MSFC— PROC— 404 08-01 

Film, Transparent, Plastic, L0X Compatible, 

Gas and Contamination Barrier, 8/01/66 
MSFC— SPEC— 456 08-01 

Switchgear and Gas Turbine Generator Sets 
for Mojave Site 

S— 532— P—13 05-01 

Generator Assembly, Gas, H-l Rocket Engine, 
Reliability Test Requirements 05/01/1961 
10M01005 08-01 

Regulator and Heater Assembly, Gas Bearing, 

Gas Supply, ST-90, Specification for 
01/a5/63, EO-2 03/27/63 

10M01446A 08-01 

Generator, Gas Assembly, Reliability Test 
Requirements 08/25/1961 

10MO1449 08-01 


Regulator and Heater Assembly, Gas Bearing 
Gas Supply, Specification for, 05/13/64, 

EO-2 07/07/64, EO-3 08/25/64, EO-4 
01/19/65, EO-5, 10/13/65 

10M01681B 08-01 

Hazardous Gas Analyzer System, General 
Design, Operation, and Sampling 
Requirements, Specification for, 2/09/66 
10M01812 08-01 

Leak Meter Assembly, Hot Gas Measuring, 
Specification for, 02/27/66 

50M60069A 08-01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 
Specification for, 06/26/62, EQ-1 07/02/63, 
EO-3 04/03/64 

10419906B 08-01 

GASEOUS 

Gas Cleanliness Requirements for Operational 


149 


GASOLINE 


SUBJECT INDEX 


Gaseous Nitrogen, Helium, and Hydrogen 
Systems ct Complex 39, 06/07/66 

KSC-C-182 10-01 

Leak Meter Assembly, Gaseous Oxygen 

Measuring, Specification for, 02/17/66 
50M60066B 08-01 

Leak Meter Assembly, Gaseous Hydrogen 
Measuring, Specification for, 03/08/66 
50M60079A 08-01 

GASOLINE 

Specification for Gasoline Engine Driven 
Vehicle 

S-525-P-0009 05-01 

GATE 

Digital Gate Rack Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/15/1963 

MSFC— SPEC— 309 08-01 

GATHERING 

Pulse Code Modulation Subcommutator, 

Portable Data Gathering System 

ESD— 106115 09-03 

GAUGE 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/1B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/2B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/3B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/4B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gouge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC- SPEC— 332/6B 08-01 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/7B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 33$/8B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/6 6 
MSFC-SPEC— 332/9B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/10B 08-01 

Cable, Electrical, 10 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/1 IB 08-01 

Cable, Electrical, 18 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/12B 08-01 

Cable, Electrical, 19 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/1 3B 08-01 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 16 and 20, 

Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/14B 08-01 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/15B 08-01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/1 6B 08-01 


Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFG— SPEC-332/17B 08-01 

Cable, Electrical, 61 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFG— SPEC— 332/18B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/ 19B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFG-SPEC— 332/20B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 

American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/21B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPBC-332/22B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4/0, 

Butyl Rubber Insiulated, Specification for, 
08/30/66 

MSFO-SPEC— 332/23B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 

American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/24B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 1/0, 

Butyl Rubber Insulated Specification for, 

08/30/66 

MSFC— SPEC-332/25B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4, 

Butyl Rubber Insulated Specification for, 

08/30/66 

MSFC— SPEC-332/26B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 6, 

Butyl Rubber Insulated, Specification for,. 
08/30/66 

MSFC— SPEC— 332/27B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/28B 08-01 

Cable, Electrical, 5 Conductor, Unshielded, 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFO-SPEC— 332/29B 08-01 

Cable, Electrical, 6 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFG-SPEC-332/30B 08-01 

Cable, Electrical, 7 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC— 332/31B 08-01 

Cable, Electrical, 7 Conductor, I Unshielded, 

3 Pair Twisted and Shielded, American Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification fer, 08/30/66 

MSFG— SPEC— 332/32B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC— SPEC-332/33B 08-01 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/34B 08-01 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFO-SPEC— 33 2/35B 08-01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
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Polyethylene Insulated, Specification for, 
08/30/66 

MSFC— SPEC— 332/36B 08-01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/37B 08-01 

Cable, Electrical, 10 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/38B 08-01 

Cable, Electrical, 19 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/39B 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/40B 08-01 

Cable, Electrical, 37 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/41B 08-01 

Cable, Electrical, 36 Conductor, Single 
Conductor Shielded, Aaerican Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC-332/42B 08-01 

Cable, Electrical, 37 Conductor, Unshielded, 
Aaerican Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/43B 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Aaerican 
Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/44B 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC— SPEC-332/45B 08-01 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, Aaerican Wire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 
MSFC-SPEC— 332/46B 08-01 

Cable, Electrical, 47 Conductor, Overall 
Shielded Double Braid, Aaerican Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 

08/30/66 

MSFC-SPEC-332/47B 08-01 

Cable, Electrical, 60 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/48B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Aaerican Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC-332/49B 08-01 

Cable, Electrical, 60 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/50B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Aaerican Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC-332/5 IB 08-01 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/52B 08-01 

Cable, Electrical, 60 Conductor, Overall 
Shielded Double Braid, Aaerican Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC-332/53B 08-01 

Cable, Electrical, 60 Conductor, 30 Pair 


Twisted and Shielded, Overall Shielded, 

Aaerican Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/57B 08-0 1 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 

Aaerican Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFO— SPEC-332/58B 08-0 1 

Cable, Electrical, 60 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/59B 08-01 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 

Aaerican Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFO- SPEC— 332/60 B 08-01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Aaerican Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFO— SPEC— 332/61B 08-01 

Cable, Electrical, 21 Conductor, Overall 
Shielded Double Braid, Aaerican Wire Gauge 
Size 8, Butyl Rubber Insulated, 

Specification for, 06/30/66 

MSFO-SPEC— 332/63B 08-01 

Cable,* Electrical, 4 Conductor, Overall 

Shielded Double Braid, Aaerican Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 

Specification for, 06/30/66 

MSFC-SPEC— 332/64B 08-01 

Cable, Electrical, 5 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 12, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFO— SPEC— 332/ 65B 08-01 

Cable, Electrical, 8 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/66B 08-01 

Cable, Electrical, 10 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/67B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 12, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/68B 08-01 

Cable, Electrical, 54 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/69B 08-01 

Cable, Electrical, 6 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/70B 08-01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/7 IB 08-01 

Cable, Electrical, 15 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFG-SPEC-332/72B 08-01 

Cable, Electrical, 13 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/73B 08-01 

Cable, Electrical, 13 Conductor, Unshielded, 
Aaerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFG-SPEC-332/74B 08-01 

Cable, Electrical, 18 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/75B 08-01 

Cable, Electrical, 60 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/77B 08-01 
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Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/79B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/80B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/8 IB 08-01 

Cable, Electrical, 20 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/83B 08-01 

Cable, Electrical, 32 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/84B 08-01 

Cable, Electrical, 2 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/87B 08-01 

Cable, Electrical, 3 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/88B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 

American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/89B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 

American Wire Gauge Size 1/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/90B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/9 IB 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/92B 08-01 

Cable, Electrical, 6 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/93B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/94B 08-01 

Cable, Electrical, 37 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/95A 08-01 

Cable, Electrical, 10 Conductor, 2 Pair 
Twisted and Shielded and 6 Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/96A 08-01 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/97A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/98A 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/99 A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC— 332/ 100 A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/101A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/102A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFO— SPEC-332/ 103 A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFG-SPEC-332/104A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFO— SPEC-332/1 05A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFO— SPEC-332/ 106 A 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/ 107 A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/ 108 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/ 109 A 
Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFG-SPEC-332/110A 

Cable, Electrical, 30 Conductor, Single 

Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/1 11 A 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/1 12A 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for 08/30/66 
MSFO— SPEC— 332/1 13A 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/ 114 A 

Cable, Electrical, 37 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/1 15 A 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/1 16 A 

Installation of Strain Gauges, Procedure for 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 
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04/02/1963 

10H01691 08-01 

Temperature Gauge Assembly, Thermistor, Type 
11, Specification for 04/14/1965 
50M60089A 08-01 

Temperature Gauge Assembly, Resistance, Type 
1*7 , Specification for 03/02/1965 
50M60181 08-01 

Temperature Gauge Assembly, Thermistor, Type 
15, Specification for 04/20/1965 
50H60212 08-01 

Temperature Gauge Assembly, Resistance Type 3, 
Specification for 06/28/1965 

50M60213 08-01 

Temperature Gauge Assembly, Thermistor, Type 
13, Specification for 05/03/1965 
50M60214A 08-01 

Temperature Gauge Assembly, Resistance Type 
10, Specification for 11/13/1964 
50M60215 08-01 

Temperature Gauge Assembly, Thermistor Type 
15, Specification for 04/21/1965 
S0H60216A 08-01 

Temperature Gauge Assembly, Thermocouple, Type 
35, Specification for 03/19/1965 
50H60234 08-01 

Temperature Gauge Assembly, Thermocouple, Type 
55, Specification for, 06/10/65 
50M60304A 08-01 

Temperature Gauge Assembly, Thermocouple, Type 
54, Specification for, 6/10/65 

50M60309 08-01 

GEAR 

Carnarvon, Australia Switch Gear Specification 
S— 532— P—0034 05-01 

GEIGER-NUELLER 

Geiger Mueller Counter Power Converter Power 
Supply-10 

S— 623-P-0002 05-01 

GENERATOR 

Countdown Generator/Computer Interface Unit 

ESD— 106089 09-03 

136 Megacycle Calibration Signal Generator 
Performance Specification 

S-500— P—0412 05-01 

400 Megacycle Calibration Signal Generator 
Performance Specification 

S— 500-P-0414 05-01 

1700Megacycle Calibration Signal Generator 
Performance Specification 

S— 500-P— 0416 05-01 

Specification for Random-Noise Generator 

S— 530— P— 0026* 05-01 

Specification for Pulse Sweep and Time Delay 
Generators 

S— 530-P— 0028 05-01 

Specification for Installation of two 350 
Kilowatt Diesel— Generator Sets and Related 
Equipment, Mojave Station 

S— 532— P—0030 05-01 

Specification for Furnishing and Installation of 
Motor-Generator Set at Mojave Station 
S-532— P—0036 05-01 

Specification for Modifications to Switchgear, 
Electrical Components and New Diesel 
Generator Sets, Data Acquisition Facility, 
Santiago, Chile 

S— 532— P—0038 05-01 

Specification for Switchgear and Diesel 
Generator Sets for Ascension Island Power 
Plant 

S— 532— P—0039 05-01 

Specification for Switchgear and Diesel 
Generator Sets 

S— 532— P—0040 05-01 

Switchgear and Diesel Generator Sets for 
Madrid Spain 

S-532— P—1 05-01 

Switchgear and Diesel Generator Sets for Kokee 
Park Station, Hawaii 

S-532-P-6 05-01 

Bermuda Switchgear and Diesel Generator Sets 

S-532-P-8 05-01 

Switchgear and Gas Turbine Generator Sets 
for Mojave Site 

S— 532-P— 13 05-01 

Generator Building National Aeronautics Space 
Administration Satellite Tracking Station 
Quito, Ecuador 


S— 532— P—26 05-01 

Minimum Salient Character 1 si tcs for Function 
Generator, 12/04/64 /PR 45619-1/ 

10-03 


Minimum Salient Characteristics for Very High 
Frequency Signal Generator, 03/10/65 
/PR 90134-1/ 10-03 

Specification for Video Test Generator, 

04/08/65 /PR 96679-1/ 10-03 

Specification for Voltage Controlled 
Generator, 11/25/64 /PR 44000-1/ 

10-03 

Specifications for Digital Display Generator 

10-03 

Specifications for Pulse Generator 

10-03 

Specifications for Time Code Generator 

10-03 

Specifications for Ultra High Frequency 
Amplitude Modulated/Frequency Modulation 
Signal Generator 10-03 

Technical Exhibit for a Telemetry Calibration 
Generator, 04/29/65 /PR 96730-3/ 

10-03 

Generator Assembly, Gas, H-l Rocket Engine, 
Reliability Test Requirements 05/01/1961 
10M01005 08-01 

Generator, Gas Assembly, Reliability Test 
Requirements 08/25/1961 

10M01449 08-01 

Motor Generator Set, 3-Phase, 120/208-Volt, 
400-Cycles Per Second, 60-Kilowatt, 

Specification for 08/19/1964 

40M00202A 08-01 

Deep Space Instrumentation Facility Field- 
Power Equipment 60 Cycles Per Second 
Engine Generator Set, 6/11/62 

8909-GEN- A 11-01 

GEOPHYSICAL 

Specifications for Orbiting Geophysical 
Observatory Digital Experiment Modules 
S— 623— 0G0— 0005 05-01 

Specifications for an Analog Pulse - Digital 
Data System for Orbiting Geophysical 
Observatory Experiment F-17 

05-01 


GIMBAL 

Gimbal Assembly, H-l Rocket Engine, 

Reliability Test Requirements 05/10/1961 
10MC1004 08-01 

GIMBALED 

Glmbaled Reaction Wheel Mounting 

S— 731— P—25 05-01 

Qualified Gimbaled Reaction Wheel Scanner 
Mounting 

S— 731— P—59 05-01 

GLASS 

Capacitor, Fixed, Glass Dielectric, High 
Reliability /Styles CYFR 10/15/20/30/, 

08/24/64 

KSC-C-106 10-01 

Capacitors, Fixed Glass-Dielectric, 

Established Reliability, Specification for 
07/20/64, Marshall Space Flight Center- 
QPL-400-1 04/19/65 

MSFC-SPEC— 400A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 10, Established Reliability 07/20/1964 
MSFC— SPEC-400 A/1 A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 15, Established Reliability 07/20/1964 
MSFC-SPEC— 400 A/2 A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 20, Established Reliability 07/20/1964 
MSFC— SPEC— 400 A/3A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 30, Established Reliability 07/20/1964 
MSFO-SPEC-400A/4A 08-01 

Visual Inspection Requirements for Glass 
Encased Diodes 

S-323-P-3 05-01 

Cloth, Glass, Leached, Fluorocarbon 

Impregnated, General Purpose 04/25/1962 
10M01631 08-01 

GLYCOL 

Ethylene Glycol-Water 

MSC— SPEC— C-22 09-03 

GOLD 

Coating Compounds, Ceramic Enamel and Gold, 


153 


•RADE 


SUBJECT INDEX 


Preparation and Application, Specification 
for 04/05/1963 

NSFC— SPEC— 111 08-01 

Gold Alloy /Gold 75-SI Ivar 22-Nickel 3/ f 
Wire Strip, Sheet, and Rod, Specification 
for, 10/29/63, EO-1 01/08/64 

l'O HO 1753 08-01 

Gold, Coin /Gold 90-Copper 10/, Mire, Strip, 

Sheet, and Rod, Specification for, 10/21/63, 
EO-1 01/08/64 

10M01754 08-01 

Palladium Alloy /Palladium 35-Silver 30- 
Copper 14— Gold 10— Platinua 10— Zinc 1/, 

Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, EO-1 01/08/64 

10K01755 08-01 

Gold, Silver, Platinua Alloy /Gold 69-Silver 
25-Plat inua 6/, Strip, Sheet, Tubing, and 
Rod, Specification for 12/18/1963 
10H01757 08-01 

Gold, Silver, Zinc, Platinua, Copper Alloy 
/Gold 71.5-Silver 4.5-Zinc 1-Platlnua 8.5- 
Copper 14.5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 
10M01758 08-01 

Gold, Platinua Alloy /Gold 98-Platlnua 2/ 

Strip, Sheet, Tubing, and Rod, 

Specification for 12/31/1963 

10M01759 08-01 

Gold, 10 Carat, /Gold 41.7-Copper 36. 2-Silver 
12.8-Zinc 9.3/, Sheet, Strip, Rod, and 
Tubing, Specification for 12/18/1963 
10H01764 00-01 

Gold Plating /Electrodepoai ted/. Specification 
for 01/24/1965 

95M01106 08-01 


GRADE 

Nitrogen, Instruaent Grade, Specification for 
09/21/1964 

HSFC-SPEC— 233A 08-01 

Nitrogen, Space Vehicle Grade, Specification 
for 09/21/1964 

MSFC— SPEC-234 08-01 

GRADIENT 

An Engineering Model Gravity Gradient 
Subayatea 

S— 731-P-31 05-01 

Heat sterilization - Teaperature Gradient 
Test Prograa for Electronic Coaponent 
Parts, 7/26/65 

ZPP-2 126-GEN 11-01 

GRAPHICAL 

Graphical Symbols for Drawings- Part 1, 

Electrical and Logic Syabols, 02/01/64 
KSC— STD- 152— 1 10-01 

Graphical Syabols for Drawings- Part 2, 

Mechanical Syabols, 07/01/64 

KSC— STD- 152— 2 10-01 

GRAVITY 

Weight Center-of-Gravity, Inertia and Balance 
Tests for the Nlabus A Prototype Spacecraft 
S-650-N 1-0003 05-01 

An Engineering Model Gravity Gradient 
Subsystsa 

S— 731-P-31 06-01 

Regulator Aaaeably, 750 Pounds Per Square 
Inch Gravity, Reliability Test 
Requl resents, 03/31/1961 

10M01042 08-01 

Pressure Switch, 1475 Pounds Per Square Inch 
Gravity, OK, Reliability Test 
Requirements, 04/06/1961 

10N01049 08-01 

Valve Assembly, Pressure Relief, 750 Pounds 
Per Square Inch Gravity, Specification for, 
08/16/60, EO-1, 12/18/61 

10419946 08-01 

GRAY 

Formica Gray Smooth Vinyl 

3— 563-P-0038 05-01 

GROUND 

Research and Development Quality Assurance 
Requl resents for Ground Support Equipment, 
6/02/66 

GMO— 50555-GEN 11-01 

Failure Effect Analysis of Ground Support 
Equipment, 02/03/65 

KSC— STD-118 10-01 

Bonds and Grounds Cleaning, Testing and 


Protection, 04/25/66 

KSC— B— 155 10-01 

Harking of Ground Support Equipment, 10/01/64 
KSC— STD— 169 10-01 

Apollo Spacecraft Integrated Ground Operations 
Requirements Plan 

MSC-ASPO— GORP-4 09-03 


Apollo Ground Support Equipment General 
Environmental Criteria and Test 
Specification 

MSC-GSE-1B 09-03 

Support for the Transportable Automatic Picture 
Transmission Ground Station 

S-633-P-15 05-01 

Saturn IB and Saturn V Mechanical Ground 
Support Equipment General Test and 
Documentation Plan, Procedure for, 3/23/66 
10M01811 08-01 

Accumulator, S-IC Ground Hydraulic, 

Specification for, 8/26/66 

10MO1819 08-01 

Relays, DC, Hermetically Sealed, Established 
Reliability for Space Vehicles and Ground 
Support Equipment, Specification, 10/01/65 
40M37496 00-01 

Tape Recorder/Reproducer Assembly, Ground 
Support Equipment, Specification for, 

2 / 21/66 

50M60306 08-01 

GROUNDING 

Bonding and Grounding Standard, 06/17/66 

KSC-STD-140A 10-01 


Grounding System Requirements for Satellite 
Traoking and Data Acquisition Network 
Stations 
S— 533— P-11 


05-01 


GROUP 

Telemetry and Command Antenna Group 

S— 625— REL-0141 05-01 

GROWING 

Versatile Crystal Growing Furnace, 07/30/65 

ERC/FR— 10003 12-01 

GUIDANCE 

Commercial Equipment for Use in Ground 
Support Equipment, Guidance and Control 
Systems, 10/16/63, Amendment 1-A* 9/09/64 

GMO— 30614— GEN— A 11-01 

Goddard Experiment Package Design 
Specification for the Fine Guidance 
Subsystem Goddard Experiment Package 
S— 623— OAO— 0003 05-01 


GUIDE 

Guide for the Preparation of Specifications, 
10/02/64 
KSC— G— 100 

Technical Writing Guide, Procedures, 

Vol. I, 06/15/63, Vol • II A, 04/15/65, 
Vol. IIIA, 10/15/64 
NSFC— PROC-239 
GUIDELINE 

Qualification Test Guideline 
MSC-ASPO— RQA-11 


10-01 


08-01 

09-01 


GYRO 

Three Axis Rate Gyro Package 
S-731-P-16A 

Yaw Rate Gyro Package 
S-731-P-17A 

Rate Integrating Gyro 
S-731— P-32 

Adapter, Rate Gyro, Specification for 
03/19/1964 
50M60098 
GYROSCOPE 

Gyroscope, Free, Miniature, Two Axis 
GSF0— ACS— 00 1 


05-01 

05-01 

05-01 

08-01 

05-01 


H 

ID 

School of Reliability and Quality Assurance 
for Hand Soldering Student Handbook 
ARC-RQA-7 

Insulation of Metal Rocket Motor Chambers 
Using NBR Gen-Gard Materials /Hand Layup, 
Cure In— Place Method/, 9/07/64, 

Amendment 1, 11/19/64 

GMO— 50363— GEN . , , 

Quality Requirements for Hand Soldering of 
Electrical Connections, 08/64 


02-01 


11-01 
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NPC 200-4 00-01 

Periodic Certification of Hand Crimping and 
Hire Stripping Tools, 09/25/63 

02-1 04-01 

Hand Soldering of High Reliability Electrical 
^Connections, 10/02/63 

12-6 04-01 

HANDBOOK 

School of Reliability and Quality Assurance 
for Hand Soldering Student Handbook 
ARC-RQA-7 02-01 

Saturn Technical Information Handbook, 

Preparation and Publication of. Standard for 
06/21/1965 

10M01762A 08-01 

Handbook, Saturn IB Vehicle, Preparation and 
Publication of. Standard for, 4/08/66 
10M01815 08-01 

HANDLING 

Hydraulic Systems Components and Hydraulic 
Fluids for Space Vehicles, Cleaning, 

Testing, and Handling, Procedure for 
08/18/1965 

NSFC— PR0C-166C 08-01 

Preservation, Packaging, Handling, and 
Shipping of Space Vehicle Supplies and 
Associated Equipment, General Standard for 
03/09/1965 

MSFC— STD-343 08-01 

Flared Tube Fittings, Handling, Protection, 
and Packaging of 03/09/1965 

MSFC— STD— 343/ 1 08-01 

Valves and Control Devices, Handling, 

Protection, and Packaging of 03/09/1965 
MSFC— STD-343/2 08-01 

Electronic Parts and Components Protection, 
Handling, and Packaging of 03/09/1965 
MSFC-STD— 343/3 08-01 

Specification for Pulse Code Modulation 
Data Handling Equipment 

S— 522— P— 0014 05-01 

Pulse Code Modulat i on— Data Handling 
Equipment- PCM-DHE Data Word Selector 
Interface Specification 

S— 534— P— 0001 05-01 

Goddard Experiment Package Specification for 
Ground Handling and Facilities 

S- 623-0 AO-OO 06 05-01 

Ground Handling and Special Test Equipment for 
the International Satellite United 
K i ngdom— 2/S-52 

S— 630— UK— 0075 05-01 

Test Specification and Operators Manual- 
Ground Handling Equipment, United 
Ki ngdom— 2/S— 52 International Satellite 
S— 630— UK— 0098 05-01 

Four Million Electron Volt Particle 
Accelerator with Beam Handling System 
S— 716— P—7 05-01 

Handling of HI-REL, Preferred, or Screened 
Electronic Component Parts, 8/23/63 
ZPP— 2021— GEN 11-01 

Sling, Instrument Unit Container Handling, 
Specification for 02/24/1964 

10M01770 08-01 

Sling, Instrument Unit Segment Handling, 
Specification for 02/24/1964 

10M01771 08-01 

Sling, Assembled Instrument Unit Handling, 
Specification for 02/24/1964 

10M01772 08-01 

Ring-Segment, Instrument Unit Handling, 
Specification for 02/24/1964 

10M01773 08-01 

Container, Special Handling and Protective, 
for Saturn IB and Saturn V Instrument 
Unit, Specification for 02/24/1964 
10M01774 08-01 

Narking of Ground Support Equipment for 

Handling Purposes, Standard for 01/28/1965 
10M01801 08-01 

HANDSET 

Specification for Sound Powered Handset and 
Sound Powered Headset - Microphone 

HARDENING 

Precipitation Hardening /Aging/ and Forming 
Tank Skin Segments for S-IC Stage of 
Saturn V Vehicle, Specification for 


10-03 


08/13/1963 

95M<n301 08-01 

HARNESS 

Cable and Harness Assemblies, Electrical, 

Missile Systems, General Specification for 
12/15/1959 

ABMA-PD-C-711A 08-01 

Deep Space Instrumentation Facility, 

Manufacturing Requirements, Cables and 
Harness, 4/06/66 

DOS— 8913— GEN-B 11-01 

Procedure for Packaging and Marking Cables 
and Harnesses, 10/01/64 

KSC— P—116 10-01 

HAZARD 

Functional Specifications for Battery-Operated 
Field Radiation Hazard Detector 

S— 525— P—0028 05-01 

HAZARDOUS 

Environmental Protection when using Electrical 
Equipment within the Areas of Saturn 
Complexes where Hazardous Areas Exist, 

Procedure for, 03/06/61, EO-1 03/20/62 
10H01071 

Hazardous Gas Analyzer System, General 
Design, Operation, and Sampling 
Requirements, Specification for, 2/09/66 
10M01812 

HEAD 

Aluminum Drum, Type 42D, Double-Head 

/86-Gallon Capacity/, Specification for 
02/27/1959 
ABNA— PD— D— 461 
HEADER 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC— SPEC— 339/59A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-Xn, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC— SPEC— 339/69A 08-01 

HEADSET 

Specification for Sound Powered Handset and 
Sound Powered Headset - Microphone 


08-01 

08-01 

08-01 

08-01 


Aluminum Alloy Forgings, Premium Quality, 

Heat Treated, Specification for, 03/31/64, 
Amendment 1, 09/08/64 QPL-144-1, 07/26/65 


NSFO— SPEC-1448 08-01 

Tubing, Steel, Corrosion and Heat-Resistant 
/18-8 Stabilized/, Type 321 and 347, 
Specification for 04/23/1963 

MSFO— SPEC— 248 08-01 

Tubing, Heat Reactive, Installation of, 

Procedure for 04/19/1963 

MSFC-PROC— 273 08-01 

Tubing, Heat Reactive, Specification for 
02/17/1965 

MSFG-SPEC— 276A 08-01 

Application of Heat and Blast Resistant 

Coatings to Electrical Cables, Procedure for 
08/24/1964 

MSFC— PR0C— 395 08-01 

Specification for Heat-Sensitive Recording 
Paper /Used in Sanborn Recorders/ 

S— 539— P—0 003 05-01 

Specification for a Radioisotope Heat Source 
Evaluation 

S— 630— P-0 134 05-01 

Heat Sterilization Test Program for 
Electronic Component Parts, 11/04/66 
ZPP— 2 1 00-GEN-A 11-01 

Heat sterilization - Temperature Gradient 
Test Program for Electronic Component 
Parts, 7/26/65 

ZPP— 2126-GEN 11-01 

Temperature-Time Heat Sterilization Test 
Program for Capacitors, 12/05/66 
ZPP— 2 127— GEN-A 11-01 

Curtains, Heat Shield, Flexible, Acceptance, 
Specification for, 03/09/62, EO-1 08/03/62 
10M01591 08-01 

Manufacturing Procedure for Saturn Heat Shield 
Curtains /Outboard/ 05/04/1962 

10N01593 08-01 
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Tap * 9 Heat-Reflective, Pressure Sensitive, 

Aluminum Coated Fiberglass Cloth y 
Specification for, 02/23/62, EO-1 08/03/62, 
EO— 2 09/25/62 

10M01597 08-01 

Heat Sink, Connection Compound, Specification 
for 11/15/1963 

50M60033 08-01 

Calorineter Assembly, Total Heat, Membrane 
Type, Specification for 12/01/1964 
50M60218 08-01 

Valve, Check, Heat Exchanger, Specification 
for, 05/02/60, EO-7 05/07/62 

10419903 08-01 

Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints In Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, EO-1 
04/18/61, EO-2 06/05/62 

10509306 06-01 

HEATER 

Heater Asseably, Fuel Additive Blender Unit, 

H-l Rocket Engine, Reliability Test 
Requirements 06/15/1961 

10M01016 08-01 

Heater Asseably, Reliability Test Requireaents 
06/29/1961 

10M01045 08-01 

Regulator and Heater Asseably, Gas Bearing, 

Gas Supply, ST-90, Specification for 
01/25/63, EO-2 03/27/63 

10M01446A 08-01 

Regulator and Heater Asseably, Gas Bearing 
Gas Supply, Specification for, 05/13/64, 

EO-2 07/07/64, EO-3 08/25/64, EO-4 
01/19/65, EO-5, 10/13/65 

10H01681B 08-01 

Heater Asseably, Specification for, 12/16/60, 
EO-1, 05/26/61 

10419952 08-01 

HEATING 

Material, Unflred, Ceramic, Thermal 

Insulation for Radiant Heating, H-31, 
Specification for, 03/04/63, Amendment 1, 
06/28/63 

MSFC-SPEC-197A 08-01 

HELIUM 

Gas Cleanliness Requireaents for Operational 
Gaseous Nitrogen, Helium, and Hydrogen 
Systems at Complex 39, 06/07/66 

KSC-C-182 10-01 

Helium, 08/04/64, Aaendaent 1, 03/18/66 

MSFC-SPEC-364A 08-01 

HERMETICALLY 

Relays, Direct Current Hermetically Sealed, 
for Space Vehicles and Ground Support 
Equipment, General Specification for. 

Supplement IE, 9/16/66, QPL-339-4, 4/25/65, 

Amendment 2, 2/07/66 

MS FC— SPEC-339 08-01 

Relay, Hermetically Sealed, Specification for 
01/24/1962 

10M01569 08-01 

Cover Sheet for ABMA-PD-R-187 /Relays, 

Hermetically Sealed Missile Equipment/ 

06/25/1964 

10N01707 08-01 

Relays, DC, Hermetically Sealed, Established 
Reliability for Space Vehicles and Ground 
Support Equipment, Specification, 10/01/65 
40M37496 08-01 

Capacitors, Fixed, Paper /or Paper-Plastic/ 
Dielectric /Hermetically Sealed in Metallic 
Case/ /Style SCPV09/, Specification for, 
04/17/64, EO-1, 04/21/65, EO-2, 09/24/66 

50M60180 08-01 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/, 

Specification for 

50M60186 08-01 

HIGH 

High Speed Digital Computer /Interim/ 

ESD-106026 09-03 

High Speed Digital Computer /Data 
Processing/ 

ESD-106087 09-03 

Resistors, Fixed, Film /High Stability/ 


/Styles KRN55/60/65/70C/, 08/24/64 

KSC-R-102 10- 

Capacitor, Fixed, Glass Dielectric, High 
Reliability /Styles CYFR 10/15/20/30/, 

08/24/64 

KSC-C-106 10- 

Water, High Purity 

M3C-SPEC— C-20 09- 

Hose Assemblies, Flexible, Hydraulic, Medium 
and High Pressure, High Temperature, 
Specification for, 01/18/63, Amendment 2, 
05/a0/64 

MSFC— SPEC— 116 u 8 - 

Solderlng of Electrical Connections /High 
Reliability/, Procedure for, 02/15/63, 
Amendment 1, 09/27/63 

MSFC-PR0C-158B 08- 

Steel, Structural, Low Alloy, High Yield 
Strength, Specification for, 03/25/64 
Amendment 1, 05/26/65 

MSFO— SPEC— 282 08- 

Cleaning of Aluminum Alloy Weld Joints for 
High Quality Welds, 12/06/65 

MSFC-PR0C— 463 08- 

Castings, High Strength, Aluminum Alloy N-45, 
6/28/66 

MSFG— SPEC— 470 08- 

Solvent, 1, 1, 1 - Trichloroethane, High 
Purity, Inhibited, 7/11/66 

MSFC-SPEC— 471 08- 

Mariner Venus 67 Flight Equipment Flight 
Acceptance Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX— 50632— FAT 11- 

Mar iner Venus 67 Flight Equipment Type 
Approval Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX— 50637— TAT 11- 

Ultra High Vacuum Electronic Pump 

S-322-P-4 05- 

High Precision Digital Voltmeter 

S-322-P-5 05- 

Screening of High Usage Electronic Parts for 
the Nimbus Satellite Program 

S-450-P-4 05- 

Very High Frequency Command Transmitter 
Preliminary Specification 

S— 523— P—0401 05- 

Functional Specification for High Power 
Transmission Line and Control Cable 
Assembl lea 

S-525— P-0 021 05- 

Goddard Range and Range Rate Very High 
Frequency Preamplifier Converter 
S-531— P— 11 05- 

Goddard Space Flight Center Specification for 
High Speed Shutter 

S-536-P-0001 05- 

ExhibLt A, Specification for Transportable 
Dual 500-Wat t/10 Kilowatt Ultra High 
Frequency Command System 

S-553— P-0029 05 

Very High Frequency Telemetry Receiving 
System, Type I Single Channel, Type 
II Dual Channel 

S-553— P—1 05 

Very High Frequency Telemetry Receiver, Type 

I Single Channel 

S— 583— P-2 05 

Very High Frequency Telemetry Receiver, Type 

II Dual Channel 

S— 583— P-3 05 

Specifications for the Development of a Low 
Temperature, High Voltage Thermionic Energy 
Conversion System 

S— 630— P—0 129 05 

Specification for the Analysis and Design of a 
High Temperature Thermoelectric Conversion 
Device 

S— 630— P— 0 130 OS 

High Vacuum Pumping Module 

S— 630— P—0 142 OS 

Ion Pumped Ultra High Vacuum System 

S— 630-P— 0 150 05 

Specification for Ultra-High Vacuum System 

S— 630— P—0 159 0£ 

High Resolution 1-Inch Vidlcon System 
Specification 

S— 630— P—0 164 0£ 
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Goddard Space Flight Center Specification 
High Reliability Transistor Silicon PNP, 

Type SP-100 

S-631-0-0010 05-01 

Specification for Modification of the High 
Resolution Infrared Photof acsiai le for Inage 
Rectification 

S— 653— P—0002 05-01 

High Data Rate Storage Systen for the Ninbus 
Satellite 

S— 731— P—34 05-01 

High Data Rate Storage Systen - D for the 
Ninbus D Satellite 

S-731-P— 40 05-01 

High Resolution Display and Filn Recorder 

S— 731— P—55 05-01 

Spacecraft Electronic Conponents 9 

Sen i conductors 9 Diodes /High Reliability/, 
1/31/66 

ZPH— 2246— GEN— B 11-01 

Spacecraft Electronic Conponents, 

Transistors /High Reliability/, 2/25/65 
ZPH— 2251— GEN— A 11-01 

High Inpact Shock Test Progran for Electronic 
Conponent Parts, 7/12/66 

ZPP— 2128-GEN 11-01 

Spacecraft Electronic Conponents Transforners 
and Inductors Audio, Power, and High Power 
Pulse, 8/19/65 

ZPP— 2737— GEN 11-01 


Fifty-Channel High Speed Analog-to-Digi tal 
Conversion Systen /K-EF3-64-6/ 

10-03 

High Perfornance Instrunentat ion Tape 
Recorders, 03/17/65 /PR 94186-1/ 

10-03 

High Reliability Monochrone Closed Circuit 
Television Canera, 12/17/65 

10-03 

Low-Noise, High Gain Radio Frequency 

Preanpl ! f i er Systen, 03/25/64 /PR 14391-1/ 

10-03 

Mlninun Salient Characteristics for Very High 
Frequency Oscillator, 12/04/64 /PR 45602-1/ 

10-03 

Specifications for a High Perfornance Kinescope 
Recording Systen, 03/25/65 /K-EF3-65-14/ 

10-03 

Specifications for Ultra High Frequency 
Anplitude Nodulated/Frequency Modulation 
Signal Generator 10-03 

Specifications for Voltage Controlled 
Subcarrier Oscillator, High Frequency 
/PR 14287-1/ 10-03 

Technical Exhibit for Very High Frequency 
Antenna Systen, 12/30/64 /PR 49002-1/ 

10-03 

Duct, Fuel, High Pressure, H-l Rocket 
Engine, Reliability Test Requirenents 
04/14/1961 

10M01003 08-01 

Duct, Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirenents 05/01/1961 

10M01010 08—01 

Switch, High Pressure, Reliability Test 
Requirenents 04/04/1961 

10M01026 08-01 

Adhesive, Silicone Rubber, One-Conponent , 
Moderate-to-HIgh Tenperature Resistant, 

Roon Tenperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10M01588 08-01 

Silicone Rubber, Insulation Material, Thernal, 
Elevated Tenperature Vulcanizing, General 
Purpose, 02/02/62, EO-1 08/03/62 
10M01595 08-01 

Transducer, High Pressure, Hydraulic, 

Specification for 10/25/1962 

10M01629 08-01 

High Tenperature Wiring and Soldering, 

09/27/63 

, 12-3 04-01 

Hand Soldering of High Reliability Electrical 
Connections, 10/02/63 

i2-6 04-01 

High Voltage Strobe Light Cable, 

Specification for 08/26/1963 

50H60015 08-01 


Transnitter, Telenetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 02/09/65, EO-1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60039B 08-01 

Transnitter, Telenetry, Vacuun Tube or Hybrid, 
Frequency Modulated /Very High Frequency/, 
Specification for, 07/08/64, EO-1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

10/05/65, EO-5, 01/05/66, EO-6, 07/06/66 
50M60072A 08-01 

Subnult iplexer Assenbly, Analog, Renote, High- 
Level, Model 10X, Specification for, 

10/30/64, EO-1, 12/16/64, EO-2, 07/14/65, 

EO-3, 07/14/65, EO-4, 01/04/66, EO-5, 

01/04/66, EO-6, 07/05/66 

50M60203 08-01 

Transnitter, Telenetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 12/10/64, EO-1, 05/17/65, 

EO-2, 10/05/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50N60230 08-01 

Transistor, PNP Dual-Chip Differential, 

HigN Frequency, Type SP494, Specification 
for, 03/24/65, EO-1, 04/13/66 

50M60235 08-01 

Subnult Iplexer, High Level, Specification for, 
6/16/66 

50M60312 08-01 

Radio Frequency Assenbly, Model III, 

Telenetry, Pulse Code Modulated, Ultra 
High Frequency, Specification for, 9/09/66 
50M90320 08-01 

Transnitter, Telenetry, Frequency Modulated, 

Ultra High Frequency, Specification for, 

9/09/66 

50M60321 08-01 

Resistor, Fixed, Filn /High Stability/, 

Style RN55 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-10509/, 4/07/66 

50M60359 08-01 

Flight and Ground Equipnent, High Reliability, 
12/12/62 

20037-GEN 11-01 

Wire, Electrical, Teflon Insulated, High 
Tenperature Hookup and General Purpose, 

3/21/63 * 

20039-GEN 11-01 

Fixed Capacitors /High Reliability/, 11/06/62 
20044— GEN— E 11-01 

Spheres, Fiberglass, High Pressure, 

Specification for, 0k/04/60, EO-1 12/12/62, 
EO-2 11/21/63 

10419907 08-01 

Filter, Air, High Pressure, Specification for, 
11/22/60, EO-2, 02/14/62 

10419941 08-01 

Switches, Pressure, High, Low, S eclflcatlon 
for, 12/20/60, E0-1A, 07/12/61, EO-2, 

07/14/61 

10419943 08-01 

HOLDDOWN 

Welding, HY-80 Arnor Plate Steel, Static 

Test Holddown Am, Procedure for 02/26/1963 
1OM01687 08-01 

HOLE 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S6GH-2-1B, 04/01/65, Anendaent 1, 07/29/66 

MSFO— SPEC— 339/IB 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting, S6GP-2-2B, 

08/31/64, Anendaent 1, 07/29/66 

MSFC-SPEC-339/2B 08-0 1 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-1#5-19A, 04/01/65, Anendaent 1, 

07/29/66 

MSFC— SPEC— 339/1 9A 08-0 1 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 7.5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 3— 20 A, 04/01/65, Anendaent 1, 07/29/66 
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HOOK 


SUBJECT INDEX 


MSFC— SPEC-339/20 A 

Relay • General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-2-22A, 03/16/64 

MSFC— SPEC-339/22 A 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH-3.25— 23A, 08/31/64 

MSFC-SPEC— 339/23A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH— 6— 24A, 

08/31/64 

MSFC-SPEC-339/24A 

Relay, Special Purpose, /Magnetic Latch/, 21 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC-SPEC— 339/25A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 

04/01/65 

MSFC-SPEC— 339/26A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC— 339/27 A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC-339/31B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH— 6-32A, 04/01/65, Aaendaent 1, 07/29/66 

MSFC SPEC— 339/ 32 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Two Hole Flange Mounting, 

S2GP-6-33B, 04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC-339/33B 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC-339/41B 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Aaendaent 1, 07/29/66 

MSFC-SPEC-339/42A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Aaendaent 1, 

07/29/66 

MSFC-SPEC-339/43B 08-01 

Relay General Purpose, 28 Volta, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-51A, 04/01/65 

MSFC-SPEC— 339/51 A 08-01 

Relay, General Purpose, 26 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-52A, 04/01/65 

MSFC-SPEC-339/52A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 

Current, 2 Pole Double Throw, 2A, 

Plug-In, 2 One-Hole Ears Mounting, 

S2GP-6-53B, 04/01/65 

MSFC-SP EC-339/ 53B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 

S2GH-3— 58A, 04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC-339/58A 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFO— SPEC-339/61 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFO— SPEC— 339/ 62 A 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFO-SPEC— 339/63B 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10 A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting,' S2LH-6-68A, 
04/01/65, Aaendaent 1, 07/29/66 

MSFC— SPEC-339/68A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-7.25-71A, 04/01/65 

MSFC-SPEC— 339/71 A 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 
04/01/1965 
MSFO— SPEC— 339/74 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Aaendaent 1, 07/29/66 

MSFC— SPEC-339/81 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Aaendaent 1, 07/28/66 

MSFC-SPEC-339/82A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFO— SPEC— 339/83 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse— Flange Mounting, S2LH— 8-91A, 
04/01/65 

MSFC— SPEC-339/91 A 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


28 


28 


Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC— SPEC-339/92A 

Relay, Special Purpose /Magnetic Latch/, 

Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC— SPEC-339/93A 

Relay, Special Purpose /Magnetic Latch/, 

Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 

04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC— 339/90 A 

Relay, Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Aaendaent 1, 07/29/66 

MSFC-SPEC-339/101 

Lightening Holes, Aluainua Alloy, Standard for 
06/29/1960 

10419958 08-01 


08-01 


08-01 


08-01 


08-01 


HOOK 

Chain, Weldless, Single Jack, and S Hooks, 
Specification for 02/12/1962 

MSFC-SPEC-189 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S6GH-2-1B, 04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC-339/1B 08-01 

Relay, General Purpose, 28 Volts, Direct 
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HOUSING 


Current , 4 Pole Double Throw, 10A, Solder 
Hooky Two Hole Reverse-Flange Hountlng 9 
S4GH— I • 5— 19A, 04/01/65 y Aeendeent 1 9 

07/29/66 

HSFC-SPEC-339/19A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 7.5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3-20A, 04/01/65, Aaendaent 1, 07/29/66 

MSFC— SPEC— 339/20A 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 2— 22A, 03/16/64 

MSFC-SPEC-339/22A 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3.25-23A, 08/31/64 

MSFC-SPEC-339/23A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 

08/31/64 

MSFC-SPEC-339/24A 
Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC— SPEC— 339/25A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 

04/01/65 

MSFC-SPEC— 339/26A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Aaendaent 1, 07/29/66 
MSFC— SPEC— 339/31B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6— 32A, 04/01/65, Aaendaent 1, 07/29/66 
MSFC SPEC— 339/32A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Aaendaent 1, 07/29/66 

MSFC— SPEC— 339/4 IB 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Aaendaent 1, 07/29/66 

MSFC— SPEC-339/42A 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH— 6— 51A, 04/01/65 

MSFC-SPEC-339/51A 

Relay, General Purpose, 26 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-52A, 04/01/65 

MSFC— SPEC-339/52A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 

S2GH— 3— 58A, 04/01/65, Aaendaent 1, 07/29/66 

MSFC— SPEC-339/58A 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC— SPEC-339/61 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC— SPEC— 339/62 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


04/01/65, Aaendaent 1, 07/29/66 

MSFO— SPEC— 339/68A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-7.25-71A, 04/01/65 

MSFO— SPEC— 339/71 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Aaendaent 1, 07/29/66 

MSFC— SPEC— 339/81 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Aaendaent 1, 07/28/6 6 

MSF0-SPEC-339/82A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse— Flange Mounting, S2LH— 8-91A, 
04/01/65 

MSFO-SPEC— 339/9 IA 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC— SPEC-339/92A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 
04/01/65, Aaendaent 1, 07/29/66 

MSFO— SPEC-339/98A 

Relay, Special Purpose /Sensitive/, 28 Volts 
Direct Current, 2 Pole Double Throw, 2A, 
Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Aaendaent 1, 07/29/66 

MSFC-SPEC— 339/101 
HOOKUP 

Wire, Electrical, Teflon Insulated, High 
Teaperature Hookup and General Purpose, 
3/21/63 
20039-GEN 
HORIZON 

Niabus Panel Nuaber 6 and Horizon Attitude 
Coaputer 
S-650-NI-0012 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

) 

08-01 

11-01 

05-01 


Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystea 

S— 731— P— 42 05-01 


HOSE 

Hose Asseablies, Flexible, Hydraulic, Mediua 
and High Pressure, High Teaperature, 
Specification for, 01/18/63, Aaendaent 2, 
05/20/64 

MSFO— SPEC— 116 08-01 

Hose, Flexible, Blender Filter, 

/H-l Rocket Engine/, Reliability Test 
Requireaents 04/19/1961 

10M01014 08-01 

Hose, Engine Control, H-l Rocket Engine, 
Reliability Test Requireaents 04/20/1961 
10M01015 08-01 

Hose Asseably, Oxidizer Bootstrap H-l Rocket 
Engine, Reliability Test Requireaents 
05/04/1961 

10M01022 08-01 

Hose, Asseably, Fuel Bootstrap H-l Rocket 
Engine, Reliability Test Requireaents 
05/04/1961 

10M01023 08-01 

HOT 

Leak Meter Asseably, Hot Gas Measuring, 
Specification for, 02/27/66 

50M60069A 08-01 

HOUSE 

Measuring Rack House Asseably, Specification 
for 05/12/1965 

50M60288 08-01 

HOUSING 

Standardized Payload Housing and Rack for 
Nike-Cajun and Nike-Apache Sounding 
Rockets 

S— 616— P—0051 05-01 
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HUMAN 


SUBJECT INDEX 


HUMAN 

Hunan Engineering Design Criteria, Standard 
for, 09/23/66 
MSFC-STD-267A 

Hunan Factors Engineering Progran, 7/28/65 
03FC-STD-391 

Hunan Engineering Design Criteria, Reference 
Abstracts, 11/01/66 
10M01827 
HYBRID 

Transnltter, Telenetry, Vacuun Tube or Hybric 
Frequency Modulated /Very High Frequency/, 
Specification for, 07/08/64, EO-1, 05/17, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

10/05/65, EO-5, 01/05/66, EO-6, 07/06/66 

50M60072A 

Ring, Hybrid, Connand and Connunlcat ion 
Systen, Model 608, Specification for, 

5/06/66 
50M60385 
HYDRAULIC 

Pneunatic and Hydraulic Mechanical Conponents 
and Parts, Electrical, 02/01/66 
KSC— STD-131 

Filter, Elenents, Hydraulic, Wire Mesh, 

Specification for, 07/26/63, Anendnent 1, 
05/08/64 
MSFC-SPEC-113A 

Hose Asseablles, Flexible, Hydraulic, Mediun 
and High Pressure, High Tenperature, 
Specification for, 01/18/63, Anendnent 2, 
05/20/64 
MSFC— SPEC— 116 

Hydraulic Systens Conponents and Hydraulic 
Fluids for Space Vehicles, Cleaning, 

Testing, and Handling, Procedure for 
08/18/1965 
MSFC— PR0C-166C 

Hydraulic Systen, H-l Engine, Checkout 

Requl resents. Specification for 08/30/1963 
MSFC— SPEC-188 

Functional Specification for Hydraulically 
Driven X-Y Pedestal and Servo Positioning 

Systen 

S— 525— P-0005 

Hydraul Ically— Driven Yagi Telenetry Array 

5- 531-P-4 

Description, Use, and Control of Hydraulic 
Fluid, Non-Petroleun Base, Aircraft 
/MIL— H-8446/, 01/06/61 

06- 3 

Switch, Thernal, Hydraulic, Specification for 
07/17/1962 
10M01628 

Transducer, High Pressure, Hydraulic, 

Specification for 10/25/1962 
10M01629 

Ground Support Hydraulic Systen and Checkout 
Unit, Specification for 03/13/1963 
10M01693 

Accunulator, S-IC Ground Hydraulic, 

Specification for, 8/26/66 
10M01819 

Valve, Check, Hydraulic /P/N 204022-19/ 

Qualification Test Specification, 12/08/66 
10M05072 

Hydraulic Bulge-Forning of 54-Inch Center 
Pieces for S-IC Stage of Saturn V Vehicle, 
Specification for 08/13/1963 
95M01400 
HYDRAZINE 

Long Tern Conpatlbi 1 i ty Testing With 
Hydrazine, 2/24/66 
GMZ— 50521— GEN-A 

HYDROCARBON 

Carbon Tetrachloride, Scrubber Method for 
Analysis of Condensible Hydrocarbon 
Contanlnat ion in Conpressed Gases, 

Procedure for, 01/16/63, Anendnent 1, 

05/23/63 
HSFC-PR0C-245 
HYDROGEN 

Gas Cleanliness Requlrenents for Operational 
Gaseous Nitrogen, Hal tun, and Hydrogen 
Systens at Conplex 39, 06/07/66 

KSC— C-182 10-01 

Hydrogen, Liquid, Specification for 01/27/1965 
MSFC— SPEC-356 08-01 

Leak Meter Assenbly, Gaseous Hydrogen 



Measuring, Specification for, 03/08/66 



50M60079A 
HYDROGEN PEROXIDE 

08-01 

08-01 

Methods of Treatnent for Hydrogen Peroxide 
Conponents, 08/10/61 


08-01 

05-4 

Acceptance Standards for Hydrogen Peroxide 
Conditioning of Conponents and Parts, 

04-01 

08-01 

02/01/62 



05-5 

04-01 

>» 

HYPERG0LIC 

Container, Hypergolic Igniter Type FX H-l 


'65, 

Rocket Engine, Reliability Test 
Requirenents 05/10/1961 



10M01006 

08-01 

08-01 

Switch, Hypergolic Igniter Monitor, H-l 
Rocket Engine, Reliability Test 
Requirenents, 06/09/1961 


08-01 

10M01369 

1 

ICE 

08-01 

10-01 

Coating Procedures, Saturn Ice-Shields 
03/26/1962 



MSFC-PROC— 175 

IDENTIFICATION 

08-01 

08-01 

Anes Research Center Establ i shnent and 
Maintenance of Identification to Provide 
Article and Record Traceability 



ARC-RQA-8 

Cable /Lifting/ Identification Band and Data 

02-01 

08-01 

Marking, 04/28/66 



KSC— STD— 141 

Plates, Identification, Metal Foil Adhesive 
Backed, Specification for 10/07/1964 

10-01 


MSFC-SPEC— 266A 

08-01 

08-01 

Tags, Identification, Saturn Environnent 
Protection Itens, Specification for 
07/18/1963 


08-01 

10M01682A 

Identification of Electrical Wiring and 
Cabling, 09/30/63 

08-01 


12-4 

04-01 

05-01 

Wiring, Electrical Ground Support Equipment, 
Identification Marking and Color Coding, 


05-01 

Standard for 09/02/1964 



40M00220 

08-01 


Spacecraft Flight Equipment, Identification 
Electronic Assembly Chassis, 09/18/61 

of 

04-01 

30879-GEN 

IDENTIFYING 

Identifying and Color Coding Cosipressed-Gas 

11-01 

08-01 

Cylinders, 10/07/66 



KSC— STD— S— 0002 
IGNITER 

10-01 

08-01 

Container, Hypergolic Igniter Type FX H-l 



Rocket Engine, Reliability Test 
Requirenents 05/10/1961 


08-01 

10M01006 

Switch, Hypergolic Igniter Monitor, H-l 
Rocket Engine, Reliability Test 

08-01 

08-01 

Requirenents, 06/09/1961 


> 

10M01369 

IGNITION 

08-01 

06-01 

Valve Assenbly, Ignition, Monitor, H-l 
Rocket Engine, Reliability Test 
Requirenents 06/01/1961 



10M01019 

08-01 

08-01 

ILLUMINATOR 

Specification for a Two-by-Two Inch Data 
Transparency Illunlnator /PR 14387-1/ 

10-03 

11-01 

IMAGE 

Specification for Inage Dissector 

Photonul t ipl ier Tube Using a Channel 
Multiplier Section 



S— 630— P—0 144 

Specification for Modification of the High 

05-01 


Resolution Infrared Photof acs In 1 1 e for Inage 

08-01 

Rect 1 f lea t i on 



S-653-P— 0002 

Specification for an Inage Dissector Sensor 

05-01 


S-653-P— 0003 

IMPACT 

05-01 


High Inpact Shock Test Progran for Electronic 
Conponent Parts, 7/12/66 

ZPP— 2128— GEN 11-01 


160 


SUBJECT INDEX 


INSPECTION 


IMPEDANCE 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Impedance Probe 
S— 615— P—11 05-01 

Hiniaua Salient Characteristics for Constant 
Input-Output Impedance T-Pad, 03/16/65 
/PR 91226-2/ 10-03 

IMPLEMENTATION 

Quality Control Implementat ion— Procedure for 
Printed Wiring Assemblies 

S— 672— P—0003 05-01 

IMPREGNATED 

Cloth* Glass* Leached* Fluorocarbon 

Impregnated* General Purpose 04/25/1962 
10M01631 08-01 

IMPROVED 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Improved Delta 
Launch Vehicle /Delta Space Vehicle-3F* 

3G* and 3H/ 

S-320-D-2 05-01 

INDEX 

Index of Specifications* Standards and 
Procedures* Revised* 04/26/65 
KD1A0127 10 -01 

Index of Specifications* Standards* and 

Documents* Released and Utilized by Launch 
Equipment Engineering Division, 07/01/66 
KD1A0146 10—01 

Interface Control Documents to Engineering 
Documentation Cross Reference Index* 

Preparation and Submittal of. Data for. 

Standard for 05/24/1965 

10M01711 08-01 

INDICATOR 

Subcarrier Indicator and Calibration System 

ESD— 106023 09—03 

Project Relay Performance Requi rements- 
Spacecraft Sun Aspect Indicator 
S— 625— R EL— 0153 05-01 

Minimum Salient Characteristics for Magnetic 
Indicators, 03/16/65 /PR 91224-4/ 

10-03 

Minimum Salient Characteristics for 
Telemetering Indicators* 01/11/65 
/PR 49696-1/ 10-03 

Specification for Large Screen X-Y Indicator 

/PR 3704-1/ 10-03 

Colors* Indicator Light and Switchlight, 

01/18/62 

30605— STD— A 11-01 

INDOOR 

Environmental Specification for Indoor 
Equipment 

S— 523— P—0208 05-01 

INDUCTOR 

Sterilization Test Program, Transformers and 
Inductors, 12/02/65 

ZPP— 2124-GEN-A 11-01 

Spacecraft Electronic Components Transformers 
and Inductors Audio, Power* and High Power 
Pulse, 8/19/65 

ZPP-2737— GEN H_ 01 

Spacecraft Electronic Components Transformers 
and Inductors Radio Frequency, Intermediate 
Frequency* and Low Power Pulse, 8/10/65 
ZP P-2738— GEN H_ 0 1 

Qualification Testing Requirements for Low 
Frequency Inductors and Transformers, 

4/22/66 

ZPQ— 2437— GEN 11—01 

Inductor, Shielded, Type 1537734 with Weldable 
Leads* Specification for, 8/12/66 
50M60383 0a _ 01 

INERT 

Inert Prefill Unit, Specification for 
05/06/63, E0-1 07/09/63 

10M01695 08-01 

INERTIA 

Weight Center-of-Gravi ty , Inertia and Balance 
Tests for the Nimbus A Prototype Spacecraft 
S— 650— N I— 0003 05-01 

INFLIGHT 

Tank Liquid Nitrogen Inflight-Cooler 

Assembly* Specification for 10/31/1961 
10M01293 08—01 

Spectrum Analyzer, Inflight, Models 3 and 10, 


Specification for 03/16/1964 
50M60004 
INFORMATION 


08-01 


Deep Space Network, Display and Presentation 
of Time and Timing Information* 4/14/66 
DOS— 5027 1— GEN— A 11-01 

Versatile Information Processor /VIP/ 

Subsystem for the Nimbus D Spacecraft 
S— 731— P—46 05-01 

Saturn Technical Information Handbook, 

Preparation and Publication of. Standard for 
06/21/1965 

10MU1762A 08-01 

INFRARED 


Specification for Modification of the High 
Resolution Infrared Photofacsimile for Image 
Rectification 

S— 653-P-0002 05-01 

Nimbus Infrared Interferometer Spectrometer 
/IRIS/ Test and Formatting System 
S— 653— P—1 05—01 

Nimbus Infrared Interferometer Spectrometer 
/IRIS/ Instrument 

S— 653— P-5 05-01 

Medium Resolution Infrared /MRIR/ Experiment 
Prototype and Flight Model Digital 
Electronics Telemetry Units for Nimbus B 


S-731-P-18A 

INGRESS 


05-01 


Technical Specifications for Modification on 
Launch Complexes 34 and 37B for Apollo 
Ingress-Egress System* 05/15/64 
KSC— 34— 37B-003 
INHIBITED 

Propellant, Inhibited Nitrogen Tetroxide 
MSC-PPD-2 

Solvent, 1, 1, 1 - Tr i chi or oe thane* High 
Purity* Inhibited* 7/11/66 
MSFG— SPEC— 471 
INITIATOR 

Arming Unit, Remote, Primacord Initiator, 
Specification for 10/25/1961 
10M01561 


10-01 

09-03 

08-01 


08-01 


Specification for Ink Recording Paper /Used in 
Ester line Type Recorders/ 

S— 539— P—0002 05-01 

INPUT 

Welded Module* Series 300* Input Delay 
/BD-1A/ 11/04/1963 

MSF C— SPEC— 325/6 08-01 

Input for Configuration Management Accounting 
and Reporting System* Preparation of, 

12/01/66 

MSFC— PR0C— 485 08-01 

Specification for a Pulse Code Modulation 
Input Console 

S— 522— P—0 006 05-01 

Minimum Salient Characteristics for Constant 
Input-Output Impedance T-Pad, 03/16/65 
/PR 91226-2/ 10-03 

Oscillator* Subcarrier, Dual Input* 

Specification for, 11/30/66 

50M60222 08-01 

INSPECTING 

Inspecting, Testing, and Certifying Fixed and 
Mobile Cranes* Forklifts* Nobile Personnel 
Towers* and Auxiliary Equipment* 09/27/66 
KSC-STD— S— 0001 10-01 

INSPECTION 

Screening Inspection for Electronic Parts 

ARC— SPEC - 303 02—01 

Inspection Standards for Workmanship* 

Electronic Ground Support Equipment, 

12/13/63* Amendment 1* 2/05/64* Amendment 2, 

11/09/64, Amendment 4* 6/28/65 

GMO— 50190— GEN 11-01 

Cleanliness Levels, Cleaning* Protection and 
Inspection Procedures for Parts* Field 
Parts* Assemblies, Subsystems and Systems 
for Pneumatic Use in Support Equipment, 

12/14/64 

KSC— C— 123 10-01 

Castings* Aluminum and Magnesium Alloy* 
Radiographic Inspection of. Acceptance 
Standard for* 05/16/61* Amendment 1, 

08/17/66 

MSFC— STD- 100 08-01 

Riveting, Fabrication and Inspection* 
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INSTALLATION 


SUBJECT INDEX 


Standard for, 04/02/62, Notice 1, 11/14/63, 

Amendment 1, 11/15/63 

MSFC-STD-156 08-01 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of- Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 

MSFC-PR0C— 195A 08-01 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 


4/09/65 

MSFC-SPEC-259A 

Radiographic Inspection of Electronic Parts, 
06/07/65, Amendment 1, 08/17/66 

MSFC-STD-355A 

Penetrant Inspection Method, Standard for 
10/27/1964 
MS FC— STD-366 

Gases, Drying and Preservation, Cleanliness 
Level and Inspection Methods, Procedure for 


08-01 

08-01 

08-01 


10/20/1964 

MSFC-PROC-404 08-01 

Adhesive Bonding, Process and Inspection 
Requirements for 05/07/1965 

MSFC— SPEC-445 08-01 

Inspection System Provisions for Suppliers of 
Space Materials, Parts, Components, and 
Services, 04/62 

NPC 200-3 00-01 

Visual Inspection Requirements for Glass 
Encased Diodes 

S-323-P-3 05-01 

Quality Control Procedures and Inspection 
Criteria for Printed Wiring Boards and 
Assembl ies 

S— 672-P— 0002 05-01 

Requirements for Radiographic Inspection of 
Electronic Parts, 1/06/67 

ZPP-2 05 0-GEN 11-01 

Screening Inspection for Electronic Parts 
/Applicable to Mars 1966 Only/, 8/07/64 
ZPP-2901-GEN 11-01 

Screening Inspection for Deep Space Network 
Electronic Parts, 1/29/65 

ZPP-2902-GEN 11-01 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems, and Systems 
for Pneumatic Use in Support Equipment, 


Specification for, 4/28/64, EO-2, 7/28/64, 

10H0167 1 B r 08-01 

Flexible Circuits, Wiring, and Cable, Design, 
Construction, and Inspection of, 

Specification for, 09/15/66 

50M60150A 08-01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 
Specification for, 06/26/62, EO— 1 07/02/63, 

EO-3 04/03/64 

10419906B 08-01 

Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, E0-1 

04/18/61, EO-2 06/05/62 
10509306 08-01 

INSTALLATION 

Environmental Test Methods for Ground 

Support Equipment Installations at John F. 
Kennedy Space Center, 09/17/64 

KSC-STD-164 10-01 

Passive Thermal Protection System 
Installation, Procedures for 

MSC-PR0C-31 09-03 


Tubing, Heat Reactive, Installation of. 

Procedure for 04/19/1963 

HSFC-PRQC— 273 08-01 

Terminals, Installation of. Procedure for 
06/07/63, Amendment 1, 12/15/63 

HSFC-PROC— 274 08-01 

Design, Fabrication, and Installation of 
Princeton Optical Bench for the Twelve by 
Fifteen Thermal-Vacuum Chamber 

S— 325-P-7A 05-01 

Installation of Power and Radio Frequency 
Cables 


10-03 


08-01 


04-01 


11-01 


05-01 


10-01 


S— 532— P—0012 05-01 

Installation of Electrical Equipment Fixtures, 
and Wiring 

S-532 -P—0023 05-01 

Specification for Installation of two 350 
Kilowatt Diesel-Generator Sets and Related 
Equipment, Mojave Station 

S-532— P—0030 05-01 

Specification for Furnishing and Installation of 
Motor-Generator Set at Mojave Station 
S-532-P— 0036 05-01 

Requirements for the Installation of Equipment 
in Government Furnished Racks and Consoles 
/K-BF3-GES— 2/ 

Installation of Strain Gauges, Procedure for 
04/02/1963 
10M01691 

Non— Structural Thermocouples, Installation, 

WlrLng, and Checkout, 10/03/63 
12-7 

Space Flight Operations Facility, Operational 
Communications Installation Criteria, 

01/02/63 
30280-GEN 

INSTALLED „ „ .. . . 

Procurement Specification for an R-F Echoic 
Chamber to be Installed in Building 19 
S -525— P-0022 

INSTRUCTION , „ 5 

Instructions for Preparation of Design Criteria 
and Functional Requirements- /Interim/, 

02/24/65 
KSC-STD— 8 
INSTRUMENT 

Nitrogen, Instrument Grade, Specification for 
09/21/1964 

MSFG— SPEC-233A 08 01 

Optical Tooling Instruments, Calibration and 
Test, 10/24/66 

MSFC-PROC— 440 08 01 

Specification for Universal Electrical 
Measuring Instrument /Precision/ 

/Alternating Current-Direct Current 
Portable/ 

S-530— P—0024 05-01 

Backsaetter Ultraviolet /BUV/ Instrument for 
Use on the Nimbus D Spacecraft and on the 
Aerobee 150A Sounding Rocket 
S-623-P 1 

Monitor of Ultraviolet Solar Energy /Muse/ 
Instrument- Nimbus B, Aerobee 150, Aerobee 
150 A 

S-652-P— 6 

Nimbus Infrared Interferometer Spectrometer 
/IRIS/ Instrument 
S— 653— P—5 

Electrical Interface Document for 

Interplanetary Monitoring Platform F and ( 
Spaoecraft, Experiments and Instruments 
S-672-IMP— 0196 

Surveyor Television Instruments, 5/16/66 
SAT-5057 0-GEN 

Minimum Salient Characteristics for Electronic 
Instrument Carrier, 05/10/65 /PR 98507-1/ 

10-03 

Specification for Astrodome-Type Shelter 
/with Air Conditioning/ for Optical 
Tracking Instruments, 07/23/64 


05-01 


05-01 


05-01 


05-01 

11-01 


Specification for Operational Inter 

Communication System End Instrument Cable 

Gages, Measuring Deviaes, Instruments, Test 
Equipment, and Tools, Calibration and 
Checking Requirements, 02/15/65 

02-2 . 
Cleaning of Pressurized and Non-Pressur ized 

Instrument Compartments, Procedure for, 
12/30/65 

10M01445A „ jit 

Sling, Instrument Unit Container Handling, 
Specification for 02/24/1964 
10M01770 A „ Jlf 

Sling, Instrument Unit Segment Handling, 
Specification for 02/24/1964 

Si ing-^ Assembled Instrument Unit Handling, 
Specification for 02/24/1964 
10M01772 


10-03 


10-03 


04-01 


08-01 


08-01 


08-01 


08-01 


162 



SUBJECT INDEX 


INSULATED 


Ring-Segment , Instrument Unit Handling, 
Specification for 02/24/1964 
10M01773 

Container, Special Handling and Protective, 
for Saturn IB and Saturn V Instrument 
Unit, Specification for 02/24/1964 


08-01 


08-01 


08-01 


08-01 


10M01774 

Decoder, Instrument Unit Command, 

Specification for, 02/09/66 
50M60151 A 

Decoder, Instrument Unit Command, Acceptance 
Test, Procedure for, 7/22/66 
50M60153 

Surveyor, Prototype Flight Equipment, 

Scientific Instruments, Seismograph* 

10/11/61 

30849— DSM— A 11-01 

INSTRUMENTATION 

Requirements for Preparation of Deep Space 
Instrumentation Facility Technical Manuals, 
2/02/65 
D00— 1023— GEN 

Deep Space Instrumentation Facility 

Documentation Requirements for Contractor 
Furnished Services and Hardware, 2/15/65 
DOO-1025— GEN 

C-Band Re-Entry Acquisition System for 
Apollo Instrumentation Ships 

S-506-P— 4 

Procurement Specification for Instrumentation 
of the Goddard Antenna Test Range 
S— 525— P—0032 05—01 

National Aeronautics and Space Adminlstration- 
Goddard Space Flight Center Magnetic 
Recording Tape Specifications— Telemetering 
Instrumentation 
S— 533— P—0121 

Specification for Precision Instrumentation 
Radar AN/FPQ-6 
S— 553— P—0027 

Standard Instrunentat ion Magnetic Recording 
Tape 

X— 534— 66— 180 

High Performance Instrumentation Tape 
Recorders, 03/17/65 /PR 94186-1/ 


11-01 


11-01 


05-01 


05-01 


05-01 


05-01 


Technical Specification for Instrumentation 
Cable, Type S4C/20, 06/15/64 

Technical Specification for Instrumentation 
Cable, Type S6C/20, 10/06/64 


10-03 


10-03 


Deep Space Instrumentation Facility Field- 
Power Equipment 60 Cycles Per Second 
Engine Generator Set, 6/11/62 
8909— GEN-A x 

Surveyor Orbiter, Flight Equipment, Scientific 
Instrumentation, Electronic Packaging, 
10/31/62 
31139-GEN 
INSULATED 


10-03 


11-01 


11-01 


Terminals Bifurcated and Turret, Swage Type 
and Standoff, Insulated Screwtype, 
Terminals, Solder Pot, Swage Type 
07/01/64, Amendment 2, 10/05/64 

MSFC-SPEC-278A 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/1B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/2B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/3B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/4B ' ' 

Cable, Electrical, 3 Conductor, Unshielded, 
In * ulatcd * Specification for 

08/30/66 

MSFC-SPEC— 332/5B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


MSFC-SPEC-332/6B 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFO-SPEC— 332/7B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/8B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/9B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFO-SPEC— 332/1 0B 

Cable, Electrical, 10 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFG-SPEC-332/1 IB 

Cable, Electrical, 18 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC-332/12B 

Cable, Electrical, 19 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/ 13B 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 16 and 20, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC— SPEC— 332/ 14B 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/15B 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFO-SPEC— 332/ 16B 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC— SPEC-332/17B 

Cable, Electrical, 61 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/ 18B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFG-SPEC— 332/19B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/20B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauga Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/21B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/22B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4/0, 
Butyl Rubber Insulated, Specification for, 
08/30/66 * 

MSFO-SPEC— 332/23B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/24B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 1/0, 
Butyl Rubber Insulated Specification for, 
08/30/66 

MSFG-SPEC— 332/25B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4, 

Butyl Rubber Insulated Specification for, 
08/30/66 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 
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INSULATED CONT 


SUBJECT INDEX 


MSFC— SPEC— 332/26B 08-01 

Cable, Electrical* 4 Conductor, Overall 
Shielded, American Wire Gauge Size 6, 

Butyl Rubber Insulated, Specification for. 


08/30/66 

MSFC-SPEC— 332/27B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

NSFC-SPEC-332/28B 08-01 

Cable, Electrical, 5 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/29B 08-01 

Cable, Electrical, 6 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/30B 08-01 

Cable, Electrical, 7 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/31B 08-01 

Cable, Electrical, 7 Conductor, I Unshielded, 

3 Pair Twisted and Shielded, American Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 

MSFC— SPEC— 332/32B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC— 332/33B 08-01 


Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/34B 08-01 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/35B 08-01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/36B 08-01 


Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 

Insulated, Specification for, 08/30/66 

MSFC— SPEC-332/37B 08-01 


Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/38B 08-01 


Cable, Electrical, 19 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/39B 08-01 


Cable, Electrical, 30 Conductor, Single 

Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC— SPEC-332/4 0B 08-01 

Cable, Electrical, 37 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/41B 08-01 

Cable, Electrical, 36 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 10, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/42B 08-01 

Cable, Electrical, 37 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/43B 08-01 


Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, American 
Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/44B 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 


Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/45B 08-01 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 
HSF0-SPEC-332/46B 08-01 

Cable, Electrical, 47 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for. 


08/30/66 

MSFO— SPEC— 332/47B 

Cable, Electrical, 60 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/48B 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC— SPEC-332/49B 

Cable, Electrical, 60 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
HSFO-SPEC— 332/50B 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 16, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC— 332/5 IB 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/52B 

Cable, Electrical, 60 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC— 332/53B 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Overall Shielded, 
American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/57B 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 
American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC-SPEC-332/58B 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSF0-SPEC-332/59B 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 
American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC— SPEC-332/60B 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC-332/61B 

Cable, Electrical, 21 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 
MSFC— SPEC-332/63B 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 
Specification for, 08/30/66 
MSFC-SPEC— 332/64 B 

Cable, Electrical, 5 Conductor, Overall 
Shielded, American Wire Gauge Size 12, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC— SPEC— 332/65B 

Cable, Electrical, 8 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/66B 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 
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Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
NSFC— SPEC— 332/67B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for 08/30/66 
NSFC— SPEC— 332/68B 

Cable, Electrical, 54 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/69B 

Cable, Electrical, 6 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC— SPEC— 332/70B 

Cable, Electrical, 10 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC— SPEC-332/71B 

Cable, Electrical, 15 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC- SPEC-332/ 72B 

Cable, Electrical, 13 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC— SPEC-332/73B 

Cable, Electrical, 13 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
NSFC— SPEC— 332/74B 

Cable, Electrical, 18 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC-SPEC— 332/75B 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC— SPEC— 332/77B 

Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
NSFC— SPEC-332/79B 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC— SPEC— 332/80B 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC— SPEC— 332/81B 

Cable, Electrical, 20 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC— SPEC— 332/83B 

Cable, Electrical, 32 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
NSFC— SPEC— 332/84B 

Cable, Electrical, 2 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC— SPEC— 332/87B 

Cable, Electrical, 3 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


NSFC-SPEC— 332/88B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for 08/30/66 
NSFC— SPEC— 332/89B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 1/0, Butyl Rubbei 
Insulated, Specification for 08/30/66 
NSFC— SPEC-332/90B 

Cable, Electrical, 3 Conductor, Unshielded, 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
NSFC— SPEC— 332/9 IB 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
NSFC-SPEC-332/92B 

Cable f Electrical, 6 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSF0-SPEC— 332/93B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
NSFC-SPEC— 332/94B 

Cable, Electrical, 37 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 16, Polyethylene 'Insulated, 
Specification for, 08/30/66 
HSFG-SPEC-332/95A 

Cable,' Electrical, 10 Conductor, 2 Pair 
Twisted and Shielded and 6 Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
HSFO-SPEC— 332/96A 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
NSFC— SPEC-332/97 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC-SPEC— 332/ 98 A 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/99A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/ 100 A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

NSF 0-SPEC— 332/101 A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC— SPEC-332/ 102 A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFO— SPEC— 332/103A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC— SPEC— 332/ 1 04 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/1 05A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/ 106 A 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MS FC— SPEC— 332/ 1 07A 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


165 



INSULATING 


SUBJECT INDEX 


Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 

Polyethylene Insulated, Specification for 
08/30/66 

MSFC-S PEC-332/ 108 A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 

Polyethylene Insulated, Specification for 
08/30/66 

HSFC-SP EC-332/1 09 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 

Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/1 10 A 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

NS FC-S PEC-332/111 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 

American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/1 12A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for 08/30/66 
NSFC— SPEC-332/ 113 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 

American Wire Gauge Size 2, Butyl Rubber 
Insulated, Specification for 08/30/66 
NSFC-SPEC-332/114A 08-01 

Cable, Electrical, 37 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

NS FC-S PEC-332/1 15 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 

American Wire Gauge Size 2/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
NSFC— SPEC-332/1 16A 08-01 

Resistors, Fixed, Wirewound /Insulated/, 

/Style SRW/, Specification for, 05/21/64, 

EO-1 04/21/65 

50N60188 08-01 

Resistor, Fixed, Composition /Insulated/, 

Style RC07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification NIL-R-11/, 4/07/66 

50N60337 08-01 

Resistors, Fixed, Composition /Insulated/, 

Style RL07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification NIL-R-22684/ , 4/07/66 

50N60358 08-01 

Resistor, Fixed, Composition /Insulated/, Type 
CBD2265 through CBD10065 with Weldable 
Leads, Specification for, 10/13/66 
50N60380 08-01 

Resistors, Fixed, Film, Insulated, Style RL 
20 with Weldable Leads, Specification for 
/Cover Sheet to Specification NIL-R-22684/, 
10/17/66 

50N60399 08-01 

Resistors, Fixed, Film, Insulated, Style RL 
32 with Weldable Leads, Specification for 
/Cover Sheet to Specification NIL-R-22684/, 
10/17/66 

50H60400 08-01 

Wire, Electrical, Teflon Insulated, High 
Temperature Hookup and General Purpose, 

3/21/63 

20039-GEN 11-01 

INSULATING 

Silicone Rubber, Insulating Naterial, 
Two-Component, Thermal Curing, General 
Purpose, 01/31/62, EO-1 08/16/62, EO-2 
10/10/62 

10H01596 08-01 

INSULATION 

Insulation of Netal Rocket Hotor Chambers 
Using NBR Gen-Gard Materials /Hand Layup, 

Cure In-Place Nethod/, 9/07/64, 

Amendment 1, 11/19/64 

GNO— 50363— GEN 11-01 


Material, Unfired, Ceramic, Thermal 
Insulation for Radiant Heating, M-31, 
Specification for, 03/04/63, Amendment 1, 
06/28/63 

NSF0-SPEC-197A 08-01 

Naterial, Rework and Repair for N-31 Thermal 
Insulation, Specification for 03/22/1963 
MSF0-SPEC-198A 08-01 

Resin Compounds, Electrical and Environmental 
Insulation, Epoxy, Specification for, 

10/19/65, QPL-222— 1, 10/25/65 

MSFC— SPEC— 222B 08—01 

Etching, Fluorocarbon Insulation, Procedure for 
05/10/1965 

MSFC-PR0C-376B 08-01 

Built-Up Roofing and Roof Insulation 05-01 

Silicone Rubber, Insulat'ion Material, Thermal, 

Room Temperature Vulcanizing, General 
Purpose, Specification for, 01/16/62, E0-1 

08/03/62 08-01 

10M01589 ^ i 00 01 

Silicone Rubber, Insulation Naterial, Thermal, 
Elevated Temperature Vulcanizing, General 
Purpose, 02/02/62, E0-1 08/03/62 


10M01595 


08-01 


Insulation of Metals In Mechanical Assemblies, 
Standard for 06/24/1960 

10509316 00-01 

INTEGRAL 

Motors, Alternating Current, Integral 

Horsepower for Ground Support Equipment 
KSC-M-117 
INTEGRATED 

Apollo Spacecraft Integrated Ground Operations 
Requirements Plan 
HSC-ASP0-G0RP-4 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN51, General 
Specification for 03/01/1965 
NSFG-SPEC— 451 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SNN511, General 
Specification for 03/01/1965 
MSFQ— SPEC— 451/1 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SNN513, General 
Specification for 03/01/1965 
MSFC- SPEC-4 5 1/2 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN514, General 
Specification for 03/01/1965 
MS FO— SPEC-4 5 1/3 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN515, General 
Specification for 03/01/1965 
MSFG-SPEC— 451/ 4 
INTEGRATING 

Rate Integrating Gyro 
S-731-P-32 
INTEGRATION 

Goddard Experiment Paokage Design 
Specification for Integration 

S-623—0 AD-0008 05-01 

Vehicle System Integration- Requirements and 
Restraints Document for the Orbiting 
Astronomical Obaervatory Spacecraft /S-18/ 

S-623— QAQ— 0020 05-01 

Vehicle System Integration - Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory /S-18/ Spacecraft 
S-623— 0 AO— 0100 

Nimbus Integration and Test /Nlmlt/ 

Check-of-Cal ibratior) for Nimbus A 
Spaoecraf t 
S— 650— N I— 0001 

Nimbus Integration and Test /Niait/ 

Sequence Specification for Nimbus A 
Prototype Spacecraft 

S-650— NI— 0020 05-01 

Specification for the Integration and Test of 
Nimbus 8 Spacecraft 
S— 653-P-l 0 

Integration Plan for United K ingdom-2/S-52 
International Satellite 
S-670— UK-0021 

Omega Position Location Equipment /OPLE/ 

Control Center /OCC/ and System Integration^ 
S-731-P-27 


10-01 


09-03 


08-01 


08-01 


08-01 


08-01 


08-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 
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INVERTER 


Requireaents for the Niabus D Attitude Control 
Subsystea /ACS/ Integration and 
Qualification 

S— 731— P—50 05-01 

INTERCOMMUNICATION 


Intercoaaunicat ion Systea for Prograaaed 

Apollo Checkout Equipaent, Spacecraft Ground 
Station 

ESD— 106107 09-03 

Tactical Intercoaaunications Systea 

S-533-P-2 05-01 


INTERCONNECT 

Lead Materlaly Weldable, for Interconnection 
and Coaponent Parts, Specification for, 
3/17/66 
50M60363 
INTERCONNECTION 

Coaponent Lead and Interconnection Materials, 
for Welded Electronic Modules, 10/17/66 
MSFC-SPEC— 270B 

Flight Equipaent, Electrical Interconnections 
2/11/63 
20 018-GEN- J 

INTERFACE 


08-01 


08-01 

9 

11-01 


Decoaautator/Coaputer Interface Unit 

ESD— 106010 09-03 

Decoaautator Coaputer Interface 

ESD— 106028 09-03 

Prograaaed Apollo Checkout Equipaent, 

Spacecraft Prograaaed Apollo Checkout 
Equipaent, Launch Vehicle Coaputer Interface 
ESD— 106038 09-03 

Prograaaed Apollo Checkout Equipaent, 

Spacecraft External Interfaces 

ESD-106082 09-03 

Countdown Generator /Coaputer Interface Unit 

ESD— 106089 09-03 

Coaputer Interface Panel, Pulse Code 
Modulated Digital Data Acquisition 
Subsystea Receiving Station, Specification 
for 08/08/1963 

MSFC-SPEC— 302 08-01 

Goddard Space Flight Center Technical 
Interface Specification for the Niabus 
B— SNAP— 19 Systea 

S-450-NI-2 05-01 

Pulse Code Modulation-Data Handling 
Equipaent- PCM-DHE Data Word Selector 
Interface Specification 

S-534— P—0001 05-01 

Goddard Space Flight Center Technical 

Interface Specification for the Niabus B/ 

Systea for Nuclear Auxiliary Power-19 
Systea 

S-652-NI-2 05-01 

Electrical Interface Docuaent for 

Interplanetary Monitoring Platfora F and G 
Spacecraft, Experiaents and Instruaents 
S-672— IMP— 0196 05-01 

Procureaent Specification for Coaputer 

Interface Systea, 11/14/63 /PR 12025-1/ 


A V — Uu 

Interface Control Documents to Engineering 
Docuaentat ion Cross Reference Index, 

Preparation and Subaittal of. Data for. 

Standard for 05/24/1965 

10M01711 08-03 

Digital Data Acquisition Subsystea/ Coaputer 
Interface Unit, Model 501, Specification 
for, 3/04/66, EO-2, 5/06/66, EO-3, 5/25/66, 

EO-4, 7/05/66 

50M60273A 08-03 

Coaputer Interface Panel Asseably, 

Specification for, 11/23/65 

50M60294 08—01 

INTERFERENCE 


Radio Frequency Interference Shielded 
Enclosures 

ESD-106035 09—03 

Specification for Modular Enclosures, Radio 
Frequency Interference Shielded, 01/21/64 
KSC-E-153F 10-01 

Addendua to MIL— I— 26600 /Interference Control 
Requireaents, Aeronautical Equipaent/ 

MSC— ASP0-EMI-10A 09-01 

Radio Interference Electric Field Attenuation 
Measureaents fbr Shielded Equipaent 
Enclosures, Standard for 06/26/1963 
MSFC— STD— 280 08-01 


Enclosures, Modular Shielded, Radio Frequency 
Interference, Specification for 07/05/1963 
MSFO— SPEC— 331 08-01 

Specification for Radio Frequency Interference 
Shielded Enclosures 

S— 530-P-0 027 05-01 

Laboratory Report of El ectroaagnet ic 
Interference Measureaents on Offset 
Doppler Frequency Interrogator Systea, 

Siaaonds Model 462320, Unit 2, 10/19/64 


/IN— K-EF34— 64— 5/ 10-03 

INTERFEROMETER 

Niabus Infrared Inter feroaeter Spectroaeter 
/IRIS/ Test and Foraatting Systea 
S-653-P-1 05-01 

Niabus Infrared Interf eroaeter Spectroaeter 
/IRTS/ Instruaent 

S-653-P-5 05-01 

INTERIM 

Requireaents for Interia Antenna Pointing 
Subsystea /IAPS/, 11/01/66 

DFZ— 1 197— GEN 11-01 

Interia Alphanuaeric Cathode Ray Tube Display 

ESD— 106016 09-03 

INTERIOR 

Electrical Work, Interior, 12/17/64 

KSC— STD-3 10-01 

INTERMEDIATE 


Spaceoraft Electronic Components Transforaers 
and Inductors Radio Frequency, Interaediate 
Frequency, and Low Power Pulse, 8/10/65 
ZPP— 2738-GEN 11-01 

INTERROGATION 

Specification for 5 Kilowatt Aaplitude 
Modulated Satellite Interrogation 
Transaitter 

S— 530— P-0010 05-01 

Low Power Satellite Interrogation Transaitter 

S— 533— P—3 05-01 

Interrogation, Recording, and Location 
Subsystea Transaitter 

S-731-P-8 05-01 

Interrogation Recording and Location Subsystem 
/IRLS/ Air Force Cambridge Receiver 
Synchronizer 

S-731-P-39 05-01 

The Interrogation, Recording and Location 
Subsystem for Nimbus D 

S— 731-P-56 05-01 

INTERROGATOR 

Laboratory Report of Electromagnetic 
Interference Measurements on Offset 
Doppler Frequency Interrogator Systea, 

Siaaonds Model 462330, Unit 2, 10/19/64 

/IN-K— EF34— 64— 5/ 10-03 

Offset Doppler Frequency Short-Range 
Interrogator Systea- Technical Exhibit 

10-03 

Offset Doppler Frequency Short-Range 


Interrogator Systea, Addendua A, 

/PR 03347-1/ 10-03 

INTERSTAGE 

Interstage Structure and Separation Mechanise 

S— 623-0 A0— 0015 05-01 

Interstage Structure and Separation Mechanise 
Design Specification for Orbiting 
Astronoaical Observatory 

S-623— OAQ— 0345— 15 05-01 

INTERSYSTEM 

Inter— Systea Wiring Specification for Relay 
Test Stations 

S-500-P— 0219 05-01 

INVERTER 

Welded Module, Series 300, Inverter Buffer 
/IB-3/ 11/04/1963 

MSFG-SPEC-325/1 08-01 

Welded Module, Series 300, Double Inverter 
/I I— 2/ 11/04/1963 

MSFO— SPEC-325/5 08-01 

Welded Module, Series 300, Inverter Circuit 
/ 1-1/ 11/04/1963 

MSFC— SPEC— 325/ 12 08-01 

Welded Module, Series 300, Inverter Circuit 
/I— 2/ 11/04/1963 

MSFC— SPEC— 325/13 08-01 

Welded Module, Series 300, Inverter Circuit 
/ 1-3/ 11/04/1963 

MSFC— SPEC-325/ 14 08-01 

Welded Module, Series 300, Inverter Circuit 
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ION 
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/I— 4/ 11/04/1963 

NSFC-SPEC-325/15 
W*lded Nodule, Series 300, 
/I-5A/ 11/04/1963 

NSFC— SPEC— 325/16 
Welded Nodule, Series 300, 
/IB-1/ 11/04/1963 

NSFC— SPEC-325/17 
Welded Nodule, Series 300, 
/IB-2/ 11/04/1963 

NSFC— SPEC-325/18 
Welded Nodule, Series 300, 


Inverter 

Circuit 

08-01 

Inverter 

Buffer 

08-01 

Inverter 

Buffer 

08-01 

08-01 

Inverter Flip-Flop 


/IFB-1/ 11/04/1963 

NSFC— SPEC— 325/19 08-01 

Inverter, Static 450, Volt-Aapere, Nodel 0 and 
1, Specification for 11/08/1963 

50N60027 08-01 


ION 

Ion Puaped Ultra High Vacuua Systea 
S-630— P-0150 
Ion Naas Spectroaeter 
S— 662— P-3 


05-01 

05-01 


IONOSPHERIC 

Procureaent Specification for International 
Satellite for Ionospheric Studies A Solar 
Cell Panels 

S-615-P-1 05-01 

Procureaent Specification for Clock Oscillator 
International Satellite for Ionospheric 
Studies-A 

S-615-P-8 05-01 


IRIDIUN 

Platinua, Iridiua Alloy /Platinua 85-Iridiua 
15/, Wire, Strip, Sheet, Tubing, and Rod, 
Specification for 12/18/1963 

10N01760 08-01 


IRON 

Plastic Sheet, Laalnated, N1 ckel-Iron-Cobal t 
Clad /for Weldable Printed Wiring/ 

05/07/1965 

NSFC— SPEC— 455 08-01 

IRRADIATION 

Harlner, Flight Equipaent, Electron Radiation 
Test for Quality of Asseably Irradiation By 
Natural Radiation Belt Electrons, 9/01/64 
NOO— 50274— GEN— A 11-01 

IRRADIATOR 

Cobalt 60 Spacecraft Irradi a tor 

S-716-P— 2 05-01 


ISOLATED 

Niniaua Salient Characteristics for Isolated 
Radio Frequency Power Divider, 03/12/65 
/PR 91214-1/ 10-03 

Aaplifier, Mixer, Output, Dual /Isolated/ 

Specification for, 04/12/65, EO-2, 07/14/65, 

EO-3, 07/14/65, EO-4, 07/15/65, EO-5, 

12/30/65 

50N60036B 08-01 


ITEN 

Contract End Itea Detail Specification /Low 
Frequency Acceleroaeter/ Perforaance/Design 
and Product Configuration Requireaents, 

11/03/66 

KSC— SPEC— N-0001 10-01 

Narlner C, Flight and Ground Equipaent 
Requireaents for Storage of the Narlner 
/NC-4/ Spacecraft and Associated Iteas, 

2/01/65, Aaendaent 1, 12/01/65 

NCO— 50383— GEN— B 11-01 

Fabricated and Machined Iteas 

05-01 

Quality Assurance Provisions for Fabricated and 
Hachined Iteas /Space Flight Use/ 

05-01 

Tagging of Saturn Vehicle Non-Flight Iteas, 
Procedure for, 01/22/63, EO-1 08/07/63 
10M01678 08-01 

Tags, Identification, Saturn Environaent 
Protection Iteas, Specification for 
07/18/1963 

10N01682A 08-01 


J 


JACK 

Chain, Weldless, Single Jack, and S Hooks, 
Specification for 02/12/1962 

NSFC— SPEC— 189 08-01 


JACKETED 

Specification for Cable, Nul ti-Conductor, 
Jacketed /58 Conductor/ 

S— 553-P— 0039 

JAR 

Requireaents for the Eighteen by Thirty Bell 
Jar Vacuua Theraal Systea 
S— 731— P—61 

JOINT 

Cleaning of Alualnua Alloy Weld Joints for 
High Quality Welds, 12/06/65 
NSFC— PROC— 463 

Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, EO-1 
04/18/61, EO-2 06/05/62 
10509306 

JUNCTION 

Transistors, N— Channel Junction, Silicon, 
Field-Effect, Type U182 with Weldable 
Leads, Specification for, 10/17/66 
50M60401 


05-01 

05-01 


08-01 


08-01 


08-01 


K 

KINESCOPE 

Specifications for a High Perforaance Kinescope 
Recording Systea, 03/25/65 /K-EF3-65-14/ 


L 


LABORATORY 

Preparation of Space Environaent Siaulation 
Laboratory and Space Environaent Effects 
Laboratory Test Procedures 

NSC— STD— 109 09-03 

Radiographic Laboratory Qualification, 

Standard for, 06/21/64, Aaendaent 2, 


03/24/65 

NSFC-STD— 397 08-01 

Certification Requireaents for the Experiaental 
Asseably and Sterilization Laboratory, 

10/25/65 

XOY— 50543-GEN 11-01 

LAHINATED 

Plastic Sheet, Laalnated Copperclad /for 
Printed Wiring/, 11/16/66 

NSFC- SPEC— 377A 08-01 

Plastic Sheet, Laalnated, Nickel-Iron-Cobal t 
Clad /for Weldable Printed Wiring/ 

05/07/1965 

NSFO-SPEC-455 08-01 


LANP 

Laap Power Supply, 2500 Watt, Light Sensor 
Controlled Spectrolab Model 2500— L 
S-630-P— 0151 

Specification for Laap Power Supply 
S— 630-P— 0165 

LARGE 

Specification for Large Screen Projectors, 
12/07/64 /PR 45631-1/ 

Specification for Large Screen X-Y Indicator 
/PR 3704-1/ 

Specifications for Large Screen Oscilloscope 
/PR 14347-1/ 

LATCH 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse— Flange Mounting, S4LH— 6— 24 A, 
08/31/64 

NSFC-SPEC-339/24A 

Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse— Flange Mounting, S4LH-6— 25A, 
04/01/65 

NSFC— SPEC— 339/25A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 
04/01/65 

NSFC-SPEC— 339/26A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pols Double 
Throw, 3A, Plug-In, Two One-Hole Ears 


05-01 

05-01 

10-03 

10-03 

10-03 


08-01 


08-01 


08-01 
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Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC-339/27A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Twp Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC-339/28A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Awendwent 1, 07/29/66 

MSFC— SPEC-339/41B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Awendwent 1, 07/29/66 

MSFC— SPEC-339/42A 08-01 


Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Awendwent 1, 

07/29/66 

MSFC— SPEC-339/4 3B 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC-SPEC-339/61A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-6-62A, 04/01/65 

MSFC— SPEC-339/62A 08-01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC— SPEC-339/63B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC— SPEC — 339/64B 08—01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Awendwent 1, 07/29/66 

MSFC— SPEC-339/ 68A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC— 339/69A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Awendwent 1, 07/29/66 

MSFC— SPEC— 339/8 1 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Awendwent 1, 07/28/66 

MSFC— SPEC-339/82A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC— SPEC— 339/83A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8-91A, 

04/01/65 

MSFC— SPEC-339/91 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC— SPEC-339/92A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC— SPEC-339/93A 08-01 


Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-94A, 08/31/64 

MSFO-SPEC— 339/94A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse— Ears Mounting, S2LH-6-98A, 

04/01/65, Awendwent 1, 07/29/66 

MSFC-SPEC-339/98A 08-01 

LAUNCH 

Prograwwed Apollo Checkout Equipwent, 

Spakecraft Prograwwed Apollo Checkout 
Equipwent, Launch Vehicle Cowputer Interface 
ESD— 106038 09-03 

Purchase Specification for an Ultraviolet 
FI awe Detector Launch Cowpl ex 34 and 37, 

12 / 01/66 

KSC— SPEC— H-002 10-01 

Technical Specifications for Modification on 
Launch Cowpl exes 34 and 37B for Apollo 
Ingress-Egress Systew, 05/15/64 
KSC— 34— 37B— 003 10-01 

Perforwanoe/Design and Product Configuration 
Requirewents KSC Operatlftns Safety Officer* 
Launch Firing Roow Console for Apollo 
Launch Support Systews, 09/13/65 
KSC— CP— 22309 10-01 

Contawl nation Control and Environwental 
Protection of Space Launch Vehicles and 
Associated Equipwent, Procedure for 
03/29/1963 

MSFC— PROC— 151 08-01 

General Environwental Test Specification for 
Spakecraft and Cowponents Using Launch 
Environaents Dictated by Atlas-Agena, 

Thor-Agena, or Thrust-Augwented Thor-Agena 
Launch Vehicles 

S— 320— A— 1 05-01 

General Environwental Test Specification for 
Spaaecraft and Cowponents- Launch • 

Environaents Diktated by Delta Space 
Vehlcle-3C and Thor-Augaented 
Launch Vehicles /Alleghaney Ballistics 
S-320-D— 1 05-01 

General Environwental Test Specification for 
Spacecraft and Cowponents Using Launch 
Environaents Dictated by Iaproved Delta 
Launch Vehicle /Delta Space Vehicle-3F, 

3G, and 3H/ 

S— 320— D— 2 05-01 

General Environwental Test Specification for 
Spaaecraft and Cowponents Using Launch 
Environaents Dictated by Scout FV-4 and 
Scout X— 258 Launch Vehicles 

S-320-S-1 05-01 

Launch Phase Siaulator 

S— 325— LPS— 0001 05-01 

Data Collection and Recording Systew for the 
Launch Phase Siaulator 

S-325-P-4 05-01 

Data Collection and Recording Systew for the 
Launch Phase Siaulator 

S-525-P-4 05-01 

Electropolishing Saturn Ducting for Space 
Launch Vehicles, Specification for 
10/ei/1963 

95M01101 08-01 

LAYER 

Spacecraft Electronic Cowponents Four-Layer 
Sewiconductor Devices /HI-REL/, 1/25/66 
ZPH— 2252— GEN 11-01 

Spacecraft Electronic Cowponents Sewiconductor 
Devices Four Layer, 1/11/66 
ZPP— 2752— GEN— A 
LAYOUT 

Control Roow Layout and Rack Elevation for 
Houston Space Environwental Facility 
ESD— 106100 

Cowputer Roow Layout and Rack Elevation for 
Houston Space Environwental Facility 
ESD— 106101 

Control Roow Layout and Rack Elevation for 
Gruwwan Aircraft Engineering Corporation 
ESD— 106102 

Cowputer Roow Layout and Rack Elevation for 
Gruwwan Aircraft Engineering Corporation 
ESD— 106103 


11-01 

09-03 

09-03 

09-03 

09-03 
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T«ratnal Facility Layout for Grumman 
Aircraft Engineering Corporation 

ESD— 106104 09-03 

LAYUP 

Insulation of Hatal Rocket Motor Chaabars 
UMng NBR Gan-Gard Matartals /Hand Layup, 

6ura In-Placa Mat hod/, 9/07/64, 

Amendment 1, 11/19/64 

GMO-50363— GEN 11-01 

LEACHED 

Cloth, Glass, Laachad, Fluorocarbon 

Iapragnatad, Ganaral Purpose 04/25/1962 
10M01631 08-01 

LEAD 

Coaponant Lead and Intarconnact Ion Materials, 
for Welded Electronic Modules, 10/17/66 
MSFC— SPEC-270B 08-01 

Cover Shaat to QQ— S-571d /Solder, Tin 
Alloy, Lead-Tin Alloy, and Lead Alloy 
05/10/1965 

MSFC-SP EC-457 08-01 

Qualification Testing Requireaents for 

Variable Resistors /Lead-Screw Actuated/, 

11/07/66 

ZPQ— 2449— GEN 11-01 

Color Code for Zone Boxes and Theraocouple 
Leads and Extensions, Standard for 
04/07/1964 

50M60145 08-01 

Resistors, Variable, Wirewound, /Lead Sprat* 
Actuated/, /Style SRT/, Specification for, 
06/19/64, EO-1, 04/21/65, EO-2, 11/04/65, 

EO-3, 01/03/66 

50M60183 08-01 

Resistors, Variable, Nonwl rewound /Lead Screw 
Actuated/, /Style SRJ/, Specification for, 
06/19/64, EO-1, 04/21/66, EO-2, 11/04/65, 

EO-3, 01/03/66 

50M60184 08-01 

Resistor, Fixed, Coaposition /Insulated/, 

Style RC07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-11/, 4/07/66 

50M60337 08-01 

Resistors, Fixed, Coaposition /Insulated/, 

Style RL07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-22684/, 4/07/66 

50M60368 08-01 

Resistor, Fixed, File /High Stability/, 

Style RN55 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-10509/, 4/07/66 

50M60359 08-01 

Capacitor, Fixed, Ceraaic-Dielectric, Styles 
CK05CW and CK06CW with Weldable Leads, 
Specification for /Cover Sheet to 
Spec 1 f i cat 1 on MIL-C-1 1 015/ , 10/05/66 

50H60360 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalua, Foil and Sintered-Slug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-C-3965/, 4/07/66 

50M60361 f 08-01 

Capacitors, Fixed, Solid Electrolyte, 

Tantalua, Style CS13 with Weldable Leads, 
Specification for /Cover Sheet to 
Spec I f i cat I on MIL-C-26655/ , 1 0/18/66 

50M60362 08-01 

Lead Material, Weldable, for Interconnection 
and Coaponent Parts, Specification for, 

3/17/66 

50M60363 08-01 

Capacitor, Fixed, Nlca-Dielectric, Style CM06 
with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-C-5/, 

4/07/66 

50M60364 08-01 

Transistors, NPN, Silicon, Types 2N910, 

2N930 , and 2N1482 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-S-19500/, 4/07/66 

50H60365 08-01 

Translators, PNP, Silicon, Types C920-1, 

C920-A, and C920-AA with Weldable Leads, 
Specification for, 11/17/66 

50M60366 08-01 

Transistor, PNP, Type 577S2 with Weldable 
Leads, Specification for, 10/18/66 


60H60367 08-01 

Transistor, PNP, Type 75P2B with Weldable 
Leads, Specif icatlo* for, 10/19/66 
50M60368 08-01 

Differential Amplifier, Transistor, NPN, Type 
301K5 with Weldable Leads, Specification 
for, 11/17/66 

50M60369 08-01 

Transistor NPN, Silicon, Type 2N2432 with 

Weldable Leads, Specification for, 10/05/66 
50H60370 08-01 

Transistor, PNP, Silicon, Type 2N936 with 

Weldable Leads, Specification for, 10/19/66 
50M60371 08-01 

Transistor, PNP, Type NS1223 with Weldable 
Leads, Sped fleet ioq for, 10/13/66 
50M60372 08-01 

Transistor, PNP, Silicon, Type 2N3251 with 
Weldable Leads, Specification for, 10/19/66 
50M60373 08-01 

Transistor, PNP, Silicon, Type T6153 with 

Weldable Leads, Specification for, 10/18/66 
50M60374 08-01 

Transistor, Field Effect, Type 2N3436 with 
Weldable Leads, Specification for, 10/05/66 
50H60375 08-01 

Diodes, Silicon, Types IN458, IN459, and 

IN827 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-S-19500/, 
4/07/66 

60H60376 08-01 

Diode* Zener, Silicon, Type 1N936A with 

Weldable Lead*, Specification for, 10/13/66 
50H60377 08-01 

Diode, Zener, Silicon, Type 1N1314A with 

Weldable Leads, Specification for, 10/13/66 
60M60378 08-01 

Resistor, Fixed, Coepesltion /Insulated/, Type 
CBD226S through CBD10065 with Weldable 
Leads, Specification for, 10/13/66 
50M60380 08-01 

Resistor, Fixed, Precision, Wire Wound /High 
Teaiperature/, Type SX063 with Weldable 
Leads, Specification for, 8/12/66 
50H60381 08-01 

Sensistor, Molded, Silicon, Type TM— 1/8 with 
Weldable Leads, Specification for, 8/12/66 
50M60382 08-01 

Inductor, Shielded, Type 1537734 with Weldable 
Leads, Specification for, 8/12/66 
50N60383 08-01 

Resistors, Fixed, File, Insulated, Style RL 
20 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL— R— 22684/, 
10/17/66 

50M60399 08-01 

Resistors, Fixed, File, Insulated, Style RL 
32 with Weldabl* Leads, Specification for 
/Cover Sheet to Specification MIL— R— 22684/, 
10/17/66 

50M60400 08-01 

Transistors, N— Channel Junction, Silicon, 
Field-Effect, Type U182 with Weldable 
Leads, Specification for, 10/17/66 
50M60401 08-01 

Transistors, Silicon, PNP, Types S2N722 and 
S2N1132 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MSFC— SPEC— 338/1 08/ , 10/17/66 

50H60402 08-01 

Transistors, Silicon, NPN, Type S2N2102 with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MSFC-SPEC-338/115/, 
10/17/66 

50M60403 08-01 

Semiconductor Device, Diode, Silicon, Type 
1N941B with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL-S-19500/, 10/17/66 

60M60404 08-01 

Semiconductor Devices, Diodes, Silicon, Type 
JAN— 1N649 with Weldable Leads, Specification 
for /Covar Sheet to Specification 
MIL-S-19500/, 10/17/66 

50M60405 08-01 

Semiconductor Devices, Diodes, Silicon, Types 
1N4370A* TX— 1N4370A, 1N4371A, TX-1N4371A, 
1N4372A, TX— 1N4372A, 1N746A, Through 
1N7S9A, and TX-1N746A Through TX-1N759A with 
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Weldable Leads, Specification for /Cover 
50M60406 08-01 

Diode, Zener, Type 1N823A with Weldable 
Leads, Specification for, 10/17/66 
50M60407 08-01 

Diodes, Zener, Diffused, Type 1N4105 with 

Weldable Leads, Specification for, 10/17/66 
50M60408 08-01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Nonmetallic Cases/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification HIL-C-27287/, 10/17/66 

50M60409 08-01 

LEAK 

Commercial Equipment Specification for A 
Versatile Leak Detector, 12/08/65 
ERC/F-C- 10001 12-01 

Leak Test Compounds, LOX Compatible, 

Specification for 05/05/1964 

NSFC— SPEC-384 08-01 

Leak Neter Assembly, Gaseous Oxygen 

Measuring, Specification for* 02/17/66 
50H60066B 08-01 

Leak Meter Assembly, Hot Gas Measuring, 
Specification for, 02/27/66 

50M60069A 08-01 

Leak Neter Assembly, Gaseous Hydrogen 
Measuring, Specification for, 03/08/66 
50M60079A 08-01 

Leak Meter Assembly, RP-1 Measuring, 

Specification for, 03/15/66 

50M60146A 08-01 

LENS 

Steerable Mirror and Lens System for the Image 
Orthicon Camera System 

S— 731— P— 26 05-01 

LETTERING 

Lettering of Electrical Equipment, Standard for 
04/30/1964 

MSFC— STD— 373 08-01 

LEVEL 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems and Systems 
for Pneumatic Use in Support Equipment, 

12/14/64 

KSC-C-123 10-01 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 

MSFC-PR0C-195A 08-01 

Gases, Drying and Preservation, Cleanliness 
Level and Inspection Methods, Procedure for 
10/20/1964 

MSFC— PROC— 404 08-01 

Switch Assembly, LOX, Level, Reliability Test 
Requirements 05/15/1961 

10M01028 08-01 

Switch Assembly, Fuel Level, Reliability Test 
Requirements 05/15/1961 

10M01058 08-01 

Valve Assembly, Fuel Level Control, 

Specification for 08/09/1961 

10M01070A 08-01 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems, and Systems 
for Pneumatic Use in Support Equipment, 
Specification for, 4/28/64, EO-2, 7/28/64, 

10M01671B 08-01 

Probe, Liquid Level, Specification for 
11/27/1963 

50M60007 08-01 

Digital Adapter, Liquid Level Measuring, 
Specification for 02/17/1964 

50M60088 08-01 

Submult iplexer Assembly, Analog, Remote, Low- 
Level, Model 102, Specification for, 

10/28/64, EO-1, 12/16/64, EO-2, 07/27/65, 

EO-3, 07/27/65, E0-4, 01/04/66, EO-5, 

01/17/66, EO-6, 07/05/66 

50M60202 08-01 

Submultiplexer Assembly, Analog, Remote, High- 
Level, Model 101, Specification for, 

10/30/64, EO-1, 12/16/64, E0-2, 07/14/65, 

EO-3, 07/14/65, E0-4, 01/04/66, EO-5, 

01/04/66, EO-6, 07/05/66 

50M60203 08-01 


Amplifier, Differential, Low Level, 

Specification for, 10/12/64, EO-1, 12/15/64, 

EO-3, 06/25/65, EO-4, 10/05/65, EO-5, 

10/27/65, EO-6, 11/05/65, EO-7, 11/14/65, 

E0— 8, 11/22/65, EQ— 9, 11/22/65, EO-10A, 
50M60204 08-01 

Submultiplexer, High Level, Specification for, 
6/16/66 

50M60312 08-01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 
Specification for, 06/26/62, EO-1 07/02/63, 
EO-3 04/03/64 

10419906B 08-01 

Switch, Assemblies, Liquid Level, 

Specification for, 07/13/60, EO-1 12/01/60 
10419914 08-01 

Valve Assembly, Fuel Level Control, 

Specification for, 12/28/60, EO-1, 02/19/62 

10419947 08-01 

LIBRARY 

Library Technical Support Services Contract 

S— 252— P—1 05-01 

LIFE 

A Long Life Solar Array Drive Subsystem 

S— 653— P—8 05-01 

Long-Life Pneumatic Subsystem 

S— 653— P-9 05-01 

Long Life Rate Measuring Package 

S— 731— P— 47 05-01 

LIFTING 

Cable /Lifting/ Identification Band and Data 
Marking, 04/28/66 

KSC— STD— 141 10-01 

LIGHT 

Specification for a Reliable, Light Weight, 

Ceramic Audio Filter for Spacecraft 
Appl i cations 

S— 522— P-0 009 05-01 

Lamp Power Supply, 2500 Watt, Light Sensor 
Controlled Spectrolab Model 2500-L 
S— 630— P-0 151 05-01 

High Voltage Strobe Light Cable, 

Specification for 08/26/1963 

50M60015 08-01 

Colors, Indicator Light and Switchlight, 

01/18/62 

30605— STD— A 11-01 

LIGHTENING 

Lightening Holes, Aluminum Alloy, Standard for 
06/29/1960 

10419958 08-01 

LIGHTWEIGHT 

Specification for a Lightweight Portable 
Optical Acquisition Aid 

S-536— P-0005 05-01 

LIMIT 

Acceptability Limits for All Selectively 
Etched Aluminum Components, Standard for 
06/30/1958 

ABM A— STD-21 08-01 

Acceptance Limits for Powdered Aluminum 
/MD105/, 4/05/63 

20512-GEN 11-01 

LIMITER 

Specification for Solid State Current Limiter 
/Fuse/ Development 

S— 630— P-0 139 05-01 

LINE 

Decommutator Line Driver 

ESD— 10601 1 09-03 

Line Amplifiers 

ESD-1 06037 09-03 

Welded Module, Series 300, Line Driver /LD-2/ 
11/04/1963 

MSFC— SPEC— 325/3 08-01 

Welded Module, Series 300, Line Driver /LD-1/ 
11/04/1963 

MSFC— SPEC— 325/23 08-01 

130 Megacycle to 140 Megacycle Line Amplifiers 
Performance Specifications 

S— 523— P-0219 05-01 

Functional Specification for High Power 
Transmission Line and Control Cable 
Assemblies 

S-525— P-0021 05-01 

Line, LOX Bootstrap, H-l Rocket Engine, 

Reliability Test Requirements, Specification 
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fop 04/17/1961 

10M01012 08-01 

Line, Fuel Bootstrap, H-l Rocket Engine, 
Reliability Test Requirements 04/15/1961 
10H01013 08-01 

Line, Drain, Lube Oil, Specification for, 

2/15/63, EO-1, 6/11/63 

10M01164 08-01 

Filter Assembly, Power Line, Specification 
for, 07/23/64, EO-1, 06/04/65, EO-2, 

07/29/65, EO-3, 10/13/65, EO-4, 10/13/65, 

EO-5, 01/05/66, EO-6, 01/27/66, EO-7, 

07/06/66 

50M60086A 08-01 

Networks, Passive, Printed Transmission Line 
Section, Standard for 11/18/1964 
50M60233 08-01 

LINEAR 

Sterilization Test Progran Linear Microcircuit 
/Phase I/, 3/31/65 

ZPP-2122— GEN 11-01 

Potentiometer, Linear, Specification for 
10/24/1962 

10M01625 08-01 

LINK 

Digital Test Command UP-LINK Digital Decoder 

ESD—1 06008 09-03 

Specification for Microwave Link 

/PR 10726-1/ 10-03 

LIQUID 

Pressure Measurement System for Liquid 

Propellant Compatibility Testing, 4/22/66 
GMZ— 50522-GEN 11-01 

Testing Compatibility of Materials for Liquid 
Oxygen Systems, 09/16/66 

MSFC-STD-106B 08-01 

Hydrogen, Liquid, Specification for 01/27/1965 
MS FC— SPEC-356 08-01 

Duct, Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirements 05/01/1961 

10M01Q10 08-01 


Tank Liquid Nitrogen Inflight-Cooler 

Assembly, Specification for 10/31/1961 


10M01293 08-01 

Check Valve, Liquid Oxygen, H-l Rocket 
Engine, Reliability Test Requirements 
06/13/1961 

10M01366 08-01 

Valve, Check, Liquid Nitrogen, Cooling 

System, Specification for, 05/15/62, EO-1 
07/27/62 

10M01627 08-01 

Cover Sheet for 10509313 /Lubricant, Antiseize 
and Sealing Liquid Oxygen Systems/ 

06/25/1964 

10H01703 08-01 


Cover Sheet for Marshall Space Flight Center- 
SPEC-106 /Testing Compatibility of 
Materials, for Liquid Oxygen Systems/ 

06/25/1964 
10M01706 

Probe, Liquid Level, Specification for 
11/27/1963 
50M60007 

Digital Adapter, Liquid Level Measuring, 
Specification for 02/17/1964 
50M60088 

Valve, Vent, Liquid Oxygen Container, 

Specification for, 05/19/60, EO-1, 12/06/60, 

EO-2, 06/29/61, E0-3A, 10/17/62, EO-4, 

10/17/62 

10419910 08-01 

Switch, Assemblies, Liquid Level, 

Specification for, 07/13/60, EO-1 12/01/60 
10419914 08-01 

Lubricant, Antiseize and Sealing, Liquid 

Oxygen Systems, Specification for, 06/28/60, 
EO-1 02/27/63 

10509313 08-01 


08-01 

08-01 

08-01 


LIST 

Electronic Equipment Product List 

ARC-STD-203 02-01 

Preparation of Deep Space Instrumentation 
Faci 1 i ty Eng ineer i ng Drawings and 
Associated Lists, 1/13/65 

D00— 1 022-GEN-A 11-01 

Drawings, Engineering and Associated Lists, 
02/07/66 


KSC-D-327 10-01 

Space Vehicles and Supporting Equipment, 

Applicable Documents, Listing for, 02/23/65 
MSFC-ADL-258B 08-01 

Environmental List Specification Nimbus B 
Spacecraft System, Subsystems and 
Experiments 

S-320-NI-2 05-01 

Specification for Engineering Drawings and 
Associated Lists 

S— 623-P-O 147 05-01 

Project Relay Performance Requi rement s- 
Relay Spacecraft Telemetry Measurements 
List 

S-625-REL-0146 05-01 

Capacitors and Resistors, Preferred, Approved 
Source List, 06/03/66 

10M01805C 08-01 

Mechanical Design Standards List, Electrical 
Support Equipment, 7/07/66 

40M00322A 08-01 


LIVING 

Apollo Transportable Facility for Grand 

Bahama Island Living and Sleeping Quarters 
Trailer Specification 

S— 552— P—2 05-01 

LOAD 

Electrical Load Data-Apollo Command Module 
Stabilization and Control System, 01/31/64 
/64 752C/24/A/ 10-03 

Design Loads, S-IC, Standard, 9/30/66 

10M01714A 08-01 

LOCATION 

Interrogation, Recording, and Location 
Subsystem Transmitter 

S-731-P— 8 05-01 

Omega Position Location Equipment /OPLE/ 

Satellite Transponder Study 

S-731-P-21 05-01 

Omega Position Location Equipment /OPLE/ 

Platform Electronics Package /PEP/ 

S— 731— P— 24 05-01 

Omega Position Location Equipment /OPLE/ 

Control Center /OCC/ and System Integration 
S-731— P-27 05-01 

Interrogation Recording and Location Subsystem 
/IRLS/ Air Force Cambridge Receiver 
Synchronizer 

S-731— P— 39 05-01 

The Interrogation, Recording and Location 
Subsystem for Nimbus D 

S-731— P—56 05-01 


LOCK 

Functional Requirements for Phase Lock 
Demodulator-Combiner 

S-500— P-0020 05-01 

LOCKED 

Diversity-Locked Phase Demodulator Performance 
Spec i f icat ion 

S -523— P-0201 05-01 

Diversity-Locked Phase Demodulator 
Performance Specifications 

S-531— P— 10 05-01 

LOCKUIRE 

Drill Data-, Lockwire Size, and Method of 
Application, Standard for 01/16/1962 
10419909B 08-01 


LOG 

Log Periodic Antenna Foundations Clark Lake 
/Borrego Springs/, Calif. 

S-532-P-17 05-01 

LOGGING 

Microfilm Logging Form Completion, MSFC 

Microfilming Program Support, Procedure for 
05/24/1963 

MSFC— PROC— 228A 08-01 

Specification for Data Logging System 

S-630— P—0158 05-01 

LOGIC 

Graphical Symbols for Drawings- Part 1, 

Electrical and Logic Symbols, 02/01/64 
KSC-STD- 152-1 10-01 

Uelded Module, Series 300, Serializing Logic 
Circuit /M-1A/ 11/04/1963 

MS FC-S PEC— 325/20 08-01 

Uelded Module, Series 300, Diode Logic 
Network /M-7A/ 11/04/1963 

MSFC- SPEC— 325/21 08-01 

Uelded Module, Series 300, Diode Logic 
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Network /M-8/ 11/04/1963 

MSFC-SPEC-325/22 08-01 

Logic Functions, Symbols and Definitions, 

Standard for, 06/22/64, Notice 1, 07/30/64, 

Amendment 1, 03/08/65 

MSFC-STD-353 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN51, General 
Specification for 03/01/1965 

NSFC— SPEC-451 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN511, General 
Specification for 03/01/1965 

MSFC— SPEC-451/1 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN513, General 
Specification for 03/01/1965 

NSFC-SPEC— 451/2 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN514, General 
Specification for 03/01/1965 

MSFC-SPEC— 451/3 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN515, General 
Specification for 03 / 01/1965 

MSFC— SPEC— 451/4 08-01 

Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystem 

S— 731— P— 42 05-01 

Signal Processor and Control Logic Box Flight 
Model for Nimbus D Attitude Control 
Subsystem 
S-731-P-51 

Minimum Salient Characteristics for Logic 
Modules, 10/22/64 /PR 41329-3,7/ 

LONG 

Long Term Compatibility Testing With 
Hydrazine, 2/24/66 
GMZ-50521— GEN— A 

A Long Life Solar Array Drive Subsystem 
S-653-P-8 


05-01 

10- 03 

11 - 01 
05-01 


S-533-P-3 05-01 

Specification for a Low Power Pulse Code 
Modulation Telemeter 

S— 621— P—0 002 05-01 

Specifications for Orbiting Geophysical 
Observatory Low Voltage Power Converter 
PS-8 

S— 623— 0G0— 0001 05-01 

Specifications for the Development of a Low 
Temperature, High Voltage Thermionic Energy 
Conversion System 

S— 630— P— 0 129 05-01 

Spacecraft Electronic Components Transformers 
and Inductors Radio Frequency, Intermediate 
Frequency, and Low Power Pulse, 8/10/65 
ZPP— 2738— GEN 1 1-01 

Qualification Testing Requirements for Low 
Frequency Inductors artd Transformers, 

4/22/66 

ZPQ— 2437— GEN 11-01 

Low-Noise Amplifier/Converter System- 

Technical Exhibit, 03/09/64 /K-EF3-64-4/ 

10-03 

Low-Noise, High Gain Radio Frequency 

Preamplifier System, 03/25/64 /PR 14391-1/ 

10-03 

Technical Exhibit for Low Distortion Radio 
Frequency Mult i coupler, 01/14/65 
/PR 49717-1/ 10-03 

Adhesive, Silicone Rubber, Two-Component, 
Low-to-Moderate Temperature Resistant, 
Room-Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10M01587 08-01 

Adhesive, Low Density, Epoxy, Specification 
for 03/12/1964 

10M01744 08-01 

Submultiplexer Assembly, Analog, Remote, Low- 
Level, Model 102, Specification for, 

10/28/64, EO-1, 12/16/64, EO-2, 07/27/65, 

EO-3, 07/27/65, EO-4, 01/04/66, EO-5, 

01/17/66, EO-6, 07/05/66 

50M60202 08-01 


Long-Life Pneumatic Subsystem 

S-653-P-9 05-01 

Long Life Rate Measuring Package 

S— 731— P—47 05-01 

Long Flight Solar Array Drive /Flight Model/ 

S— 731— P—49 05-01 

LONGITUDINAL 

Accelerometer, Longitudinal, Specification for, 
03/26/65, EO-1, 11/08/66 

50M60276 08-01 

LOOK 

Quick— Look Assembly, Pulse Code Modulated 
Digital Data Acquisition Subsystem 
Receiving Station, Specification for 
08/08/1963 

MSFC— SPEC— 298 08-01 

Quick-Look Panel Assembly, Specification for, 
9/08/65 

50M60308 08-01 

LOU 

Magnetic Field Restraints for Low Magnetism 
Systems 

ARC-STD— 204 02-01 

Magnetic Field Testing of Low Magnetism 
Spacecraft 

ARC-SPEC-352 02-01 

Steel, Structural, Low Alloy, High Yield 
Strength, Specification for, 03/25/64 
Amendment 1, 05/26/65 

MSFC— SPEC— 282 08-01 

Valve Relief, Pneumatic, Low-Pressure, 

10/20/66 

MSFC— SPEC— 461 08-01 

Environmental Test Specification for FR-1 
Very Low Frequency Satellite 

S-320-FR-1 05-01 

Development of a 1700 Megacycle, Ultra— Low- 
Noise Parametric Ampl i f ier/Con ver ter System 
S— 500— P—0419 05-01 

Development of a 400 Megacycle, Low— Noise- 
Parametric Amplifier Converter System 
S— 500— P—0420 05-01 

Specification for a Reliable, Low Power, Thin 
Film Spacecraft Memory 

S— 522— P—0008 05-01 

Low Power Satellite Interrogation Transmitter 


Amplifier, Differential, Low Level, 

Specification for, 10/12/64, EO-1, 12/15/64, 

EO-3, 06/25/65, EO-4, 10/05/65, EO-5, 

10/27/65, EO-6, 11/05/65, EO-7, 11/14/65, 

EO-8, 11/22/65, EO-9, 11/22/65, EO-10A, 
50M60204 08-01 

Accelerometer, Two Axis Low G, Specification 
for, 2/04/66 

50M60332 08-01 

Switches, Pressure, High, Low, Specification 
for, 12/20/60, E0-1A, 07/12/61, EO-2, 

07/14/61 

10419943 08-01 

Welding, Carbon, Low Alloy and Stainless 

Steel, /Manual or Automatic/, Specification 
for 06/02/1960 

10509308 08-01 

LOW-BOY 

Specification for Low-Boy Equipment Console, 

10/27/64 /W3HAP5— 1/ 10-03 

LOW-PASS 

Filter, Antenna, Low-Pass, Specification for, 
08/15/66 

50M60035C 08-01 

LOX 

Leak Test Compounds, LOX Compatible, 

Specification for 05/05/1964 

MSFG-SPEC— 384 08-01 

Film, Transparent, Plastic, LOX Compatible, 

Gas and Contamination Barrier, 8/01/66 
MSFO— SPEC— 456 08-01 

Valve, Main LOX, /H-l Rocket Engine/, 

Reliability Test Requirements 05/08/1961 
10M01000A 08-01 

Line, LOX Bootstrap, H-l Rocket Engine, 

Reliability Test Requirements, Specification 
for 04/17/1961 

10M01012 08-01 

Valve, Main LOX, /H-l Rocket Engine/, 

Qualification 03/13/1961 

10M01020 08-01 

Switch Assembly, LOX, Level, Reliability Test 
Requirements 05/15/1961 

10M01028 08-01 

Switch Assembly, LOX Pressurizing and Relief, 
Reliability Test Requirements 09/19/1961 
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10H01037 

Switch Assembly, Emergency, LOX Vent, 

Reliability Test Requirements 09/09/1961 
10M01038 

Pressure Switch, LOX Differential Step, 

Reliability Test Requirements 03/17/1961 
10M01043 

Valve Assembly, LOX-Relief, Reliability 
Test Requirements 03/31/1961 
10M01054 

Valve Assembly, LOX-Vent, Reliability Test 
Requi resents 
10M01055 

Valve Assembly, LOX Preliminary, Reliability 
Test Requirements 04/07/1961 
10M01063 08-01 

Valve Assembly, LOX Fill and Drain, 

Reliability Test Requirements 04/03/1961 
10M01064 08-01 

Check Valve, LOX Dome, H— 1 Rocket Engine, 
Reliability Test Requirements 06/28/1961 
10M01367 08-01 

Valve Assembly, LOX Relief, Specification 
for, 12/13/61, EO-5 04/28/62 

10419902A 08-01 


08-01 

08-01 

08-01 

08-01 

08-01 


LOX Replenishing Valve Assembly, Performance, 
Specification for, 05/02/60, E0-1, 12/06/60, 

EO-2, 02/21/62 

10419913 08-01 


Valve Assembly, LOX-Fill and Drain, 

Specification for, 12/28/60, EO-1 , 04/28/61, 

EO-2, 06/24/61, EO-3, 01/24/62 

10419929 08-01 


Switch, LOX Pressurizing and Relief, 

Specification for, 01/12/62, EO-1, 05/15/62 

10419931 A 08-01 

Switch, LOX Vent and Emergency, Specification 
for, 01/17/62, EO-1, 05/15/62 

10419932A 08-01 


Switch Assembly, LOX Step Pressure, 

Specification for, 08/02/61, EO-1, 11/01/61 

10419949 08-01 

LUBE 

Manifold Assembly, Lube Drain, H-l Rocket 
Engine, Reliability Test Requirements 
04/20/1961 

10M01017 08-01 

Line, Drain, Lube Oil, Specification for, 

2/15/63, EO-1, 6/11/63 

10M01164 08-01 

Filter, Lube System, Turbopump, H~1 Rocket 
Engine 06/08/1961 

10H01364 08-01 

LUBRICANT 

Threaded Fasteners, Lubricant Application, 
Procedure for 07/12/1962 

HSFC-PROC-226 08-01 

Lubricant, Dry-Film Ceramic, HLF-5, 

Preparation and Application of. Specification 
for 04/15/1963 

MSFC— SPEC-253 08-01 


Standard Thread Anti-Seize and 0 Ring 
Lubricants, Types, Uses, and Control, 

09/20/62 

04-4 04-01 


Cover Sheet for 10509313 /Lubricant, Antiseize 
and Sealing Liquid Oxygen Systems/ 

06/25/1964 

10H01703 08-01 

Lubricant, Antiseize and Sealing, Liquid 

Oxygen Systems, Specification for, 06/28/60, 
E0-1 02/27/63 

10509313 08-01 

LUBRICATION 

Fittings, Female Threads /Premium Quality/, 
Preparation and Lubrication, Procedure for 
05/15/1963 

MSFC-PROC-238 08-01 


M 

MACHINE 

Certification of Welding Machine Operators 
and Weldors, Specification for 03/27/1963 
MSFC-SPEC-130 08-01 

MACHINED 

Fabricated and Machined Items 

05-01 

Quality Assurance Provisions for Fabricated and 


Machined Items /Space Flight Use/ 

MACHINING 

Machining of Tank Skin Segments for S-IC 
Stage of Saturn V Vehicle, Specification 
for 08/13/1963 
95M01500 
MAGNESIUM 

Welding, Fusion, Shielded Arc, Missile 

Components, Aluminum and Magnesium Manual 
or Automatic 01/10/1958 
ABMA-PD— W— 45 

Castings, Aluminum and Magnesium Alloy, 
Radiographic Inspection of. Acceptance 
Standard for, 05/16/61, Amendment 1, 
08/17/66 
MSFC-STD-100 

Radiographic Inspection- Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 
4/09/65 

MSFC-SPEC-259A 

Epoxy Treatment of Aluminum and Magnesium 
Castings for Pressure Sealing, Procedure 
for 04/07/1964 
MSFC-PR0C— 371 
MAGNETIC 

Magnetic Field Restraints for Low Magnetism 
Systems 
ARC— STD-204 

Magnetic Field Screening of Parts 
ARC-SPEC-350 

Magnetic Field Testing of Subassemblies 
ARC-SPEC-351 

Magnetic Field Testing of Low Magnetism 
Spacecraf t 
ARC-SPEC-352 

Magnetic Tape Recorder/Reproducer 
ESD-106007 

Magnetic Tape Recorder/Reproducer System 
ESD— 106015 

Magnetic Tape Recorder/Reproducer 
ESD— 106026 

Digital Magnetic Tape Specification 
ESD— 106043 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A , Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 
08/31/64 

MSFC-SPEC-339/24A 

Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH— 6-25A, 
04/01/65 

MSFC— SPEC— 339/2 5A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 
04/01/65 

MSFC-SPEC-339/26A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC-339/27A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 
Two Stud Mounting, S4LP— 6-28A, 04/01/65 

MSFO— SPEC— 339/28A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 
04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/4 IB 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC— SPEC— 3 39/42 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 


05-01 

08-01 

08-01 

08-01 

08-01 

08-01 

02-01 

02-01 

02-01 

02-01 

09—05 

09-05 

09-o: 

09-0: 

oa-o: 

08-0 

08-0 

08-0 

08-0 

08-0 

08-C 
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Mounting, S2LP-8-43B, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC-339/43B 08-01 

Relay, Special Purpose /Magnetic Latch/ 26 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
flange Mounting, S2LH-8-61A, 04/01/65 

MSFC— SPEC— 339/61 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC-SPEC-339/62A 08-01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC— SPEC-339/63B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC-SPEC-339/64B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/68A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

HSFC-SPEC— 339/69A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
? 1 ange Mounting, S2LH-8-81A, 04/01/65, 

Aeendeent 1, 07/29/66 

MSFC— SPEC-339/81 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC— SPEC— 339/82A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC-SPEC— 339/83 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8-91A, 

04/01/65 

MSFC— SPEC— 339/91 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC— SPEC-339/92A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC— SPEC— 339/93 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-94A, 08/31/64 

MSFC— SPEC— 339/94 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A* Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 

04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/98A 08-01 

National Aeronautics and Space Admtni stration- 
Goddard Space Flight Center Magnetic 
Recording Tape Specifications- Telemetering 
Instrumentation 

S— 533— P—0121 05-01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Tape, 

Magnetic Recording 

S— 533— P-0250 05-01 

Tape, Magnetic Recording 

S— 533— P—0265 05-01 


National Aeronautics and Space Administration- 


Goddard Space Flight Center Tape, 

Magnetic Recording 

S— 533— P-0 266 05-01 

Magnetic Computer Tape /800 bpl/ 

S— 533— P—10 05-01 

Specification for a Magnetic Tape Recorder 

S— 553— P—0034 05-01 

Specification for Magnetic Tape Recording 
System 

S— 630— P—0 145 05-01 

Procurements Specifications for the Purchase of 
Eleven Ampere-Hour Cells of the 
Silver-Cadmium Type /Non-Magnet ic/ 

S— 630— P-0166 05-01 

Magnetic Tape Scanner 

S— 631-P-5 05-01 


Magnetic Field Restraints for Interplanetary 
Monitoring Platform F and G 
S— 672— IMP— 0197 

Standard Instrumentation Magnetic Recording 
Tape 

X— 534— 66— 180 

Characteristics for Magnetic Core Memory, 

01/21/65 /PR 51526-1/ 

Magnetic Storage Drum System Specification, 
01/23/64 /KN-EF2/ 

Minimum Salient Characteristics for Magnetic 
Indicators, 03/16/65 /PR 91224-4/ 

10-03 

Minimum Salient Characteristics for Plastic 
Magnetic Tape Storage Container, 03/19/65 
/PR 91237-1/ 10-03 

Specifications for a Magnetic Core Memory 

10-03 

Mariner C, Flight Equipment, Requirements for 
Minimum Magnetic Field, 3/19/63, Amendment 
1, 6/24/63 

31252-GEM 11-01 

MAGNETISM 

Magnetic Field Restraints for Low Magnetism 
Systems 

ARC— STD— 204 02-01 

Magnetic Field Testing of Low Magnetism 
Spacecraft 

ARC-SPEC-352 02-01 

MAIN 

Valve, Main LDX, /H-l Rocket Engine/, 

Reliability Test Requirements 05/08/1961 
10M01000A 

Valve Assembly, Main Fuel, /H-l Rocket 
Engine/, Reliability Test Requirements 
05/06/1961 
10 M0 1001 

Valve, Main LOX, /H-l Rocket Engine/, 

Qualification 03/13/1961 
10M01020 
MAINTENANCE 

Ames Research Center Establishment and 
Maintenance of Identification to Provide 
Article and Record Traceability 
ARC-RQA-8 

Drafting and Design, Preparation and 
Maintenance of, 06/01/66 
KSC-M-125 

Control During Repair, Replacement or 
Maintenance 
MSC— SPEC-C-10 
Drafting Manual, Preparation and Maintenance 
of. Standard for 09/30/1964 

MSFC— STD-428 08-01 

Preparation of Operation and Maintenance 
Manuals 

STD-256-4 05-01 

Engineering Standards Design Manual 
Preparation and Maintenance of 

STD-673-1 05-01 

Design Specification for the Apollo 

Stabilization and Control System Bench 
Maintenance Equipment, 04/09/64 
/P0 [ M3J7XA-406004/ 10-03 

Maintenance and Use of National Aeronautics and 
Spabe Administration -Flight Research 
Center Workbook and Associated Forms and 
Records, 06/04/63 

00-1 04-01 

Manuals, Operations and Maintenance, Ground 
Support Equipment, Preparation of. 

Standard for, 12/02/65 


08-01 

08-01 

08-01 

02-01 

10-01 

09-03 


05-01 

05-01 

10-03 

10-03 
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MANAGEMENT 


SUBJECT INDEX 


10M01776B 08-01 

Preparation of Operation and Maintenance 
Manuals for Ground Support Equipment, 

5/09/63 

20042-GEN 11-01 

MANAGEMENT 

Weight/Performance Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6006/, 8/15/65 

CM 017-041-1 00-02 

Electrical Power Management Standard /National 
Aeronautics and Space Administration 
SP-6005/, 06/15/65 

CM 019-000-1 00-02 

Electrical Power Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6007/, 09/01/65 

CM 019-002-1 00-02 

Configuration Management Accounting Reports y 
Preparation of, 10/01/65 

MSFC-PROC— 459 08-01 

Input for Configuration Management Accounting 
and Reporting System, Preparation of, 

12/01/66 
MSFC— PROC-485 
MANIFOLD 

Manifold Assembly, Lube Drain, H-l Rocket 
Engine, Reliability Test Requirements 
04/20/1961 
10M01017 

MANUAL 

Welding, Fusion, Shielded Arc, Missile 

Components, Aluminum and Magnesium Manual 
or Automatic 01/10/1958 
ABMA-PD-W-45 

Weight/Performance Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6006/, 8/15/65 

CM 017-041-1 

Electrical Power Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6007/, 09/01/65 

CM 019-002-1 

Requirements for Preparation of Deep Space 
Instrumentation Facility Technical Manuals, 
2/02/65 

DDO-1023— GEN 11-01 


08-01 

08-01 

00-01 

00-02 

00-02 


Drafting Manual, Preparation and Maintenance 
of. Standard for 09/30/1964 

MSFC- STD— 420 08-01 

Engineering Procedures Manual, Preparation, 
Revision, and Publication of. Standard for 
01/25/1965 

MSFC— STD-432 00-01 

Preparation and Acceptance of Technical Manuals 
S- 552-GEM- 0010 05-01 

Test Specification and Operators Manual- 
Ground Handling Equipment, United 
Kingdom-2/S-52 International Satellite 
S— 630-UK— 0098 05-01 

Test Specification and Operator's Manual 
Special Test Equipment UK-2/S-52 
International Satellite 

S— 630-UK— 0105 05-01 

Procedure s-Spec if icat l ons-St andards Manual 

S-670-P-61 05-01 

Goddard Space Flight Center Engineering 
Standards Design Manual 

S-673-STD-0001 05-01 

Preparation of Operation and Maintenance 
Manuals 

STD-256-4 05-01 

Engineering Standards Design Manual 
Preparation and Maintenance of 

STD-673-1 05-01 

Manuals, Operations and Maintenance, Ground 
Support Equipment, Preparation of. 

Standard for, 12/02/65 

10M01776B 08-01 

Quality Control of Technical Manuals, 

Procedure for 02/15/1965 

10M01792 08-01 

Preparation of Operation and Maintenance 
Manuals for Ground Support Equipment, 

5/09/63 

20042-GEN 11-01 

Welding, Carbon, Low Alloy and Stainless 

Steel, /Manual or Automatic/, Specification 
for 06/02/1960 


10509308 08-01 

MANUFACTURER 

Standard Format for Coding by Manufacturer of 
Electronic Component Data, 9/08/64 
2PP-2 093— GEN— A 11-01 

MANUFACTURING 

Manufacturing Requirements HI-REL Digital 
Modules, 2/02/67 

DDM— 50442— GEN-B 11-01 

Deep Space Instrumentation Facility, 

Manufacturing Requirements, Cables and 
Harness, 4/06/66 

DOS— 891 3- GEN-B 11-01 

Requirements for Controls in Manufacturing of 
Spacecraft Electronic for Electromechanical 
Component Parts, 11/15/65 

ZPP— 2002-GEN-B 11-01 

Manufacturing Procedure 'for Saturn Heat Shield 
Curtains /Outboard/ 05/04/1962 
10M01593 08-01 

MARKING 

Procedure for Packaging and Marking Cables 
and Harnesses, 10/01/64 

KSC— P-116 10-01 

Detail Specification Packaging, Marking for 
Shipment and Storage of Motors and Motor 
Drive Sets, 07/01/66 

KSC-P— 127/1 10-01 

Racks, Consoles, Panels, and Distributors, 

Packaging, Marking and Storage of, 12/01/65 
KSC-P— 127/2 10-01 

Cable /Lifting/ Identification Band and Data 
Marking, 04/28/66 

KSC— STD-141 10-01 

Marking of Ground Support Equipment, 10/01/64 
KSC— STD— 169 10-01 

Marking of Electrical Ground Support 

Equipment, Front Panels, and Rack Title 
Plates, Standard for 05/22/1964 

MSFC-STD-275A 08-01 

Workmanship, Marking, Traceability, Age 

Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Spaae Flight Center Use 

S-323-P-2 05-01 

Marking of Ground Support Equipment for 

Handling Purposes, Standard for 01/28/1965 
10M01801 08-01 

Wiring, Electrical Ground Support Equipment, 
Identification Marking and Color Coding, 

Standard for 09/02/1964 

40M00220 08-01 

Marking Method, /Silk Screen/, Standard for 
05/05/1960 

10419905 08-01 

MARS 

Screening Inspection for Electronic Parts 
/Applicable to Mars 1966 Only/, 8/07/64 
ZPP— 2901— GEN 11-01 


MASS 

Mass Properties Standard /National Aeronautics 
and Spaoe Administration SP-6004/, 6/01/65 

CM 018-001-1 00-02 

Ion Mass Spectrometer 

S-652-P-3 05-01 

MASTER 

Voltage Supply, Master Measuring, Acceptance 
Checkout, Procedure for 11/02/1964 
MSFC-PR0C-292A 08-01 

Master Drawings and Patterns, Undimensioned, 
General Requirements, 02/03/65, Amendment 
1, 04/09/65 

MSFC— STD-420 08-01 

Printed Circuit Board, Master Drawing 

S— 330— P—0001 05-01 

Master Measuring Voltage Power Supply, 5 
Volts, Direct Current, Specification for 
12/03/1964 

50M60228 08-01 

Master Control Assembly, Model 810 

Multiplexer, Specification for, 10/17/66 
50M60322 08-01 

MATERIAL 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 
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MECHANICS 


SUBJECT INDEX 


40H00322A 08-01 

Plating, Mechanical, Zinc, Specification for, 
7/18/66 

40M00380 08-01 

Filter, Mechanical, 455 Kilocycle, Upper 
Sideband Ferrite Drive Selector, 

Specification for 08/06/1963 

50M60009 08-01 

Insulation of Metals in Mechanical Assemblies, 
Standard for 06/24/1960 

10509316 08-01 

MECHANICS 

Data Requirements for Soil Mechanics Surface 
Sampler Experiment Surveyor Scientific 
Flights /A— 24 Model/, 4/04/66 

SAS-50509— GEN-A 11-01 

MECHANISM 

Interstage Structure and Separation Mechanism 

S-623-0 AO-OO 15 05-01 

Interstage Structure and Separation Mechanism 
Design Specification for Orbiting 
Astronomical Observatory 

S-623—0 AO-0345—15 05-01 

MEDIUM 

Hose Assemblies, Flexible, Hydraulic, Medium 
and High Pressure, High Temperature, 
Specification for, 01/18/63, Amendment 2, 
05/20/64 

MSFC— SPEC— 116 08-01 

Medium Resolution Infrared /MRIR/ Experiment 
Prototype and Flight Model Digital 
Electronics Telemetry Units for Nimbus B 
S-731-P-18A 05-01 

Medium Capacity IRLS Command and Data Memory 

S-731— P— 19 05-01 

MEMBRANE 

Membrane Calorimeter Assemblies, Types 14, 15, 

16, 17, and 20, Specification for 05/17/1964 
50M60206 08-01 

Calorimeter Assembly, Total Heat, Membrane 
Type, Specification for 12/01/1964 
50M60218 08-01 

MEMORY 

Specification for 
Film Spacecraft 
S— 522— P—0008 
Specification for 
Memory 

S-652-P— 0001 05-01 

Five Kilobit Memory 

S— 731-P— 41 05-01 

Characteristics for Magnetic Core Memory, 

01/21/65 /Pft 51525-1/ 10-03 

Core Memory Specifications- Attachment 1 


a Reliable, Low Power, Thin 
Memory 

Miniature Space-Borne 


05-01 


Specifications for a Magnetic Core Memory 


10-03 


10-03 


MESH 

Filter, Elements, Hydraulic, Wire Mesh, 

Specification for, 07/26/63, Amendment 1, 
05/08/64 

MSFC-SPEC-113A 08-01 

METAL 

Insulation of Metal Rocket Motor Chambers 
Using NBR Gen-Gard Materials /Hand Layup, 


Cure In-Place Method/, 9/07/64, 

Amendment 1, 11/19/64 

GHO— 50363-GEN 11-01 

Plates, Identification, Metal Foil Adhesive 
Backed, Specification for 10/07/1964 
MSFC— SPEC-266 A 08-01 

Prefabricated Metal Building 

S-532— P—0001 05-01 

Miscellaneous Fixtures and Metals 

S— 532— P—0021 05-01 

Miscellaneous Metal 05-01 

Insulation of Metals in Mechanical Assemblies, 
Standard for 06/24/1960 

10509316 08-01 

METALIZED 


Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/, 

Specification for 

50M60186 08-01 

METALLIC 

Capacitors, Fixed, Paper /or Paper-Plastic/ 
Dielectric /Hermetically Sealed in Metallic 


Case/ /Style SCPV09/, Specification for, 
04/17/64, E0-1, 04/21/65, EO-2, 09/24/66 

50M60180 08-01 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/, 

Specification for 

50M60186 08-01 

METALLOGRAPH 

Metallography Research Equipment, with 
Accessories, 05/13/65 

ERC/FR-10002 12-01 

METEOROLOGICAL 

Screening of Semiconductors for the Nimbus 
Meteorological Satellite Program 

S— 450— P—3 05-01 

Continuous Scanning Meteorological Camera 
Subsystem 

S— 650— P—0002 05-01 

Goddard Space Flight Center Specification for 
Semiconductor Power Aging for the 
Meteorological Satellite Program 
S— 650— P—1 05-01 

Day-Night Meteorological Camera for the 
Advanced Technology Satellite— D Mission 
S— 731— P—54 05-01 


METER 

Meter Display Module 

ESD-106029 09-03 

Specifications for Q Meters 

S-530-P— 0020 05-01 

Specifications for Power Meters 

S— 530— P—0021 05-01 

Specifications for Frequency Modulation 
Monitor and Deviation Meters 

S— 530— P-0022 05-01 

Leak Meter Assembly, Gaseous Oxygen 

Measuring, Specification for, 02/17/66 
50M60066B 08-01 

Leak Meter Assembly, Hot Gas Measuring, 
Specification for, 02/27/66 

50M60069A 08-01 

Leak Meter Assembly, Gaseous Hydrogen 
Measuring, Specification for, 03/08/66 
50M60079A 08-01 

Leak Meter Assembly, RP-1 Measuring, 

Specification for, 03/15/66 

50M60146A 08-01 

Meters for Ground Equipment, Control Panels, 
01/19/62 

30604— STD— A 11-01 


MICA 

Capacitor, Fixed, Mica-Dielectric, Style CM06 
with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-C-5/, 

4/07/66 

50M60364 08-01 

MICRO-VOLTMETER 

Minimum Salient Characteristics for Radio 
Frequency Micro— Voltmeter, 03/05/65 
/PR 58941-1/ 10-03 

MICROANALYZE 

Electron Probe Microanalyzer, Research 

Equipment, 07/09/65, Revision 1, 11/24/65 

ERC/FR— 10001 12-01 

MICROBIOLOGICAL 

Microbiological Assay and Certification of 
Spacecraft Hardware Sterility, 8/04/67 
GHO— 50470— GEN— A 11-01 

MICROCIRCUIT 

Sterilization Test Program Linear Microcircuit 
/Phase I/, 3/31/65 

ZPP-2 122— GEN 11-01 

Microcircuit Sterilization Evaluation and 
Application Study, 7/12/66 

ZPP-2123-GEN 11-01 

MICROELECTRON 

Specification for Determining Relative 1 
Microelectron Volt Electron Radiation 
Damage Resistance for Silicon Solar Cells 
S— 630-P-0 106 05-01 

MICROELECTRONIC 

Microelectronic Oscillator Range and Range 
Rate Transponder 

S— 522-P-0003 05-01 

Microelectronic Circuits, Digital, Silicon, 
Nonolithic, General Specification for 
S— 711— P-1 05-01 
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SUBJECT INDEX 


MECHANICAL 


MSFC— SPEC— 259A C 

Mariner Venus 67 Spacecraft Material and 
Hardware for Packaging of Spacecraft 
Electronic Equipment# 7/25/66 
MVU— 50575— GEN 1 

Jet Propulsion Lab Flight Hardware Preferred 
Polymeric Materials and Products, 8/25/66 
ZCF— 4010— 0002— A 1 

Lead Material, Weldable, for Interconnection 
and Component Parts, Specification for, 
3/17/66 

50M60363 G 

MATRIX 

Specification for a Beam Forming Matrix 

S— 525— P—0033 C 

Specification for a Beam-Forming Matrix 
/Sixty-Four Beams/ 

S-525— P-0036 0 

Specification for Coaxial Switching Matrix 
S— 530— P—0025 0 

MEASUREMENT 

Pressure Measurement System for Liquid 

Propellant Compatibility Testing, 4/22/66 
GMZ— 50522— GEN 1 

Radio Interference Electric Field Attenuation 
Measurements for Shielded Equipment 
Enclosures, Standard for 06/26/1963 
MSFC— STD— 280 0 

Project Relay Performance Requi re men t 3- 
Relay Spacecraft Telemetry Measurements 
List 

S— 625— REL— 0146 0 

Laboratory Report of Electromagnetic 
Interference Measurements on Offset 
Doppler Frequency Interrogator System, 
Simmonds Model 462320, Unit 2, 10/19/64 

/IN— K— EF34— 64— 5/ 1 

Measurement Calibrator, Specification for 
08/13/1963 

50M60000 0 

Measurement Rack Selector, Specification for 
08/13/1963 

50M60001 0 

Antenna Assembly, Missile Trajectory 

Measurement, Model 802, Specification for 
03/18/1965 

50M60129 0 

Antenna Assembly, Missile Trajectory 

Measurement, Model 803, Specification for 
03/18/1965 

50M60130 0 

MEASURING 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 
MSFC-PR0C-195A 0 

Voltage Supply, Measuring, Acceptance 
Checkout, Procedure for 11/03/1964 
MSFC-PROC-290A 0 

Voltage Supply, Master Measuring, Acceptance 
Checkout, Procedure for 11/02/1964 
MSFC-PR0C-292A 0 

Environmental Design Qualification and 
Acceptance Tests- Components and 
Experiments, Distance Measuring Equipment 
Antenna 

S— 324— DME— A— 1 0 

Specification for Universal Electrical 
Measuring Instrument /Precision/ 

/Alternating Current-Direct Current 
Portable/ 

S-530— P-0024 0 

Rate Measuring Package 

S-731— P-33 0 

Long Life Rate Measuring Package 

S-731-P— 47 0 

Gages, Measuring Devices, Instruments, Teat 
Equipment, and Tools, Calibration and 
Checking Requirements, 02/15/65 
02-2 0 

Test Methods for Vehicle Measuring and 

Telemetry Electronic Parts, Assemblies, and 
Subsystems, Standard for, 06/22/66 
50M60005B 0 

Leak Meter Assembly, Gaseous Oxygen 

Measuring, Specification for, 02/17/66 
50M60066B 0 

Leak Meter Assembly, Hot Gas Measuring, 


Specification for, 02/27/66 

50M60069A 08-01 

Selector, Measuring Rack, Specification for 
03/30/1965 

50M60077 08-01 

Leak Meter Assembly, Gaseous Hydrogen 
Measuring, Specification for, 03/08/66 
50M60079A 08-01 

Digital Adapter, Liquid Level Measuring, 
Specification for 02/17/1964 

50M60088 08-01 

Leak Meter Assembly, RP-1 Measuring, 

Specification for, 03/15/66 

50M60146A 08-01 

Master Measuring Voltage Power Supply, 5 
Volts, Direct Current, Specification for 
12/03/1964 

50M60228 08-01 

Measuring Assembly, Voltage Standing Wave 
Ratio Model 220, Specification for, 

01/28/66 

50M60259A 08-01 

Measuring Rack House Assembly, Specification 
for 05/12/1965 

50M60288 08-01 

Environmental Test Methods for Vehicle 

Measuring and Telemetry Electronic Parts, 
Assemblies, and Subsystems, Standard for, 

6/26/66 

50M6303A 08-01 

Measuring Assembly, Voltage Standing Wave 

Ratio, Model 225, Specification for, 4/18/66 
50M60355 08-01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 
Specification for, 06/26/62, EO-1 07/02/63, 
EO-3 04/03/64 

10419906B 08-01 

MECHANICAL 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for North American Aviation 
Fac 1 1 1 1 i es 

ESD-106083 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Merritt Island Launch Area 
Facility 

ESD— 106084 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Space Environmental 
Fac i 1 I ty 

ESD-106085 09-03 

Programmed Apollo Checkout Equipment, 

Spaoecraft Mechanical and Electrical 
Requirements for Grummen Aircraft 
Engineering Corporation Facility 

ESD-106086 09-03 

Spare Parts Requirements for Electro- 
Mechanical Systems, 5/13/64 

GMO-5030 0-GEN 11-01 

Pneumatic and Hydraulic Mechanical Components 
and Parts, Electrical, 02/01/66 

KSC-STD-131 10-01 

Graphical Symbols for Drawings- Part 2, 

Mechanical Symbols, 07/01/64 

KSC— STD— 152-2 10-01 

Mechanical Symbols, Standard for, 02/14/64, 
Amendment 1, 12/18/64 

MSFC-STD-162A 08-01 

Goddard Experiment Package Design 

Specification for the Optical-Mechanical 
Subsystem 

S— 623— 0A0— 0002 05-01 

Goddard Experiment Package Design 

Specification for the Electro-Mechanical 
Subsystem 

S— 623— OAD— 0004 05-01 

Mechanical Ground Support Equipment, Support 
Plan, Standard for, 05/24/65 

10M01710A 08-01 

Saturn IB and Saturn V Mechanical Ground 
Support Equipment General Test and 
Documentation Plan, Procedure for, 3/23/66 
10M0181 1 08-01 

Mechanical Design Standards List, Electrical 
Support Equipment, 7/07/66 
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SUBJECT INDEX 


MIRROR 


MICROFICHE 

Microfiche Preparation, Specification for 
MSC— SPEC— 7 
MICROFILM 

Microfila Logging Fora Completion, MSFC 
Microfilming Program Support. Procedure 
05/24/1963 
MSFC-PR0C-228A 

MICROFILMING 


09-03 


for 


08-01 


Microfilming of Drawings and Associated 
Documents, Specification for 
MSC— SPEC— 1 

Microfilming of Engineering Documents 16 MM, 
Requirements for 
MSC— SPEC-3 

Microfilming of Drawings and Associated 
Documents, Specification for 09/04/1963 
MSFC-SPEC-108A 

Microfila Logging Form Completion, MSFC 

Microfilming Program Support, Procedure for 

05/24/1963 

MSFC— PROC— 228A 

MICROMETEORITE 


09-03 

09-03 

08-01 


08-01 


Data Requirements for Microaeteorlte Experiment 
Surveyor Scientific Flights /A-24 Model/, 

4/04/66 

SAS— 50507— GEN 11-01 

MICROPHONE 


Specification for Sound Powered Handset and 
Sound Powered Headset — Microphone 


Microphone Assembly, Specification for 
03/26/1965 
50M60275 

MICROREPRODUCTION 

Specifications and Standards for NASA 

Engineering Data Microreproduction Systems. 
7/66 

NHB 1440.4 

MICROWAVE 

Specification for Microwave Station Data 
Acquisition Facility, Rosman, North 
Carol ina 
S— 532— P—0029 

Revised Specification for a Microwave 
Radiometer 
S-622-P-1 

Goddard Space Flight Center Specification for 
a Microwave Radiometer 
S— 652— P—2 

Specification for Microwave Link 
/PR 10726-1/ 

MIDCOURSE 

Midcourse Propulsion Systems Cleaning Process 
12/23/63 
GPM— 20068— GEN-A 

MILITARY 


10-03 

08-01 

00-02 

05-01 

05-01 

05-01 

10- 03 
* 

11 - 01 


Fittings, Military Connector, 
Defects, Specification for 
MSFC— SPEC-437 

MINIATURE 


Classification of 
02/11/1965 

08-01 


Gyroscope, Free, Miniature, Two Axis 
GSFC-ACS-001 

Specification for a Miniature Space-Borne 
Memory 

S— 652— P—0001 

MINIATURIZED 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 
S— 522— P—0012 
MINIMUM 


05-01 

05-01 


05-01 


Minimum Salient Characteristics for Automatic 
Tape Degaussers, 01/04/65 /PR 49003-1/ 

„ 10-03 

Minimum Salient Characteristics for Constant 
Input-Output Impedance T-Pad, 03/16/65 
/PR 91226-2/ 10-03 

Minimum Salient Characteristics for Direct 
Writing Analog Recorder Systems, 05/10/65 
/PR 98508-1/ 10-03 

Minimum Salient Characteristics for Display 
Unit, 03/12/65 /PR 91218-1/ 


Minimum Salient Characteristics 
Instrument Cartier, 05/10/65 

Minimum Salient Characterisi tcs 


10-03 

for Electronic 
/PR 98507-1/ 

10-03 

for Function 


Generator, 12/04/64 /PR 45619-1/ 

Minimum Salient Characteristics for Isolated 
Radio Frequency Power Divider, 03/12/65 
/PR 91214-1/ 

Minimum Salient Characteristics for Logic 
Modules, 10/22/64 /PR 41329-3,7/ 

Minimum Salient Characteristics for Magnetic 
Indicators, 03/16/65 /PR 91224-4/ 

Minimum Salient Characteristics for an 
Oscillogram Processor, 03/02/65 
/PR 54974-1/ 

Minimum Salient Characteristics for Plastic 
Magnetic Tape Storage Container, 03/19/65 
/PR 91237-1/ 

Minimum Salient Characteristics for Power 
Ampl ifier /Supply 

Minimum Salient Characteristics for Power 
Supply, 12/04/64 /PR 45618-2/ 

Minimum Salient Characteristics for Rack 
Mount for Model 5-119 Oscillographs, 

05/07/65 /PR 98521-1/ 

Minimum Salient Characteristics for Radio 
Frequency Micro-Voltmeter, 03/05/65 
/PR 58941-1/ 

Minimum Salient Characteristics for Recording 
Oscillograph, 03/22/65 /PR 91239-1/ 

Minimum Salient Characteristics for Rotary 
Thumbwheel Switch Assembly, 03/26/65 
/PR 91259-1/ 

Minimum Salient Characteristics for Spectrum 
Analyzer Plug-in Unit, 03/05/64 
/PR 58942-1/ 

Minimum Salient Characteristics for Switch 
Assemblies, 03/10/64 /PR 90135-1/ 

10-03 

Minimum Salient Characteristics for 
Telemetering Indicators, 01/11/65 
/PR 49696-1/ 10 — 03 

Minimum Salient Characteristics for Television 
Monitor, 02/25/65 /PR 54947-1/ 

10-03 

Minimum Salient Characteristics for 

Turns-Count ing Dial, 04/05/65 /PR 94213-1/ 

10-03 

Minimum Salient Characteristics for Very High 
Frequency Oscillator, 12/04/64 /PR 45602-1/ 

10-03 

Minimum Salient Characteristics for Very High 
Frequency Signal Generator, 03/10/65 
/PR 90134-1/ iO-03 

Spacecraft Operational Support Equipment, 
Electronic System, Minimum Requirements for 
the Atlantic Missile Range Launch Complex, 
06/03/63 


10-03 


10-03 


10-03 


10-03 


10-03 


10-03 


10-03 


10-03 


10-03 


10-03 


10-03 


10-03 


10-03 


30768-GEN 

Mariner C, Flight Equipment, Requirements for 
Minimum Magnetic Field, 3/19/63, Amendment 
6/24/63 


11-01 


11-01 


31252-GEN 

MINITRACK 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 
S— 522-P-0012 05-01 

National Aeronautics and Space Admini strat ion- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Minitrack Data Acquisition Sites 
S-533— P-0212 05-01 

Transmitter, Minitrack, Saturn IB and Saturn 

V Space Vehicle, Specification for 
04/16/64, EO-1 05/25/64 

50M60107 08 _ 01 

Transmitter, Minitrack, Saturn IB and Saturn 

V Space Vehicle, Checkout Procedure for 
07/14/1964 

50M60108 
MIRROR 

Final Test Method for Alignment Mirror 
Assembly 
S— 550— AP-0002 

Steerable Mirror and Lens System for the Image 
Orthicon Camera System 


08-01 


05-01 
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S— 731— P-26 
MISCELLANEOUS 

Miscellaneous Fixtures and Metals 
S— 532— P-0021 

Miscellaneous Metal 
MISSILE 

Welding, Fusion, Shielded Arc, Missile 

Components, Aluminum and Magnesium Manual 
or Automatic 01/10/1958 
ABMA— PD-W-45 

Valves, Pressure Regulating for Missile Use, 
General Specification for 05/04/1959 
ABMA-V-53 

Cable and Harness Assemblies, Electrical, 
Missile Systems, General Specification for 
12/15/1959 
ABMA-PD-C-7 1 1 A 

Nimbus Control Sub-System Pacific Missile 
Range Pre— Launch Test Set 
S-650-N 1-0005 

Cover Sheet for ABMA— PD— R— 187 /Relays, 
Hermetically Sealed Missile Equipment/ 


05-01 

05-01 

05-01 

08-01 

08-01 

08-01 

05-01 


06/25/1964 

10M01707 08-01 


Antenna Assembly, Missile 
Measurement, Model 802, 
03/18/1965 
50M60129 

Antenna Assembly, Missile 
Measurement, Model 803, 


Trajectory 
Specification for 

08-01 

Trajectory 
Specification for 


03/18/1965 

50M60130 08-01 


Spacecraft Operational Support Equipment, 

Electronic System, Minimum Requirements for 
the Atlantic Missile Range Launch Complex, 
06/03/63 
30768-GEN 
MISSION 


11-01 


Day-Night Meteorological Camera for the 
Advanced Technology Satellite-D Mission 
S— 731-P-54 05-01 


MIXER 

Ground Composite Signal Mixer and Separator 

ESD-106105 09-03 

Single Output Mixer Amplifier Specification 
for, 12/30/64, E0-1, 07/14/65, EO-2 , 

07/14/65, EO-3, 07/14/65, EO-4, 12/30/65, 

EO-5, 07/06/66 

50M60021 A 08-01 

Amplifier, Mixer, Output, Dual /Isolated/ 

Specification for, 04/12/65, EO-2, 07/14/65, 

EO-3, 07/14/65, EQ-4, 07/15/65, EO-5, 

12/30/65 

50M60036B 08-01 

MOBILE 

Inspecting, Testing, and Certifying Fixed and 
Mobile Cranes, Forklifts, Mobile Personnel 
Towers, and Auxiliary Equipment, 09/27/66 
KSC-STD-S-0001 10-01 

Mobile Service Truck Unit, RJ-1 and Sodium 
Nitrite, Specification for 01/30/1964 
10M01765 08-01 

MODEL 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 


Astronomy Explorer Capacitance Probe 
S-615-P-9 05-01 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Impedance Probe 
S— 615— P—11 05-01 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Electron Trap 
S-615-P-12 05-01 

Star Tracker /Back-Up Model/ for Use in 
Stabilization and Control Subsystem, 

Orbiting Astronomical Observatory 
S-623-0 AO-OO 16 05-01 

Medium Rasolutlon Infrared /MRIR/ Experiment 
Prototype and Flight Model Digital 
Electronics Telemetry Units for Nimbus B 
S— 731-P-18A 05-01 

Engineering Model Reaction Wheel Scanner 

S-731-P-23 05-01 

An Engineering Model Gravity Gradient 
Subsystem 

S-731-P-31 05-01 


Signal Processor and Control Logic Box Flight 


Model for Nimbus D Attitude Control 
Subsystem 
S— 731— P—51 

Flight Model Reaction Wheel Scanner 

S— 731— P—52 05-01 

Data Requirements for Micrometeor i te Experiment 
Surveyor Scientific Flights /A-24 Model/, 

4/04/66 
SAS-50507— GEN 

Data Requirements for Soil Mechanics Surface 
Sampler Experiment Surveyor Scientific 
Flights / A-24 Model/, 4/04/66 
SAS— 50509— GEN- A 

Data Requirements for Touchdown Dynamics 
Surveyor Engineering Flights /A-21 Model/, 

4/04/66 

SAS-50510-GEN-A 

Data Requirements for Touchdown Dynamic 
Experiment Surveyor Scientific Flights 
/A-24 Model/, 4/04/66 
SAS— 5051 1-GEN-A 

Data Requirements for Television Experiment 
Surveyor Engineering' Flights /A— 21 Model/, 

4/04/66 

SAS-505 12-GEN- A 

Data Requirements for Television Experiment 
Surveyor Scientific Flights /A— 24 Model/, 

4/04/66 

SAS— 50513— GEN- A 

Motors, Auxiliary Solid Propellant, Model 

Specification, Preparation of, Standard for, 
6/23/66 
10M01818 

Recorder Assembly, Tape /Airborne/, Model 101, 
Specification for, 10/22/64, EO— 1, 12/16/64, 

EO-2, 07/14/65, EO-3, 07/14/65, EO-4, 

10/27/65, EO-5, 12/04/65, EO-6, 12/04/65, 

EO— 7, 01/14/66, EO— 8, 07/06/66 
50M60016B 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 

Checkout Procedure for, 6/16/64 
50M60031 A 

Antenna Systems, Mistram, Models 802 and 803, 
Checkout Procedure for, 11/04/64 
50M60131 

Antenna System, Radar, Model 708, Checkout, 
Procedure for, 3/10/65 
50M60138 

Antenna System, Azusa, Model 711, Checkout, 
Procedure for, 3/10/65 
50M60139 

Antenna System, Television, Model 402, 

Checkout, Procedure for, 3/10/65 
50M60143 

Digital Data Acquisition Subsystem/ Computer 
Interface Unit, Model 501, Specification 
for, 3/04/66, EU-2, 5/06/66, EO-3, 5/25/66, 

EO-4, 7/05/66 

50M60273A 

Digital Multiplexer Assembly, Model 410, 

Specification for, 2/23/66, EO-3, 4/12/66, 

EO-4, 5/06/66, EO-5, 5/25/66, 

EO-6, 7/05/66 

50M60274 A 

Antenna, Command, Model 313, Specification for, 
3/14/66 
50M60280 A 

Command Power Divider, Model 312, 

Specification for, 3/14/66 
50M60285B 

TV Antenna, Model 408, 11/26/65 

50M60298 

Command Antenna, Model 311, 12/15/65 

50M60302 

Radio Frequency Assembly, Model III, 

Telemetry, Pulse Code Modulated, Ultra 
High Frequency, Specification for, 9/09/66 
50M60320 

Master Control Assembly, Model 810 

Multiplexer, Specification for, 10/17/66 
50M60322 

Divider, Power, Television, Model 409, 
Specification for, 4/04/66 
50M60334 

Measuring Assembly, Voltage Standing Wave 

Ratio, Model 225, Specification for, 4/18/66 
50M60355 08-01 

Antenna, Directional, Command and Communication 


05-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 
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NODULATED 


System, Model 609, Specification for, 

7/15/66 

50M60356 08-01 

Switch, Coaxial, Model 612, Specification for, 
5/13/66 

50M60384 08-01 

Ring, Hybrid, Command and Communication 
System, Model 608, Specification for, 

5/06/66 

50M60385 08-01 

Antenna, Receive, Command and Communication 
System, Model 610, Specification for, 

6/10/66 

50M60389 08-01 

Antenna, UHF , Model 613, Specification for, 

6/10/66 

50M60390 08-01 

Coupler, Directional, Telemetry Model 226, 
Specification for, 9/01/66 

50M60396 08-01 

Technical Specification for Data Model Control 
Panels 

571.1 — 1—66 05—01 

MODIFICATION 


Technical Specifications for Modification on 
Launch Complexes 34 and 37B for Apollo 
Ingress-Egress System, 05/15/64 
KSC— 34— 37B— 003 10-01 

Real Time Automatic Digital Optical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 

S— 524— P—1 05-01 

Specification for Modifications to Switchgear, 
Electrical Components and New Diesel 
Generator Sets, Data Acquisition Facility, 
Santiago, Chile 

S— 532— P—0038 05-01 

Specification for Modification of the High 
Resolution Infrared Photofacsimile for Image 
Rect i f i cat i on 

S-653— P-0002 05-01 

Goddard Space Flight Center Specification to 
Modify the Advanced Vidicon Camera System 
Rapid Film Processors to Utilize Bimat 
Film 


S— 653— P—7 

MODIFIED 

Filter, Presampling, and Power Supply, 

Modified, Subassembly, Specification for, 
03/02/65, ED-3, 06/25/65, ED-4, 06/25/65, 
EO-5, 06/25/65, EO-6, 10/27/65, EO-7, 

11/05/65, ED-8, 01/05/66, EO-9, 06/22/66, 
50M60208A 
NODULAR 

Specification for Modular Enclosures, Radio 
Frequency Interference Shielded, 01/21/64 
KSC-E-153F 

Enclosures, Modular Shielded, Radio Frequency 
Interference, Specification for 07/05/1963 
MSFC— SPEC— 331 

Specifications for Digital Class I Spacecraft 
Recorder Utilizing the M Modular Concept 
as Sponsored by Goddard Space Flight Center 
S— 623— OSD— 0003 
MODULARIZATION 

A Research, Design and Development Program 
Providing Modularization Concepts, 
Techniques and Circuitry for Use in 
Nondiss ipat i ve Regulator-Converters 
S— 630— P—0136 
MODULATED 


05-01 


08-01 


10-01 

08-01 


05-01 


05-01 


Digital Signal Simulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 08/07/1963 

MSFC— SPEC— 297 08-01 

Quick-Look Assembly, Pulse Code Modulated 
Digital Data Acquisition Subsystem 
Receiving Station, Specification for 
08/08/1963 

MSFC— SPEC— 298 08-01 

Data Switch Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC— 299 08-01 

Correlator Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 


for 08/08/1963 

MSFC-SPEC— 300 08-01 

Source* Selector, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specif i.cat ion for 08/02/1963 
MSFC— SPEC-301 08-01 

Computer Interface Panel, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC- SPEC-3 02 08-01 

Data Control Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/14/1963 

MSFC— SPEC-303 08-01 

Digital Signal Synchronizer, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 01/05/1965 

MSFC— SPEC— 304 A 08-01 

Receiver and Demodulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 03/25/1965 

MSFO-SPEC— 305A 08-01 

Power Supply, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MSFC— SPEC— 306 08-01 

Blower Assembly, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 09/04/1963 
MSFC— SPEC-307 08-01 

Patch Panel, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MSFC— SPEC— 308 08-01 

Digital Gate Rack Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/15/1963 

MSFC— SPEC— 309 08-01 

Telemetry Receiving Station, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem, Specification for 09/20/1963 
MSFC-SPEC— 313 08-01 

Converter, Analog-to-Digi tal , Subassembly, 
Vehicleborne, Pulse Code Modulated Digital 
Data Acquisition System, Specification for 
05/15/1964 


MSFC— SPEC-323A 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for 
08/15/63, Amendment 2, 11/20/63 

MSFC-SPEC— 324 08-01 

Timer, 40 Second, Component Selection, Time 
and Temperature Compensating, 06/10/65 
MSFC-PR0C-453A 08-01 

Specification for 5 Kilowatt Amplitude 
Modulated Satellite Interrogation 
Transmitter 

S— 530— P—0010 05-01 

Specification for Frequency Modulated 5 Watt, 

400 Megacycle Solid State Transmitter 
S-621-P-0001 05-01 

Specifications for Ultra High Frequency 
Amplitude Modulated/Frequency Modulation 
Signal Generator 10-03 


Radio Frequency Assembly, Pulse Code 

Modulated, Model CT-19B, Specification for, 
07/15/64, E0-1, 04/07/65, ED-2, 05/17/65, 

EO-3, 07/15/65, EO-4, 07/24/65, EO-5, 

01/05/66, EO-6, 07/06/66 

50M60029A 08-01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 

Checkout Procedure for, 6/16/64 
50M60031A 08-01 

Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 02/09/65, E0-1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60039B 08-01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 
Specification for, 09/14/64, EO-1, 12/04/64, 
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EO-2, 12/10/64, ED-3, 07/15/65, EO-4, 

11/22/65, EO-5, 01/05/66, EO-6, 01/14/66, 

50M60067 08-01 

Transit tier, Telemetry, Vacuua Tube or Hybrid, 
Frequency Modulated /Very High Frequency/, 
Specification for, 07/08/64, EO— 1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

10/05/65, EO-5, 01/05/66, EO-6, 07/06/66 

50M60072A 08-01 

Demultiplexer, Single Sideband Frequency 
Modulated, Specification for 12/02/1963 
50M60078 08-01 

Demultiplexer, Single Sideband Frequency 
Modulated, Specification for, 01/22/65 
50M60092A 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for, 
10/06/64, EQ-1, 07/20/65, EO-2, 01/05/66, 

EO-3, 05/10/66 

50M60209 08-01 

Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 12/10/64, ED-1, 05/17/65, 
EO-2, 10/05/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60230 08-01 

Signal Conditioner, Pulse Code Modulated, 

Specification for, 06/14/65, EO-1, 10/05/65, 
EO-2, 12/02/65, ED-3, 07/06/66 

50M60231 08-01 

Power Supply, 300 M 1 1 1 i amperes , 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 
50M60246 08-01 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 
Acquisition System Receiving Station, 
Specification for 06/11/1965 

50M60247 08-01 

Pulse Code Modulated Digital Synchronizer, 
Specification for, 11/26/65 

50M60250 08-01 

Radio Frequency Telemetry Assemblies, Pulse 
Code Modulated, Specification for, 

11/17/66 

50M60263A 08-01 

Signal Adapter, Pulse Code Modulated, 

Specification for, 8/08/66 

50M60313 08-01 

Radio Frequency Assembly, Model III, 

Telemetry, Pqlse Code Modulated, Ultra 
High Frequency, Specification for, 9/09/66 
50M60320 08-01 

Transmitter, Telemetry, Frequency Modulated, 

Ultra High Frequency, Specification for, 

9/09/66 

50M60321 08-01 

MODULATION 

Pulse Code Modulation Telemetry System 

ESD— 106013 09-03 

Digital Acquisition and Decommutation System 
/Pulse Code Modulation Telemetry Station/ 

ESD— 106014 09-03 

Pulse Amplitude Modulation/Pulse Detector 
Modulation/Pulse Code Modulation Digital 
Decommutator 

ESD— 106019 09-03 

Pulse Amplitude Modulation/Pulse Detector 
Modulation Digital Decommutator System 
ESD— 106024 09-03 

Frequency Modulation Subcarrier Discriminator 

ESD— 106032 09-03 

Pulse Code Modulation Subcommutator, 

Portable Data Gathering System 

ESD— 106115 09-03 

Performance Specifications- Pulse Code 

Modulation Signal Conditioner and Calibrator 
S— 500— P-0023 05-01 

Goddard Space Flight Center Specifications 
Universal Pulse Frequency Modulation 
SI mul ator 

S— 521— P-2 05-01 

Specification for a Pulse Code Modulation 
Signal Conditioning Console 

S— 522-P-0005 05-01 

Specification for a Pulse Code Modulation 
Input Console 


S— 522— P—0 006 05-01 

Specification for a Pulse Code Modulation 
Data Simulator and Comparator 

S— 522— P-0007 05-01 

Specification for a Universal Comb-Filter 
Processing for Pulse Frequency Modulation 
Telemetry Signals 

S-522-P— 0011 05-01 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 
S-522— P-0012 

Specification for Pulse Code Modulation 
Data Handling Equipment 
S-522— P—0014 

Specification for Pulse Code Modulation 
Signal Simulator 
S-530— P—0019 

Specifications for Frequency Modulation 
Monitor and Deviation Meters 

S-530— P—0022 

Pulse Code Modulation-Data Handling 

Equipment- PCM-DHE Data Word Selector 
Interface Specification 
S-534— P—0001 

Pulse Code Modulation Simulator 
S-534-P-4 

Specification for Manned Space Flight 
Technical Procedure— 1 Pulse Code 
Modulation System 
S-550-P-0001 

Goddard Space Flight Center Specification- 
Pulse Code Modulation Data Decommunication 
System 

S-553-P-0010 05-01 

Performance Specification for Pulse Code 
Modulation Telemetry and Multiplexing 
Equipment 

S-553-P-0042 05-01 

Pulse Code Modulation/National Aeronautics 
Spaoe Administration Manned Space Flight 
Network 

S-553-P-17 05-01 

Description and Specifications for Pulse Code 
Modulation Telemetry Tape Recorder System 
S-611-P-2 05-01 

Applications Technology Satellite Specification 
for Communication Frequency Modulation and 
Phase Modulation Receiver 

S-620- ATS— 0006 05-01 

Specification for a Low Power Pulse Code 
Modulation Telemeter 

S-621— P—0002 05-01 

Specification for a Pulse Code Modulation 
Receiving Station 

S-621— P—0003 05-01 

Nimbus B Pulse Code Modulation Telemetry 
Subsystem 

S-653-P— 6 05-01 

Equipment Specification-Pulse Amplitude 

Modulation Commutator Simulator for Saturn 
IB 10-03 

Frequency Modulation System Test Oscillator, 
Specification, 07/15/64 /PR 26764-1/ 

10-03 


05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 


Specifications for Pulse Code Modulation 

Simulator /PR 14369-1/ 10-03 

Specifications for Ultra High Frequency 
Amplitude Modulated/Frequency Modulation 
Signal Generator / 10-03 

Technical Exhibit for Frequency Modulation/ 
Frequency Modulation Demultiplexing 
Equipment 10-03 

MODULE 

Welded Electronic Modules, Design and 
Construction, Standard for 

ARC-STD— 201 02-01 

Manufacturing Requirements HI— REL Digital 
Modules, 2/02/67 

DDM-50442-GEN-B 11-01 

BB204 Callup Module 

ESD-106012 09-03 

Meter Display Module 

ESD— 106029 09-03 

Decimal Display Module 

ESD-106030 09-03 

Event Display Module 

ESD-106031 09-03 
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MONITOR 


Prototype Coamuni cat ions Unit Executor and 
Selection to Activate Random Testing 
Modules 

ESD-106042 09—03 

Communications Unit Executor Selection to 
Activate Rendon Testing Modules 
ESD-106091 09—03 

Direct Current Amplifier Module, Specification 
for, 08/13/62, Aaendaent 1, 03/26/63 

MSFC-SPEC-133A 08-01 

Conponent Lead and Interconnection Materials, 
for Welded Electronic Modules, 10/17/66 
MSFC-SPEC— 270B 08-01 

Fabrication of Welded Electronic Modules, 

Standard for, 04/30/64, Aaendaent 2, 

10/29/65 

HSFC-STD— 271 08-01 

Welded Modules, Series 300, Specification for 
11/04/1963 

MSFC-SPEC— 325 08-01 

Welded Module, Series 300, Inverter Buffer 
/IB-3/ 11/04/1963 

MSFC— SPEC-325/1 08-01 

Welded Module, Series 300, Analog Switch 
/SW-1/ 11/04/1963 

MSFC— SPEC— 325/2 08-01 

Welded Module, Series 300, Line Driver /LD— 2/ 
11/04/1963 

MSFC— SPEC-325/3 08-01 

Welded Module, Series 300, Delay Circuit 
/D-2A/ 11/04/1963 

MSFC-SPEC-325/4 08-01 

Welded Module, Series 300, Double Inverter 
/II-2/ 11/04/1963 

MSFC— SPEC— 325/5 08-01 

Welded Module, Series 300, Input Delay 
/BD-1A/ 11/04/1963 

MSFC— SPEC-325/6 08-01 

Welded Module, Series 300, Core Write /CW-1/ 
11/04/1963 

MSFC— SPEC— 325/7 08-01 

Welded Module, Series 300, Delay Circuit 
/D-1A/ 11/04/1963 

MSFC-SPEC— 325/8 08-01 

Welded Module, Series 300, Flip-Flop /F-1A/ 
11/04/1963 

MSFC— SPEC— 325/9 08-01 

Welded Module, Series 300, Flip-Flop /F-2A/ 
11/04/1963 

MSFC— SPEC-325/1 0 08-01 

Welded Module, Series 300, Flip-Flop /FB-1A/ 
11/04/1963 

MSFC— SPEC-32)5/l 1 08-0 1 

Welded Module, Series 300, Inverter Circuit 
/I-l/ 11/04/1963 

MSFC— SPEC-325/ 12 08-01 

Welded Module, Series 300, Inverter Circuit 
/I-2/ 11/04/1963 

MSFC— SPEC— 325/13 08-01 

Welded Module, Series 300, Inverter Circuit 
/I— 3/ 11/04/1963 

MSFC-SPEC— 325/14 08-01 

Welded Module, Series 300, Inverter Circuit 
/I-4/ 11/04/1963 

MSFC— SPEC-325/15 08-01 

Welded Module, Series 300, Inverter Circuit 
/I-5A/ 11/04/1963 

MSFC-SPEC-325/16 08-01 

Welded Module, Series 300, Inverter Buffer 
/IB-1/ 11/04/1963 

MSFC— SPEC— 325/17 08-01 

Welded Module, Series 300, Inverter Buffer 
/IB-2/ 11/04/1963 

MSFC-SPEC-325/18 08-01 

Welded Module, Series 300, Inverter Flip-Flop 
/IFB-1/ 11/04/1963 

MSFC— SPEC— 325/19 08-01 


Welded Module, Series 300, Serializing Logic 
Circuit /M-1A/ 11/04/1963 

MSFC— SPEC-325/20 08-01 

Welded Module, Series 300, Diode Logic 
Network /M-7A/ 11/04/1963 

MSFC— SPEC-325/21 08-01 

Welded Module, Series 300, Diode Logic 
Network /H-8/ 11/04/1963 

MSFC— SPEC— 325/22 08-01 

Welded Module, Series 300, Line Driver /LD-1/ 
11/04/1963 

MSFC— SPEC-325/23 08-01 


Testing of Welded Modules, Series 300, 

Procedure for 09/20/1963 

MSFC— PROC— 326 08-01 

Modules, Electronic, Encapsulating, 

03/03/65, Aaendaent 2, 09/24/65 

MSFC-PROC-412 08-01 

Specification for Orbiting Geophysical 
Observatory Digital Experiaent Modules 
S— 623— 0G0— 0002 05-01 

Specifications for Orbiting Geophysical 
Observatory Digital Experiaent Modules 
S-623-OG0-0005 05-01 

High Vacuua Puaping Module 

S-630— P-0142 05-01 

Welded Electronic Modules 

S— 672-P-0 004 05-01 

Electrical Load Data-Apollo Coaaand Module 
Stabilization and Control Systea, 01/31/64 
/64 752C/24/A/ 10-03 

Miniaua Salient Characteristics for Logic 
Modules, 10/22/64 /PR 41329-3,7/ 

10-03 

Welded Module Wiring, Standard for, 

04/12/62, ED-1 10/11/63 

10M01618 08-01 

Amplifier Module, Direct Current, 

Specification for, 7/06/66 

40M00313B 08-01 

Aaplifier Module, Direct Current, 

Specification for, 03/05/65, E0-1, 07/14/65, 

EO-2, 03/25/66 

50M60074A 08-01 

Aaplifier Module, Alternating Current, 
Specification for, 04/20/65 

50M60075A 08-01 

Welded Modules, Series 300, Specification for, 
09/09/66 

50M60201A 08-01 

Welded Modules, Renote Digital Sub- 

Multiplexer, Specification for, 07/08/65, 

EO-1, 10/05/65, EO-2, 11/29/65 

50M60217 08-01 

Modules, Plug-In, Digital, Specification for, 

2/10/66 

50M60271 08-01 

Soldered Cordwood Electronic Module 
Fabrication, 5/17/62 

30262-GEN 11-01 

HOLD 

Molds, Plastic, Fabrication of. Procedure for 
03/06/1962 

10M01602 08-01 

MOLDED 


Polytetraf 1 uoroethy lene /Teflon/ Molded and 
Extruded Parts, Sheets, Rods, and Tubing, 
Specification for, 07/20/62, Amendment 1, 
09/20/65 

MSFC— SPEC— 236 08-01 

Sensistor, Molded, Silicon, Type TM-1/8 with 
Weldable Leads, Specification for, 8/12/66 
50M60382 08-01 

HOLDING 


Potting and Holding Electrical Cable Assembly 
Terminations, 11/22/65 

KSC— STD-132 10-01 

Potting and Molding Cable Assemblies, Using 
Elastomeric Compounds, 09/13/65 
MSFC-PR0C-186C 08-01 

Compound, Potting and Molding, Elastomeric, 
12/11/1964, QPL-202-4 02/09/1966 

MSFC-SPEC— 202 A 08-01 

Potting, Encapsulating and Molding, Using 
Silicone Rubber, 01/26/65, Amendment 1, 
07/07/65 

MSFC— PROC— 380 08-01 

Potting and Molding Configuration, Connectors 
09/05/1962 

10H01615B 08-01 

MONITOR 

Status Control and Monitor System 

ESD— 106049 09-03 

Command Monitor Unit 

ESD— 106108 09-03 

Design of Electrical Control and Monitor 
Equipment and Panels, 11/30/66 

KSC-STD-E— 0001 10-01 

Specifications for Frequency Modulation 
Monitor and Deviation Meters 

S— 530-P-0022 05-01 
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MONITORING 


SUBJECT INDEX 


Performance Specification on Radio Frequency 
Power Monitor 

S '“553— P-0015 05-01 

Project Relay Performance Requirements- Space 
Radiation Monitor Experiments 

S— 625— REL— 0151 05-01 

Monitor of Ultraviolet Solar Energy /Muse/ 
Instrument— Nimbus B, Aerobee 150, Aerobee 
150A 

S— 652— P-6 05-01 

Minimum Salient Characteristics for Television 
Monitor, 02/25/65 /PR 54947-1/ 

10-03 

Valve Assembly, Ignition, Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements 06/01/1961 

10M01019 08-01 

Switch, Hypergolic Igniter Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements, 06/09/1961 

10M01369 08-01 

MONITORING 

Environmental Test Specification for the 

Anchored Interplanetary Monitoring Platform 
/AIM P/Spacecraft 

S— 320— A IMP— 1 05-01 

Environmental Test Specification- Components, 

S-74 Interplanetary Monitoring Platform 
S— 320-IMP— 0901 

Environmental Test Specification- S-74 
Interplanetary Monitoring Platform 
Spacecraft System Tests 
S— 320 -IMP— 0903 

Interplanetary Monitoring Platform 
Environmental Test Specification for 
Components 
S-320-IMP-1 

Interplanetary Monitoring Platform 
Environmental Test Specification for 
Spacecraft System Tests 
S— 320— IMP— 2 

Preliminary Specification for Solar Paddle 
Assembly Satellite S-74 /Interplanetary 
Monitoring Platform/ 

S-630-IMP— 0079 

Specifications and Requirements for the 
Interplanetary Monitoring Platform Pryme 
Converter, Model 1 
S— 630— IMP— 0122 

Specifications for S-74 /Interplanetary 
Monitoring Platform— C/ Solar Paddles 
S— 630— IMP— 0125 

Anchored Interplanetary Monitoring 
Platform /D+E/ Solar Paddles 
S-636-P-1 

Interplanetary Monitoring Platform /F+G/ 

Solar Paddles 
S— 636-P-2 

Electrical Interface Document for 

Interplanetary Monitoring Platform F and G 
Spacecraft, Experiments and Instruments 
S— 672-IMP— 0196 05-01 

Magnetic Field Restraints for Interplanetary 
Monitoring Platform F and G 

S— 672-IMP— 0197 05-01 

A Boresight Optics and Monitoring System- 
Technical Exhibit, 03/23/64 /PR 14390-1/ 

10-03 


05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 


MONOCHROME 

High Reliability Monochrome Closed Circuit 
Television Camera, 12/17/65 


10-03 


N0N0PULSE 

Procurement Specification for the Advanced 
Technological Development of a Two-Channel 
Monopulse Antenna System 

S-525-P-0039 05-01 

Two— Channel Monopulse System 

S— 525-P-l 05-01 

MOTOR 

Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 

5/04/64, Amendment 1-B, 9/01/64, Amendment 

2, 2/26/65 

GMO— 501 1 1— GEN— B 11-01 

Insulation of Metal Rocket Motor Chambers 
Using NBR Gen-Gard Materials /Hand Layup, 

Cure In-Place Method/, 9/07/64, 

Amendment 1, 11/19/64 


GMO— 50363— GEN 11-01 

Motors, Alternating Current, Integral 
Horsepower for Ground Support Equipment 
KSC-M— 117 10-01 

Detail Specification Packaging, Marking for 
Shipment and Storage of Motors and Motor 
Drive Sets, 07/01/66 

KSC— P-127/1 10-01 

Specification for Furnishing and Installation of 
Motor— Generator Set at Mojave Station 
S— 532— P—0 036 05-01 

Design and Development of a Brushless Direct 
Current Torque Motor for Use in Solar 
Array Orientation Systems 

S-630-P— 0135 05-01 

Valve, Butterfly, 4-Inch, Motor Operated, 
Specification for, 01/30/62, EO-1 
06/01/62, EQ-2 07/20/62, EO-3 04/02/63 
10M01575 08-01 

Motor, Electric, Specification for 07/20/1962 
10M01624 08-01 


Valve Assembly, Butterfly, 4-Inch, Motor 
Operated, Reliability, Specification for 
08/28/1962 
10M0 , 1668 

Ullage Motor, S-II Stage, Test Specification 
for, 6/23/66, E0-1, 7/22/66 

10M01817 


08-01 

08-01 


Motors, Auxiliary Solid Propellant, Model 

Specification, Preparation of. Standard for, 
6/23/66 

10M01818 08-01 

Motor Generator Set, 3-Phase, 120/208-Volt, 
400-Cycles Per Second, 60-Kilowatt, 

Specification for 08/19/1964 

40M00202A 08-01 

Switch, Motor-Driven, Power Transfer, 

Specification for, 10/05/65 

40M21010 08-01 

Flight Equipment, Carbon Cloth with Phenolic 
Resin for Rocket Motor Nozzles, 2/22/63 
20038-GEN 11-01 

Valve, Vent, Motor Operated, Specification for 
06/10/60, EO-1, 09/30/60 

10419928 08-01 


MOUNT 

Real Time Automatic Digital Optical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 
S-524-P-1 

Functional Specification for 

Elect r I cal ly— Dr iven X-Y Mount for 
Antennas 
S-525-P-0004 

Minimum Salient Characteristics for Rack 
Mount for Model 5—119 Oscillographs, 

05/07/65 /PR 98521-1/ 

MOUNTED 

Specification for Three Truck Mounted 
50-Foot Service Towers 
S-532-P— 0042 

MOUNTING 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/ IB 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting, S6GP-2-2B, 

08/31/64, Amendment 1, 07/29/66 

MSFC— SPEC-339/2B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 1 • 5-19A, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC-339/19A 08-01 

Relay, General Purpose, 28 Volts, Direct 

Current, 4 Pole Double Throw, 7*5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 3-20 A, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/20A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH-2-22 A, 03/16/64 

MSFC-SPEC— 339/22 A 08-01 

Relay, General Purpose, 28 Volts, Direct 


05-01 

05-01 

10-03 

05-01 
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MOUNTING 


Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3.25-23A, 08/31/64 

MSFC-SPEC— 339/23A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 

08/31/64 

MSFC— SPEC-339/24A 08-01 

Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC-SPEC-339/25A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 

04/01/65 

MSFC-SPEC— 339/26A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug— In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC-339/27A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC-339/28A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Re verse— Flange Mounting, 
S2GH-6-31B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/31B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-32A, 04/01/65, Amendment 1, 07/29/66 

MSFC SPEC— 339/32A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Two Hole Flange Mounting, 

S2GP-6-33B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/33B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 33^/418 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/42A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC-339/43B 08-01 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse— Flange Mounting, 
S2GH-6-51A, 04/01/65 

MSFC-SPEC-339/51A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-52A, 04/01/65 

MSFC-SPEC-339/52A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 

Current, 2 Pole Double Throw, 2A, 

Plug-In, 2 One-Hole Ears Mounting, 

S2GP-6-53B, 04/01/65 

MSFC-SPEC-339/53B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 
04/01/65 

MSFC— SPEC-339/54 A 08-0 1 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse— Ears Mounting, 


S2GH— 3-58A, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/58A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC-SPEC-339/59A 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC-SPEC— 339/61 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC-SPEC— 339/62A 08-01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC-SPEC-339/63B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC— SPEC-339/ 64B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10 A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/68 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug— In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 


MSFC— SPEC-339/69A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-7.25-71A, 04/01/65 

MSFC— SPEC— 339/71 A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, 

S2GP— 7*25— 73A, 09/30/65 

MSFC-SPEC— 339/73 A 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 
04/01/1965 
MSFC-SPEC— 339/74 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Amendment 1, 07/29/66 

MSF C— SPEC— 339/8 1 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A , Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC-SPEC— 339/82 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC-SPEC-339/83A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 
Reverse-Flange Mounting, S2LH-8-91A, 
04/01/65 

MSFC— SPEC— 339/91 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC-SPEC— 339/92A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC— SPEC-339/93A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 
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Throw* 2A« Plug-In, Plain Case Mounting* 
S2LP-8-94A, 08/31/64 

MSFC-SPEC-339/94A 08-01 

Relay* Special Purpose /Magnetic Latch/, 28 
Volts* Direct Current* 2 Pole Double 
Throw* 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting* S2LH-6-98A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/98A 08-01 

Relay* Special Purpose /Sensitive/, 28 Volts, 


Direct Current* 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting* S2SH-5Q-101, 12/14/64, 

Amendment 1* 07/29/66 

MSFC-SPEC— 339/101 08-01 

Gtabaled Reaction Wheel Mounting 

S-731— P-25 05-01 

Qualified Glabaled Reaction Wheel Scanner 
Mounting 

S-731— P-59 05-01 

MOVING 

Electronic Moving Van for Transport of 
Spacecraft, 12/18/64 

GMO— 50385— GEN 11-01 

MULTICONDUCTOR 

Specification for Cable, Multi-Conductor, 

Jacketed /58 Conductor/ 

S— 553-P-0039 05-01 

NULTIC0UPLER 

2200-2300 Megacycle Multicoupler 

ESD— 106117 09-03 

136 Megacycle Multicoupler Perforaance 
Specification 

S— 500— P-0204 05-01 

130-140 Megacycle Solid-State Multicoupler 

S-531-P-3 05-01 

Eight Channel Radio Frequency Multicoupler 

S- 553— P-6 05-01 


Specifications for a Teleaetry Multicoupler 

10-03 

Technical Exhibit for Low Distortion Radio 
Frequency Multicoupler, 01/14/65 
/PR 49717-1/ 10-03 

MULTIPLEX 

Perforaance Specification for Pulse Code 
Modulation Teleaetry and Multiplexing 
Equipaent 

S-553-P-0042 05-01 

Applications Technology Satellite Project 
Specification for Multiplex Equipaent 

05-01 


MULTIPLEXER 

Multiplexer Assembly, Model 245, Specification 
for, 10/05/64, EO-1, 01/04/65, EO-2, 

02/16/65, EQ-3, 04/12/65, EO-4, 06/09/65, 

EO-5, 07/28/65, ED-6, 10/05/65, EO-7, 

03/14/66 

50M60023 08-01 

Multiplexer Asseably, Tine Division, Model 
270, Specification for, 05/27/66, EO-10, 
07/06/66 

50M60061A 08-01 

Welded Modules, Reaote Digital Sub- 

Multiplexer, Specification for, 07/08/65, 

EO-1, 10/05/65, EO-2* 11/29/65 

50M60217 08-01 

Digital Multiplexer Asseably, Model 410, 

Specification for, 2/23/66, EO-3, 4/12/66, 

EO-4, 5/06/66* EO-5, 5/25/66, 

EO-6, 7/05/66 

50M60274A 

Master Control Asseably, Model 810 

Multiplexer, Specification for, 10/17/66 
50M60322 
MULTIPLIER 

Specification for Iaage Dissector 

Photoaul t ipl ier Tube Using a Channel 
Multiplier Section 
S-630-P-0144 

General Requireaents for Multiplier Chains, 
02/26/65 /W3HAP-MS-1/ 

MYLAR 

Capacitors, Fixed* Paper /or Mylar/ 

Dielectric* Metallized Dielectric 
Construction, Direct Current* Heraetically 
Sealed Metallic Case /Style SCH05/, 

Specification for 

50M60186 08-01 


08-01 

08-01 

05-01 

10-03 


N 


NARROW 

Exhibit A, Goddard Space Flight Center 
Specification for Narrow Band Tracking 
Filter 


S-536-P-1 05-01 

NATURAL 

Mariner, Flight Equipaent, Electron Radiation 
Test for Quality of Asseably Irradiation By 
Natural Radiation Belt Electrons* 9/01/64 
M00-50274 -GEN-A 11-01 

NEEDLE 

Valve, Needle, Three Way, Specification for 


06/22/1960 

10419926 

NETWORK 

Deep Space Network Teletype Foraat, 
BCC— 50305-GEN 


08-01 


7/22/64 

11-01 


Deep Space Network, Display and Presentation 
of Tlae and Tialng Information, 4/14/66 
DOS-5 027 1-GEN-A 

Weldad Module, Series 300, Diode Logic 
Network /M-7A/ 11/04/1963 

MSFC-SPEC— 325/2 1 

Welded Module, Series 300, Diode Logic 
Network /M-8/ 11/04/1963 

MSFC-SPEC— 325/22 
Deteraination of Voltage Controlled Oscillator 
Frequency Stabilization Network, Procedure 
for, 04/09/65 

HSFC— PROC-359 08-01 


11-01 


08-01 


08-01 


Satellite Tracking and Data Acquisition 
Network Timing System /Amendment 1/ 

S-531— P-0129 

Satellite Tracking and Data Acquisition 
Network Timing System Specification 
S-531— P-0267 

Satellite Tracking and Data Acquisition 
Network Facility, Madagascar 

S— 532— P—9 

Grounding System Requireaents for Satellite 
Traoking and Data Acquisition Network 
Stations 
S-533-P— 11 


05-01 

05-01 

05-01 

05-01 


Solid State Switching Network 
S-534-P-3 

Satellite Tracking and Data Acquisition 
Network Spare Parts Program 
S-535-P-1 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 
S— 536— P—0 004 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 
S— 536— P—0 009 
National Aeronautics and Space Adaini strat ion- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Satellite Tracking and Data Acquisition 
Network Facilities 

S-537— STD— 0266 05-01 

Specification for Digital Command System 
Ground Control Network 

S— 553— P—0 040 05-01 

Pulse Code Kodulat ion/Nat ional Aeronautics 
Spaoe Administration Mannad Space Flight 


05-01 

05-01 

05-01 

05—01 


Network 
S— 553— P—17 

Screening Inspection for Deep Space Network 
Electronic Parts, 1/29/65 
ZPP— 2902-GEN 

Networks, Passive, Printed Transaission Line 
Section, Standard for 11/18/1964 
50M60233 
NEUTRAL 

Solid State Neutral Telagraph Relay 
Spacif Ication 
GSFC— 571-66-08 
NICKEL 

Plastic Sheat, Laainatad, Nlckal-Iron-Cobal t 
Clad /for Weldable Printed Wiring/ 
05/07/1965 
MSFC-SPEC— 455 

Procurement Specification for Nickel-Cadmium 
Calls International Satellite for 


05-01 

11-01 

08-01 

05-01 

08-01 
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NPN 


Ionospheric Studies A 

S-615-P-2 05-01 

Specification for Electronic Scanner-Switching 
Device for Third Electrode Ni ckel-Cadai ua 
Cells 

S-630— P-0167 05-01 

Gold Alloy /Gold 75-Silver 22-Nickel 3/, 

Wire Strip, Sheet, and Rod, Specification 
for, 10/29/63, E0-1 01/08/64 

10M01753 08-01 

Battery, Nickel Cadaiua, 28-Cell, 

160-Aapere-Hour, Specification for, 2/5/64 
40M00204 08-01 

NIGHT 


Day - Nlght Meteorological Caaera for the 
Advanced Technology Satellite-D Mission 
S— 731-P— 54 
NITROGEN 

Gas Cleanliness Requireaents for Operational 
Gaseous Nitrogen, Heliua, and Hydrogen 
Systeas at Coaplex 39, 06/07/66 

KSC-C-182 

Propellant, Inhibited Nitrogen Tetroxide 
MSC-PPD-2 

Nitrogen, Instruaent Grade, Specification for 
09/21/1964 
MSFC-SPEC— 233A 

Nitrogen, Space Vehicle Grade, Specification 
for 09/21/1964 
MSFC-SPEC— 234 

Tank Liquid Nitrogen Inflight-Cooler 

Asseably, Specification for 10/31/1961 
10M01293 

Valve, Check, Liquid Nitrogen, Cooling 

Systea, Specification for, 05/15/62, EO-1 

07/27/62 

10M01627 

NOISE 


05-01 

10-01 

09-03 

08-01 

08-01 

08-01 

08-01 


Noise Figure and Test Signal Systea 
Perforaance Specification 

S-500— P—0222 05-01 

Specifications for the Noise Figure and Test 
Signal Systea 

S— 500— P—0410 05-01 

Developaent of a 1700 Megacycle, Ultra-Low- 
Noise Paraaetric Aapl if ler/Converter Systea 


05-01 


05-01 

05^01 


05-01 


05-01 


05-01 


S-500-P— 0419 

Developaent of a 400 Megacycle, Low-Noise- 
Paraaetric Amplifier Converter Systea 
S— 500— P—0420 

Specification for Randoa— Noise Generator 
S-530— P—0026 

Noise Figure and Test Signal Systea 
Perforaance Specification 
S-553-P— 0022 

Galactic Noise-Battery Cell Specification 
for International Satellite United 
Klngdoa— 2/S— 52 
S— 630— UK— 0113 

Galactic Noise-Battery Test Specification for 
United Kingdoa-2/S-52 International 
Satellite 
S-670— UK— 0001 

Low-Noise Aapl i f ier/Converter Systea- 

Technical Exhibit, 03/09/64 /K-EF3-64-4/ 

, 10—03 

Low— Noise, High Gain Radio Frequency 

Preaapl i f ier Systea, 03/25/64 /PR 14391-1/ 

10-03 

NON-NAGNETIC 

Procureaents Specifications for the Purchase of 
Eleven Aapere-Hour Cells of the 
Si 1 ver— Cadaiua Type /Non-Magnet ic/ 

S-630— P—0166 05-01 

NONDISSIPATIVE 

A Research, Design and Developaent Prograa 
Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondi ssipat i ve Regulator-Converters 
S— 630— P—0136 05-01 

NONMAGNETIC 

Procureaent Specification for the Purchase of 
Five Aapere-Hour Cells of the 
Si 1 ver— Cadaiua Type /Nonaagnet ic/ 

S— 630— P—0128 05-01 

N0NMETALLIC 

Capacitors, Fixed, Plastic Dielectric, 

/Nonaet al lie Case/ /Style KCTM/, 08/24/64 
KSC-C-112 10-01 


Capacitors, Fixed, Plastic Dielectric 
/Nonaet al lie Case/, /Style SCTM/, 

Specification for, 04/17/64, EO-1 04/21/65 
50M60148 08-01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Nonaetal lie Cases/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-27287/, 10/17/66 

50M60409 08-01 

NONOLITHIC 

Microelectronic Circuits, Digital, Silicon, 
Nonolithic, General Specification for 
S-711-P-1 05-01 

NONSOLID 

Capacitors, Fixed, Nonsolid Electrolytic 
Tantalua /Style SCS13/ , Specification for 
06/19/64, EO-1 04/21/65 

50M60192 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalua, Foil and Sintered Slug/, /Style 
SCL/, Specification for, 06/24/64, EO-1 
04/21/65 

50H60193 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalua, Foil and Sintered-Sl ug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification HIL-C-3965/, 4/07/66 

50M60361 08-01 

NONSTRUCTURAL 

Welding, Spot, Resistance, Nons true tural , 

Specification for, 04/06/62, EO-1 10/11/63 
10M01617 08-01 

N0NWIREW0UND 

Resistors, Variable, Nonwirewound /Lead Screw 
Actuated/, /Style SRJ/, Specification for, 
06/19/64, EO-1, 04/21/65, EO-2, 11/04/65, 

EO-3, 01/03/66 

50M60184 08-01 

NOTATION 

Weight Notation Systeas, Standard, 12/06/62, 
Anendaent 1, 01/15/63 

MSFC— STD-204A 08-01 

NOZZLE 

Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 

5/04/64, Aaendaent 1-B, 9/01/64, Aaendaent 


2, 2/26/65 

GM0-50111— GEN-B 11-01 

Flight Equipaent, Carbon Cloth with Phenolic 
Resin for Rocket Motor Nozzles, 2/22/63 
20038-GEN 11-01 

NPN 

Sea {conductor Devices, S2N1724 and S2N1724I, 
06/25/66 

MSFC— SPEC— 338/ 100 A 08-01 

Transistors, Silicon, NPN, S2N335B 12/13/1963 

MSFC-SPEC-338/101 08-01 

Transistor, Silicon, NPN, S2N338B 12/13/1963 

MSFC— SPEC— 338/102 08-01 

Transistor, Silicon, NPN, S2N657A 12/13/1963 

MSFC-SPEC— 338/104 08-01 

Transistor, Silicon, Planar, NPN, S2N697 
12/13/1963 

MSFC-SPEC— 338/1 05 08-01 

Transistor, Silicon, Planar, NPN, S2N708 
12/13/1963 

MSFC— SPEC— 338/106 08-01 

Transistors, Silicon, NPN, S2N718A and 
S2N1613 02/17/1963 

MSFC— SPEC-338/107 08-01 

Transistor, Silicon, NPN, S2N1514 12/13/1963 

MSFC-SPEC— 338/109 08-01 

Transistor, Silicon, NPN, S2N834 12/13/1963 

MSFC-SPEC— 338/110 08-01 

Transistor, Silicon, Planar, NPN, S2N910 
12/13/1963 

MSFC— SPEC-338/1 11 08-01 

Transistor, Silicone, Planar, NPN, S2N918 
12/13/1963 

MSFC— SPEC-338/112 08-01 

Seal conduct or Devices S2N930 and S2N2586, 

09/09/66 

MSFC— SPEC-338/1 13A 08-01 

Transistor, Silicon, NPN, S2N2034A 12/13/1963 

MSFC— SPEC— 338/114 08-01 

Transistor, Silicon, NPN, Planar, S2N2102 
12/13/1963 

MSFC-SPEC— 338/115 08-01 


Seal conductor Devices, S2N1016D and S2N3432, 
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09/24/65, Amendment 1, 10/28/66 

MSFC— SPEC-338A/117B 08-01 

Seal i conductor Devices, S2N2126 and S2N2772, 
09/30/65 

MSFC— SPEC— 338/ 118 A 08-01 

Transistor, Silicon, NPN, S2N1486 12/13/1963 

MSFC— SPEC— 338/1 19 08-01 

Transistors, NPN, Silicon, Types 2N910, 

2N930, and 2N1482 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-S-19500/, 4/07/66 

50M60365 08-01 

Differential Amplifier, Transistor, NPN, Type 
301K5 with Weldable Leads, Specification 
for, 11/17/66 

50H60369 08-01 

Transistor NPN, Silicon, Type 2N2432 with 

Weldable Leads, Specification for, 10/05/66 
50M60370 08-01 

Transistors, Silicon, NPN, Type S2N2102 with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MSFC-SPEC-338/115/ , 
10/17/66 

50M60403 08-01 

NUCLEAR 

Environmental Test Specification for the Gemini 
S-9 Nuclear Emulsion Experiment 

S-320-GE-1 05-01 

Goddard Space Flight Center Program 

Specification for the Nimbus B/System for 
Nuclear Auxiliary Power-19 System 
S-652-NI-1 05-01 

Goddard Space Flight Center Technical 

Interface Specification for the Nimbus B/ 

System for Nuclear Auxiliary Power-19 
System 

S-652-NI-2 05-01 


O 


0-RING 

Standard Thread Anti-Seize and 0 Ring 
Lubricants, Types, Uses, and Control, 

09/20/62 

04- 4 04-01 

OBSERVATORY 

Vehicle System Integration - Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory /S-18/ Spacecraft 

5- 623-0AO— 0100 05-01 

Specifications for Orbiting Geophysical 

Observatory Digital Experiment Modules 
S-623-0GQ— 0065 05-01 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 

S-623-0SO-0137 05-01 

Specifications for an Analog Pulse - Digital 
Data System for Orbiting Geophysical 
Observatory Experiment F-17 

OFFSET 

Laboratory Report of Electromagnetic 
Interference Measurements on Offset 
Doppler Frequency Interrogator System, 

Simmonds Model 462320, Unit 2, 10/19/64 

/IN— K— EF34— 64-5/ 

Offset Doppler Frequency Short-Range 

Interrogator System— Technical Exhibit 

Offset Doppler Frequency Short-Range 
Interrogator System, Addendum A, 

/PR 03347-1/ 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Checkout Procedure for, 
11/07/1963 

50M60024 08-01 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Specification for, 

10/08/1963 

50M60025 08-01 

Antenna Assembly, Offset Doppler Frequency, 

Model 405, Specification for 03/18/1965 
50M60134 08-01 

Antenna System, Offset Doppler Frequency, 

Transmitting, Model 405, Checkout Procedure 
for 11/04/1964 

50M60135 08-01 

Antenna Assembly, Offset Doppler Frequency, 

Model 404, Specification for 03/18/1965 


05-01 

10-03 

10-03 

10-03 


08-01 


08-01 


05-01 


05-01 


05-01 


50M60136 08-01 

Antenna System, Offset Doppler Frequency 

Receiving Model 404, Checkout Procedure for 
11/04/1964 

50M60137 08-01 

OIL 

Corrosion Preventive Compound, Oil Type, 

Water Displacing Saturn Engines and Related 
Components Preservative, Specification for 
01/15/1963 
MSFC-SPEC— 262 

Line, Drain, Lube Oil, Specification for, 

2/15/63, EQ-1, 6/11/63 

10M01164 
ON— PASS 

Specification for the Nimbus C Data System- 
Addendum C, On-Pass Computer Processing 
of A-Stored Data 
S— 650-NI-0025 
ON— SITE 

On-Site Acceptance Test Procedure for the 
Retrofitted Agave Acquisition Aid System 
S-553-P-0036 

On-Site Acceptance Test Procedure for the 
Teltrac Acquisition Aid System 
S-553-P-0037 

OPEN 

Prevalve Assemblies, Normally Open, 

Specification for, 3/08/62, EO-1, 6/17/63, 

EO-3, 10/01/63, EO-5, 8/17/64, EO-6, 

8/24/64 

10M01694 08-01 

OPERATED 

Functional Specifications for Battery-Operated 
Field Radiation Hazard Detector 

S-525-P— 0028 05-01 

Cooling System Vent Valve, Solenoid Operated, 
Specification for, 08/30/61, EO-1 05/17/62 

10M01211 08-01 

Valve, Butterfly, 4-Inch, Motor Operated, 
Specification for, 01/30/62, E0-1 

06/01/62, E0-2 07/20/62, EO-3 \ 04/02/63 

1 OM01575 08-01 

Valve Assembly, Solenoid Operated, 

Specification for, 01/23/63, EO-1 03/11/63, 

EO-2 09/16/63, EO-3 11/18/63 

10M01616A 08-01 

Valve Assembly, Butterfly, 4-Inch, Motor 
Operated, Reliability, Specification for 
08/28/1962 

10M01668 08-01 

Valve Assembly Solenoid Operated, 

Specification for, 07/12/60, EO-1, 04/18/61 

10419922 08-01 

Valve, Vent, Motor Operated, Specification for 
06/10/60, E0-1, 09/30/60 

10419928 
OPERATING 

Goddard Space Flight Center Closed Circuit 
Television Operating Equipment and 
Accessor i es 
S-250— P-0001 

OPERATION 

Performance/Design and Product Configuration 
Requirements KSC Operations Safety Officer. 
Launch Firing Room Console for Apollo 
Launch Support Systems, 09/13/65 
KSC— CP— 22309 10-01 

Apollo Spacecraft Integrated Ground Operations 
Requirements Plan 
MSC-ASPO— GORP-4 

Specification for Operations Building, 

Satellite Tracking Antenna Receiver, and 
Related Facilities, National Aeronautics and 
Space Administration Radio Tracking 
Facility, Fort Myers, Florida 
S-532-P-12 

Expansion of Operations Building Facility 
Santiago, Chile 
S— 532-P-25 

Operation Plan- Project Echo A-ll 
S-625-EC— 000 1 

Preparation of Operation and Maintenance 
Manuals 
STD-256-4 

Manuals, Operations and Maintenance, Ground 
Support Equipment, Preparation of. 

Standard for, 12/02/65 
10M01776B 


08-01 


05-01 


09-03 


05-01 


05-01 


05-01 


05-01 


08-01 
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Hazardous Gas Analyzer System, General 
Design, Operation, and Sampling 
Requirements, Specification for, 2/09/66 
10M01812 08-01 

Preparation of Operation and Maintenance 
Manuals for Ground Support Equipment, 

5/09/63 

20042-GEN 11-01 

OPERATIONAL 

Gas Cleanliness Requirements for Operational 
Gaseous Nitrogen, Helium, and Hydrogen 
Systems at Complex 39, 06/07/66 

KSC-C-182 10-01 

Design and Operational Criteria of Controlled 
Environment Areas, Standard for 07/29/1963 
MSFC— STD-246 08-01 

Wal 1 ops-T i ros Operational Satellite Antenna 
Feed Systems 

S— 531— P— 7 05—01 

Specification for Operational Inter 

Communication System End Instrument Cable 


Space Flight Operations Facility, Operational 
Communications Installation Criteria, 
01/02/63 
30280-GEN 
OPERATOR 

Certification of Welding Machine Operators 
and Weldors, Specification for 03/27/1963 
MSFC-SPEC— 130 

Test Specification and Operators Manual- 
Ground Handling Equipment, United 
Ki ngdom— 2/S-52 International Satellite 
S— 630— UK— 0098 

Test Specification and Operator's Manual 
Special Test Equipment UK-2/S-52 
International Satellite 
S— 630— UK— 0 105 
OPTICAL 

Optical Tooling Instruments, Calibration and 
Test, 10/24/6 6 
MSFC— PROC— 440 

Design, Fabrication, and Installation of 
Princeton Optical Bench for the Twelve by 
Fifteen Thermal-Vacuum Chamber 
S-325-P-7A 

Real Time Automatic Digital Optical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 
S-524-P-1 

Specification for a Computer/Controll er 
Subsystem of an Optical Tracking System 
S— 524— P—2 

Construction of Closed Optical Test Pad 
S— 532— P—0045 

Specification for a Lightweight Portable 
Optical Acquisition Aid 
S— 536— P—0005 

Goddard Experiment Package Design 

Specification for the Opt ical— Mechani cal 

Subsystem 

S— 623— 0 AO-OO 02 


10- 03 

11 - 01 
08-01 
05-01 
05-01 


08-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 


Shipping and Container and Combined Supporting 
Framework and Clean Room Dolly for 
Experiment Optical Systems Containers 
S— 623— 0 AO-OO 14 05-01 

Specification for Astrodome-Type Shelter 
/with Air Conditioning/ for Optical 
Tracking Instruments, 07/23/64 


OPTICS 

A Boresight Optics and Monitoring System- 
Technical Exhibit, 03/23/64 /PR 14390-1/ 


10-03 


ORBITER 


10-03 


Surveyor Orbiter, Flight Equipment, Scientific 
Instrumentation, Electronic Packaging, 

10/31/62 

31139-GEN 11-01 

ORBITING 

Vehicle System Integration - Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory /S-18/ Spacecraft 
S— 623— 0A0— 0100 05-01 

Specifications for Orbiting Geophysical 
Observatory Digital Experiment Modules 


S— 623— 0G0— 0005 05-01 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 


S— 623— 0S0— 0137 05-01 

Specifications for an Analog Pulse - Digital 
Data System for Orbiting Geophysical 
Observatory Experiment F-17 

05-01 

ORGANIC 

Sealants, Organic, Application of. 

Specification for 06/28/1960 

10509317 08-01 

ORIENTATION 

Structural, Thermal Control, and Attitude 
Orientation Subsystems 

S-625-REL— 0110 05-01 

Design and Development of a Brushless Direct 
Current Torque Motor for Use in Solar 
Array Orientation Systems 

S— 630— P— 0 135 05-01 

ORTHICON 

Steerable Mirror and Lens System for the Image 
Orthicon Camera System 

S-731-P-26 05-01 

OSCILLATOR 


Determination of Voltage Controlled Oscillator 
Frequency Stabilization Network, Procedure 
for, 04/09/65 

MSFC— PRO C-359 08-01 

Performance Specification for Data Sub-Carrier 
Osc i 1 1 ators 

S— 500— P—0009 05-01 

Shipboard Unified S-Band System Transmitter 
Voltage Controlled Oscillator Counter 
S-506-P— 6 05-01 

Microelectronic Oscillator Range and Range 
Rate Transponder 

S— 522-P— 0003 05-01 

Procurement Specification for Clock Oscillator 
International Satellite for Ionospheric 
Studies-A 


S— 615-P-8 05-01 

Frequency Modulation System Test Oscillator, 
Specification, 07/15/64 /PR 26764-1/ 

10-03 

Minimum Salient Characteristics for Very High 
Frequency Oscillator, 12/04/64 /PR 45602-1/ 

10-03 

Specification for Test Oscillator 

/PR 32325-1/ 10-03 

Specifications for Voltage Controlled 
Subcarrier Oscillator, High Frequency 
/PR 14287-1/ 10-03 

Telemetry Oscillator Assembly, Model B, 
Specification for 09/11/1963 

50M60019 08-01 

Telemetry Oscillator Assembly, Model A, 
Specification for 09/11/1963 

50M60020 08-01 

Oscillator, Subcarrier, Narrowband, 

Specification for, 12/14/64, E0-1, 10/27/65, 

EO-2, 12/30/65, EO-3, 07/06/66 

50M60032B 08-01 

Oscillator, Wideband, Subcarrier, Specification 
for, 04/20/65, EO-3, 07/14/65, EO-4, 

07/14/65, EO-5, 07/15/65, EO-6, 12/30/65 

50M60037B 08-01 

Oscillator Assembly, Telemetry, Model Cl, 
Specification for, 02/23/66 

50M60100A 08-01 

Telemetry Oscillator Assembly, Models A1 and 
A2, and A3, Specification for, 02/26/65, 

EO-5, 07/14/65, EO-6, 07/14/65, EO-7, 

08/16/65, ED-8, 07/28/65, EO-9, 10/05/65, 

EO— 10 , 12/10/65, EO-11, 07/06/66 

50M60101A 08-01 

Oscillator Assembly, Telemetry, Model Bl, 
Specification for, 02/23/66 

50M60102A 08-01 

Oscillator, Subcarrier, Dual Input, 

Specification for, 11/30/66 

50M60222 08-01 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29.668-Megacycle 
Very Stable Voltage Controlled Oscillator, 
Goldstone Duplicate Standard, 2/20/62 
9915-GEN 11-01 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29.668-Megacycle 
Very Stable Voltage Controlled Oscillator, 

MTS, 3/06/62 

9917-GEN 11-01 
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OSCILLOGRAM 

Minimi* Salient Characteristics for an 
Oscillogram Processor, 03/02/65 

/PR 54974-1/ 10-03 

OSCILLOGRAPH 

Recording Oscillograph 

ESD— 106114 09-03 

Specification for Two-Channel All Solid-State 
Recording Oscillograph System 

S-63Q-P-0153 05-01 

Minimi* Salient Characteristics for Rack 
Mount for Model 5-119 Oscillographs, 

05/07/65 /PR 98521-1/ 10-03 

Mini *u* Salient Characteristics for Recording 
Oscillograph, 03/22/65 /PR 91239-1/ 

10-03 

OSCILLOSCOPE 

Characteristics for Oscilloscope and Associated 
Units, 03/11/65 /PR 90159-1/ 

10-03 

Specifications for Large Screen Oscilloscope 

/PR 14347-1/ 10-03 

OUTBOARD 

H— 1 Rocket Engine, SA-3 Outboard, Reliability 
Test Requirements 09/06/1961 

10M01018 00-01 

Manufacturing Procedure for Saturn Heat Shield 
Curtains /Outboard/ 05/04/1962 

10M01593 08-01 

OUTPUT 

Mini*u* Salient Characteristics for Constant 
Input-Output Impedance T-Pad, 03/16/65 
/PR 91226-2/ 10-03 

Single Output Mixer A*plifler Specification 
for, 12/30/64, E0-1, 07/14/65, EO-2, 

07/14/65, EO-3, 07/14/65, E0-4, 12/30/65, 

EO-5, 07/06/66 

50M60021A 08-01 

Amplifier, Mixer, Output, Dual /Isolated/ 

Specification for, 04/12/65, EO-2, 07/14/65, 

EO-3, 07/14/65, EO-4 , 07/15/65, EO-5, 

12/30/65 

50M60036B 08-01 

Output Register Panel Assembly, Specification 
for, 11/08/65, EO-1 , 6/22/66 

50M60248 08-01 

OVERALL 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/7B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4/0, 

Butyl Rubber Insulated, Specification for, 
00/30/66 

MSFC-SPEC-332/23B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 1/0, 

Butyl Rubber Insulated Specification for, 
08/30/66 

MSFC-SPEC-332/25B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4, 

Butyl Rubber Insulated Specification for, 
00/30/66 

MSFC-SPEC-332/26B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 6, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/27B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/28B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/33B 08-01 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/34B 08-01 

Cable, Electrical, 6 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 


Polyethylene Insulated, Specification for, 

08/30/66 

MSFC-SPEC— 332/35B 08-01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 

Polyethylene Insulated, Specification for, 

08/30/66 

MSFC— SPEC-332/36B 08-01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/37B 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 

Polyethylene Insulated, Specification for, 

08/30/66 

MSFC-SPEC— 332/4 0B 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 

Polyethylene Insulated, Specification for, 

08/30/66 

MSFC-SPEC-332/45B 08-01 

Cable, Electrical, 47 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 

08/30/66 

MSFC-SPEC— 332/47B 08-01 

Cable, Electrical, 60 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/53B 08-01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/57B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC-SPEC-332/58B 08-01 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC— 332/59B 08-01 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC-SPEC-332/60B 08-01 

Cable, Electrical, 21 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/63B 08-01 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/64B 08-01 

Cable, Electrical, 5 Conductor, Overall 
Shielded, American Wire Gauge Size 12, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/65B 08-01 

Cable, Electrical, 6 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/70B 08-01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/7 IB 08-01 

Cable, Electrical, 15 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/72B 08-01 

Cable, Electrical, 13 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
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OXYGEN 


06/30/66 

MSFC-SPEC-332/73B 08-0 1 

Cable, Electrical, 18 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC— SPEC— 332/75B 08-01 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/77B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/80B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/8 IB 08-01 

Cable, Electrical, 20 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/83B 08-01 

Cable, Electrical, 2 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/87B 08-01 

Cable, Electrical, 3 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/88B 08-01 

Cable, Electrical, 37 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 
MSFC— SPEC— 332/95 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/98A 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/99A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 00A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/1 01 A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 102 A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/1 03 A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 104 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


MSFC— SPEC— 332/ 105A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/6 6 

MSFC-SPEC— 332/106A 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 107 A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 108 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 109 A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 110 A 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 11 A 

Cable, Electrical, 37 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 115A 

Orbiting Astronomical Observatory Overall 
System Performance Specification for 
Refurbishment of Prototype of Orbiting 
Astronomical Observatory /A-l/ 
S-623-OAO-0019 

OXIDE 

Sterilization Test Program Investigation, 
Ethylene Oxide Effects On Component Parts 
/Phase III/, 12/01/66 
ZPP— 2118-GEN-A 
OXIDIZER 

Hose Assembly, Oxidizer Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 
10M01022 
OXYGEN 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


05-01 


11-01 


08-01 


Testing Compatibility of Materials for Liquid 
Oxygen Systems, 09/16/66 

HSFC— STD-106B 08-01 

Cleanliness of Components for Use in Oxygen, 

Fuel, and Pneumatic Systems, Specification 
for, 04/16/62, Amendment 4, 07/17/64 

MSFC— SPEC— 164 08-01 

Oxygen, Specification for 04/24/1964 

MSFC-SPEC— 399 08-01 

Duct, Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirements 05/01/1961 

10M01010 08-01 

Check Valve, Liquid Oxygen, H-l Rocket 
Engine, Reliability Test Requirements 
06/13/1961 

10H01366 08-01 

Cover Sheet to Marshall Space Flight Center- 
SPEC— 164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 
08/27/1963 

10M01672A 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 
06/25/1964 

10M01702 08-01 

Cover Sheet for 10509313 /Lubricant, Antiseize 
and Sealing Liquid Oxygen Systems/ 

06/25/1964 

10M01703 08-01 


191 



PACKAGE 


SUBJECT INDEX 


Cover Sheet for Marshall Space Flight Center- 
SPEC-106 /Testing Compatibl 1 i ty of 
Materials, for Liquid Oxygen Systems/ 


08-01 


08-01 


06/25/1964 
10M01706 

Leak Meter Assembly, Gaseous Oxygen 

Measuring, Specification for, 02/17/66 
50M60066B 

Valve, Vent, Liquid Oxygen Container, 

Specification for, 05/19/60, EO-1, 12/06/60, 

ED— 2, 06/29/61, E0-3A, 10/17/62, EO-4, 

10/17/62 

10419910 08-01 

Lubricant, Antiseize and Sealing, Liquid 

Oxygen Systems, Specification for, 06/28/60, 
EO-1 02/27/63 

10509313 08-01 


P 


PACKAGE 

Goddard Experiment Package Design 

Specification for the System Goddard 
Experiment Package 

S— 623— 0 AO— 0001 05-01 

Goddard Experiment Package Design 

Specification for the Optical-Mechanical 
Subsystem 

S— 623— 0 AO— 0002 05-01 

Goddard Experiment Package Design 

Specification for the Fine Guidance 
Subsystem Goddard Experiment Package 
S-623-OAO-0003 05-01 

Goddard Experiment Package Design 

Specification for the Electro-Mechanical 
Subsystem 

S— 623— DAO— 0004 05-01 

Goddard Experiment Package Design 

Specification for the Electronics Subsystem 
S-623-OAO-OOOS 05-01 

Goddard Experiment Package Specification for 
Ground Handling and Facilities 

S- 623-0 AO- 0006 05-01 

Goddard Experiment Package Specification for 
Testing 

S- 623-0 AO- 0007 05-01 

Goddard Experiment Package Design 
Specification for Integration 

S- 623-0 AO— 0008 05-01 

Goddard Experiment Package Specification for 
Data and Documentation 

S-623— 0A0— 0009 05-01 

Goddard Experiment Package Design 
Specification for Materials 

S-623-OAO-OOlO 05-01 

Three Axis Rate Gyro Package 

S-731-P-16A 05-01 


Yam Rate Gyro Package 

S-731-P-17A 05-01 

Omega Position Location Equipment /OPLE/ 

Platform Electronics Package /PEP/ 

S-731-P-24 05-01 

Rate Measuring Package 

S-731-P-33 05-01 

Long Life Rate Measuring Package 

S-731-P-47 05-01 

PACKAGING 

Procedure for Packaging and Marking Cables 
and Harnesses, 10/01/64 

KSC-P-116 10-01 

Detail Specification Packaging, Marking for 
Shipment and Storage of Motors and Motor 
Drive Sets, 07/01/66 

KSC-P-127/1 10-01 

Racks, Consoles, Panels, and Distributors, 

Packaging, Marking and Storage of, 12/01/65 
KSC— P-127/2 10-01 

Mariner C Flight Equipment Electronic 
Packaging, 5/10/65 

MCO-31128— GEN-B 11-01 


Precision Clean Packaging 

MSC-SPEC-C— 12 09-03 

Preservation, Packaging, Handling, and 
Shipping of Space Vehicle Supplies and 
Associated Equipment, General Standard for 
03/09/1965 

MS FC- STD— 343 08-01 

Flared Tube Fittings, Handling, Protection, 
and Packaging of 03/09/1965 


MSFC-STD-343/1 08-01 

Valves and Control Devices, Handling, 

Protection, and Packaging of 03/09/1965 
MSFC-STD— 343/2 08-01 

Electronic Parts and Components Protection, 
Handling, and Packaging of 03/09/1965 
MSFC-STD- 34 3/3 08-01 

Mariner Venus 67 Flight Equipment Electronic 
Packaging, 10/11/66 
MVU-50573— GEN 

Mariner Venus 67 Spacecraft Material and 
Hardware for Packaging of Spacecraft 
Electronic Equipment, 7/25/66 
MVU— 50575-GEN 

Workmanship, Marking, Traceability, Age 

Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specif icatlons for 

Goddard Space Flight Center Use 
S-323-P-2 


11-01 

11-01 


Equipment Packaging Specification for Relay 
Test Stations 
S-500-P-0218 

Voyager Spacecraft Electronic Equipment 
Packaging, 5/18/65 
VMO— 50405-GEN 

Sterilization Test Program Packaging of 
Sterilized Component Parts, 9/02/65 
ZPP— 2117-GEN 

Packaging, Electronic Components, Standard 
11/20/1963 
10M01622A 


05-01 

11-01 

11-01 

for 

08-01 


Packaging, Contamination Control, and Storage 
Procedures, 07/15/65 

20-2 04-01 

Surveyor Orbiter, Flight Equipment, Scientific 
Instrumentation, Electronic Packaging, 


10/31/62 

31139-GEN 

Packaging and Packing of Parts /Repair Parts 
and Components for Space Vehicles/, 
Specification for 05/16/1960 
10509302 
PACKING 

Packing and Crating Equipment for Export 
Sh i pment 
S-500— P-0026 

Packing Flight Equipment for Shipment Within 
the Continental United States, 2/28/63, 
Amendment 1-A, 10/24/63 

20064-GEN— A 

Packaging and Packing of Parts /Repair Parts 
and Components for Space Vehicles/, 
Specification for 05/16/1960 
10509302 


11-01 

08-01 

05-01 

11-01 

08-01 


Construction of Closed Optical Test Pad 
S— 532-P— 0045 

Minimum Salient Characteristics for Constant 
Input-Output Impedance T-Pad, 03/16/65 
/PR 91226-2/ 

IDLE 

Preliminary Test Specification for S-3A 
Solar Paddles 
S-320— EP-0001 

Preliminary Specification for Solar Paddle 
Assembly Satellite S-74 /Interplanetary 
Monitoring Platform/ 

S-630— IMP-0079 

Specifications for S-74 /Interplanetary 
Monitoring Platform-C/ Solar Paddles 
S-630— IMP-0 125 

Solar Paddle Specification for International 
Satellite United KIngdom-2/S-52 
S-630 -UK- 00 72 

Solar Paddle Assembly Test Specification for 
United K i ngdom— 2/S— 52 International 
Satellite 
S-630 -UK- 0097 


05-01 

10-03 

05-01 

05-01 

05-01 

05-01 

05-01 


Anchored Interplanetary Monitoring 
Platform /D+E/ Solar Paddles 
S-636-P-1 

Interplanetary Monitoring Platform /F+G/ 

Solar Paddles 

S-636-P-2 , , 

Paddle Deployment Test for Nimbus A Prototype 
Spacecraft 
S-650— NI— 0023 


05-01 

05-01 

05-01 
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PANEL 


PAINT 

Ground Support Equipment, Paint Standards, 
01/23/62 
30600-STD-A 

Deep Space Instrumentation Facility, Paint 
Standards, 01/23/62 
30606-STD-A 

Space Flight Operations Facility, Paint 
Standards, 04/08/63 
30612-STD-A 

PAINTING 

Painting and Finishing Work 
S-532-P-0019 

Painting, Final, of Saturn ESE Panels, 
Procedure for, 5/04/66 
40M00325 

Painting, Final, of Saturn ESE Racks, 
Procedure for, 5/04/66 
40M00326 

PAIR 

Cable, Electrical, 7 Conductor, I Unshielded, 
3 Pair Twisted and Shielded, American Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 
MSFC-SPEC-332/32B 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, American 
Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/44B 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 
MSFC-SPEC-332/46B 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/52B 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Overall Shielded, 
American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
. MSFC-SPEC-332/57B 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC— 332/61B 

Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/79B 

Cable, Electrical, 10 Conductor, 2 Pair 
Twisted and Shielded and 6 Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/96 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/98 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/1 00 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-33 2/ 105 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/ 109 A 

PALLADIUM 

Palladium Alloy /Palladium 35-Silver 30- 
Copper 14-Gold 10-Platinum 10-Zinc 1/, 



Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, EO-1 01/08/64 
10M01755 

08-01 

11-01 

PANEL 



Astronaut Communications Panel 
ESD-106112 

09-03 

11-01 

Design of Electrical Control and Monitor 



Equipment and Panels, 11/30/66 
KSC-STD-E— 0001 

10-01 

11-01 

Racks, Consoles, Panels, and Distributors, 



Packaging, Marking and Storage of, 12/01/65 


KSC-P-127/2 

10-01 

05-01 

Mariner C, Flight Equipment, Fabrication, 


08-01 

Power Subsystem, Solar Panels /4A1, 4A3, 
4A5, and 4A7/, 8/17/63 

MCP— 30287— GEN 

11-01 

08-01 

Marking of Electrical Ground Support 

Equipment, Front Panels, and Rack Title 
Plates, Standard for 05/22/1964 



MSFC— STD-275 A 

08-01 

08-01 

Digital Signal Simulator Panel Assembly, 
Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 08/07/1963 
MSFC— SPEC-297 

08-01 

08-01 

Data Switch Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 
MSFC-SPEC— 299 

08-01 


Correlator Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 
MSFC-SPEC— 300 

08-01 

08-01 

Computer Interface Panel, Pulse Code 


t 

Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 



MSFC— SPEC-302 

08-01 

08-01 

Data Control Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 



Subsystem Receiving Station, Specification 
for 08/14/1963 
MSFC— SPEC— 303 

08-01 

08-01 

Receiver and Demodulator Panel Assembly, 
Pulse Code Modulated Digital Data 



Acquisition Subsystem Receiving Station, 
Specification for 03/25/1965 
MSFC-SPEC-305A 

08-01 

08-01 

Patch Panel, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 



Station, Specification for 08/15/1963 
MSFC-SPEC— 308 

08-01 

08-01 

Telemetry Patch Panel Performance 
Specification 
S-500-P-0213 

05-01 


Procurement Specification for International 
Satellite for Ionospheric Studies A Solar 
Cell Panels 
S-615-P-1 

05-01 

08-01 

Nimbus Panel Number 1 



S-650-NI-0010 

05-01 


Nimbus Panel Number 4 
S-650-NI-0011 

05-01 

08-01 

Nimbus Panel Number 6 and Horizon Attitude 
Computer 
S-650— NI— 0012 

05-01 


Nimbus Panel Number 5 
S-650-N 1-0013 

05-01 

08-01 

Specifications for Blank Panels and Engraved 
Blank Panels, 02/08/65 /PR 54933-1/ 

Coating, Chromate Conversion, of Saturn ESE 

10-03 


Panels, Chassis, and Racks, Procedure for, 

5/04/66 

40M00319 

08-01 

08-01 

Painting, Final, of Saturn ESE Panels, 
Procedure for, 5/04/66 
40M00325 

08-01 


08-01 


Output Register Panel Assembly, Specification 
for, 11/08/65, EO-1, 6/22/66 

50M60248 

Data Switch Panel Assembly, Specification for 
11/04/65 
50M60252 

Patch-Panel Assembly, Specification for, 
10/06/65 
50M60253 


08-01 

* 

08-01 

08-01 
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Receiver and Demodulator Panel Assembly, 
Specification for, 7/26/65 

50M60291 08-01 

Digital Signal Simulator Panel Assembly, 
Specification for, 11/26/65 

50M60292 08-01 

Source Selector Panel Assembly, Specification 
for, 11/08/65 

50M60293 08-01 

Computer Interface Panel Assembly, 

Specification for, 11/23/65 

50M60294 08-01 

Data Control Panel Assembly, Specification 
for, 12/28/65 

50M60305 08-01 

Correlator Panel Assembly, Specification for, 
12/20/65 

50M60307 08-01 

Quick-Look Panel Assembly, Specification for, 
9/08/65 

50M60308 08-01 

Technical Specification for Data Model Control 
Panels 

571.1-1-66 05-01 

Engraving on Ground Equipment, Control Panel 
Faces, 01/30/63 

30602-STD— C 11-01 

Meters for Ground Equipment, Control Panels, 
01/19/62 

30604-STD-A 11-01 

PAPER 

Capacitors, Fixed, Paper or Paper-Plastic 
/Style KCVP09/, 08/24/64 

KSC-C-114 10-01 

Specification for Forced Fluid Recording Paper 
/Used in Brush Mark 200 Recorders/ 

S-539-P— 0001 05-01 

Specification for Ink Recording Paper /Used in 
Esterline Type Recorders/ 

S-539-P-0002 05-01 

Specification for Heat-Sensitive Recording 
Paper /Used in Sanborn Recorders/ 

S-539-P-0003 05-01 

Capacitors, Fixed, Paper /or Paper-Plastic/ 
Dielectric /Hermetically Sealed in Metallic 
Case/ /Style SCPV09/, Specification for, 
04/17/64, EO-1, 04/21/65, EO-2, 09/24/66 

50M60180 08-01 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/ , 

Specification for 

50M60186 08-01 

Paper, Copyflo, Reproduction, Specification for 
08/22/1960 

10419942 08-01 

PARABOLIC 

Functional Specification for 136 Megacycle and 
1700 Megacycle Feed Systems 85-Foot 
Diameter Parabolic Antenna 

S-525-P— 0002 05-01 

Performance Specification for Relay Feed 
System for 85-Foot Diameter Parabolic 
Antenna 

S-525-P-0011 05-01 

Performance Specification for Space 

Communications Feed System for 85-Foot 
Diameter Parabolic Antenna 

S-525-P-0013 05-01 

Performance Specification for Communications 
Satellite Feed System for 85-Foot Diameter 
Parabolic Antenna 

S-525-P-0015 05-01 

Performance Specification for 136, 400 and 1700 
MC Feed Systems for 85-Foot Diameter 
Parabolic Antenna 

S-525-P-0016 05-01 

PARAMETRIC 

Performance Specification- Parametric 
Amplifier/Converter System 

S-500-P-0221 05-01 

Development of a 1700 Megacycle, Ultra-Low- 
Noise Parametric Amplifier/Converter System 
S-500-P-0419 05-01 

Development of a 400 Megacycle, Low-Noise- 
Parametric Amplifier Converter System 
S-500-P-0420 05-01 


PART 


Screening Inspection for Electronic Parts 

ARC-SPEC-303 02-01 

Magnetic Field Screening of Parts 

ARC-SPEC-350 02-01 

Spare Parts Requirements for Electro- 
Mechanical Systems, 5/13/64 

GMO— 50300— GEN 11-01 

Spare and Replaceable Parts Provisioning 
Document for National Aeronautics Space 
Administration Communications Division 
GSFC-571— 65-01 05-01 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems and Systems 
for Pneumatic Use in Support Equipment, 


12/14/64 

KSC-C-123 

Pneumatic and Hydraulic Mechanical Components 
and Parts, Electrical, 02/01/66 
KSC— STD— 131 

Polytetraf 1 uoroet hy lene /Teflon/ Molded and 
Extruded Parts, Sheets, Rods, and Tubing, 
Specification for, 07/20/62, Amendment 1, 
09/20/65 
MSFC— SPEC— 236 

Electronic Parts and Components Protection, 
Handling, and Packaging of 03/09/1965 
MSFC— STD— 343/3 

Radiographic Inspection of Electronic Parts, 
06/07/65, Amendment 1, 08/17/66 

MSFC-STD-355A 


10-01 

10-01 

08-01 

08-01 

08-01 


Inspection System Provisions for Suppliers of 
Space Materials, Parts, Components, and 
Services, 04/62 

NPC 200-3 00-01 

Screening of High Usage Electronic Parts for 
the Nimbus Satellite Program 

S— 450— P—4 05-01 

Satellite Tracking and Data Acquisition 
Network Spare Parts Program 

S— 535— P—1 05-01 

Jet Propulsion Laboratory Reliability Control 
Program for Spacecraft Electronic and 
Electromechanical Component Parts, 9/24/64 
ZPP— 2 000-GEN- A 11-01 

Jet Propulsion Laboratory Contractor 

Reliability Control Program for Spacecraft 
Electronic and Electromechanical Component 
Parts, 7/29/64 

ZPP— 2001-GEN 11-01 

Requirements for Controls in Manufacturing of 
Spacecraft Electronic for Electromechanical 
Component Parts, 11/15/65 

ZPP— 2 002- GEN- B 11-01 


Handling of HI-REL, Preferred, or Screened 
Electronic Component Parts, 8/23/63 
ZPP— 2021- GEN 11-01 

Computation and Submittal of Component Test 
Statistics, 2/03/65 

ZPP— 2040-GEN-D 11-01 


Requirements for Radiographic Inspection of 
Electronic Parts, 1/06/67 

ZPP— 2050-GEN 11-01 

Preparation and Submittal of Final Test Report 
on Component Part Test Programs, 1/08/64 
ZPP— 2098— GEN 11-01 

Heat Sterilization Test Program for 

Electronic Component Parts, 11/04/66 
ZPP— 2100-GEN-A 11-01 

Sterilization Test Program Packaging of 
Sterilized Component Parts, 9/02/65 
ZPP— 2117-GEN 11-01 

Sterilization Test Program Investigation, 

Ethylene Oxide Effects On Component Parts 
/Phase III/, 12/01/66 

ZPP— 2 118- GEN- A 11-01 

Sterilization Test Program Screening Test 
Development Task I Component Part Design 
Appraisal, 10/28/66 

ZPP— 2 125- GEN 11-01 

Heat sterilization - Temperature Gradient 
Test Program for Electronic Component 
Parts, 7/26/65 

ZPP-2126— GEN 11-01 

High Impact Shock Test Program for Electronic 
Component Parts, 7/12/66 

ZPP— 2 12 8- GEN 11-01 

Screening Inspection for Electronic Parts 
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/Applicable to Mars 1966 Only/, 8/07/64 
ZPP-2901-GEN H-01 

Screening Inspection for Deep Space Network 
Electronic Parts, 1/29/65 

ZPP— 2902— GEN 11-01 

Qualification Requirements for Electronic and 
Electromechanical Parts, 5/10/66 
ZPQ— 2400— GEN 11-01 

Qualification Testing of Spacecraft Electronic 
and Electromechanical Parts, 7/18/66 
ZPQ-240 1-GEN-A 11-01 

Acceptance Standards for Hydrogen Peroxide 
Conditioning of Components and Parts, 

02/01/62 

05-5 04-01 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems, and Systems 
for Pneumatic Use in Support Equipment, 


Specification for, 4/28/64, EO-2, 7/28/64, 

10M01671B 08-01 

Test Methods for Vehicle Measuring and 

Telemetry Electronic Parts, Assemblies, and 
Subsystems, Standard for, 06/22/66 
50M60005B 08-01 

Environmental Test Methods for Vehicle 

Measuring and Telemetry Electronic Parts, 
Assemblies, and Subsystems, Standard for, 

6/26/66 

50M6303A 08-01 

Lead Material, Weldable, for Interconnection 
and Component Parts, Specification for, 

3/17/66 

50M60363 08-01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 
Specification for, 06/26/62, E0-1 07/02/63, 

EQ-3 04/03/64 

10419906B 08-01 


Packaging and Packing of Parts /Repair Parts 
and Components for Space Vehicles/, 
Specification for 05/16/1960 
10509302 
PARTICLE 

Environmental Test Plan- Energetic Particles 
Satellite /S-3/ 

S— 320— EP-0003 

Four Million Electron Volt Particle 
Accelerator with Beam Handling System 
S— 716— P—7 
PASSIVATION 

Cleaning and Passivation of Bellows and Ducts 
Specification for 02/26/1960 
10419901A 
PASSIVE 

Passive Thermal Protection System 
Installation, Procedures for 
MSC-PROC-31 

Networks, Passive, Printed Transmission Line 
Section, Standard for 11/18/1964 
50M60233 

PATCH 

Patch Panel, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MSFC— SPEC-308 

Telemetry Patch Panel Performance 
Specif i cation 
S— 500— P-0213 

Signal Patch Board Assembly 


08-01 

05-01 

05-01 

08-01 

09-03 

08-01 

08-01 

05-01 


S— 525— P-2 

Patch-Panel Assembly, Specification for, 

10/06/65 
50M60253 

PATCHBOARD 

Procedure for Wiring Programming System 
Patchboards, 06/15/64 
KSC-W-167 

PATCHING 

Specification for Coaxial Patching Components, 
01/04/65 /PR 49004-1/ 10-03 

PATTERN 


05-01 

08-01 

10-01 


Master Drawings and Pat 
General Requirements, 
1, 04/09/65 

MSFC— STD— 420 

PAYLOAD 

Environmental Test Spec 


erns. Undimensioned, 
02/03/65, Amendment 

08-01 

fication for San Marco 


/Shotput/ Payloads 
S— 320— SM-0901 

General Environmental Test Specifications for 
Flight Acceptance of Sounding Rocket 
Payloads 
S-320-SR-1 

Standardized Payload Housing and Rack for 
Nike-Cajun and Nike-Apache Sounding 
Rockets 
S-616-P-0051 
PEDESTAL 

Functional Specification for Hydraulically 
Driven X-Y Pedestal and Servo Positioning 
System 
S-525— P-0005 

Specifications for Servo-Driven Antenna 
Pedestal 
S— 525— P—0010 

General Purpose X-Y Pedestal 
S— 531— P—16 

PEN 


05-01 


05-01 


05-01 


05-01 

05-01 

05-01 


Specifications for Pen Recorder 
PENETRANT 


/PR 14346-1/ 

10-03 


Penetrant Inspection Method, Standard for 
10/27/1964 

MSFC-STD— 366 08-01 

PERFORMANCE 


Weight/Perf ormance Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6006/, 8/15/65 

CM 017-041-1 00-02 

Contract End Item Detail Specification /Low 
Frequency Accelerometer/ Performance/Design 
and Product Configuration Requirements, 

11/03/66 

KSC-SPEC-M-0001 10-01 

Performance/Design and Product Configuration 
Requirements KSC Operations Safety Officer. 
Launch Firing Room Console for Apollo 
Launch Support Systems, 09/13/65 
KSC— CP— 22309 10-01 

Preparation of Performance and Design 
Requirements 

MSC— STD-105 09-03 

Performance Specification for Data Sub-Carrier 
Osc i 1 lators 

S— 500— P—0009 05-01 

Performance Specification for a 10 Kilowatt S- 
Band Power Amplifier 

S-500— P-0010 05-01 

Performance Specification for Antenna Control 
and Drive System 

S— 500— P-0021 05-01 

Performance Specification- Antenna Position 
Programmer System 

S-500— P-0022 05-01 

Performance Specifications- Pulse Code 

Modulation Signal Conditioner and Calibrator 
S-500— P-0023 05-01 

Performance Specification for Tracking Data 
Processor System 

S-500 -P-0 025 05-01 

Tracking Combiner Performance Specifications 

S-500-P-0101 05-01 

Diversity Telemetry Receiver Performance 
Specification 

S-500— P-0202 05-01 

136 Megacycle Multicoupler Performance 
Specification 

S-500— P-0204 05-01 

136 Megacycle Solid-State Preamplifier 
Performance Specification 

S-500— P-0211 05-01 

Remote Controlled Attenuator Performance 
Specifications 

S-500— P—0212 05-01 

Telemetry Patch Panel Performance 
Specification 


S-500— P-0213 05-01 

Performance Specifications for Acquisition 
Tracking Receiver 

S-500-P-0220 05-01 

Performance Specification- Parametric 
Amplifier/Converter System 

S— 500 -P-0221 05-01 

Noise Figure and Test Signal System 
Performance Specification 

S— 500-P— 0222 05-01 
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Performance Specification for Remote Controlled 
Attenuator 

S-500-P-0223 05-01 

Performance Specification for 2300 Megacycle 
Bores ight Source 

S-500-P-0224 05-01 

Performance Specification- Up-Date 
Verification Receiver 

S— 500-P-0225 05-01 

130-140 Megacycle Tracking Receiver 
Performance Specification 

S-500-P-0301 05-01 

136 Megacycle Boreslght Source Performance 
Speci f icat ion 

S-500-P-0411 05-01 

136 Megacycle Calibration Signal Generator 
Performance Specification 

S-500-P-0412 05-01 

400 Megacycle Boreslght Source Performance 
Specification 

S-500-P-0413 05-01 

400 Megacycle Calibration Signal Generator 
Performance Specification 

S-500-P-0414 05-01 

1700 Megacycle Boreslght Source Performance 
Specification 

S-500— P-0415 05-01 

1700Megacycle Calibration Signal Generator 
Performance Specification 

S— 500-P-04 16 05-01 

Tracking Combiner Performance Specifications 

S-523-P-0101 05-01 

Diversity-Locked Phase Demodulator Performance 
Sped f icat ton 

S-523-P-0201 05-01 

Diversity Telemetry Receiver Performance 
Speci f Icat ion 

S-523-P-0202 05-01 

130 Megacycle to 140 Megacycle Line Amplifiers 
Performance Specifications 

S-523-P-0219 05-01 

130 Megacycle to 140 Megacycle Advanced 

Polarization Diversity Autotrack Receiver 
Performance Specification 

S-523-P-0302 05-01 

Digital Data Recording and Synchronizing 
System /Digital Data Recording and 
Synchronizing System/ Performance 
Speci fi cat ion 

S-523-P-2 05-01 

Performance Specification for a Cassegrain Feed 
System for 30-Foot Antenna 

S-525-ANT-00$0 05-01 

Vertical Freespace Range for Antenna 
Performance Test Facility 

S-525-P-00 06 05-01 

Performance Specification for Relay Feed 
System for 85-Foot Diameter Parabolic 
Antenna 

S-525-P-0011 05-01 

Performance Specification for Space 

Communications Feed System for 85-Foot 
Diameter Parabolic Antenna 

S-525-P-0013 05-01 

Performance Specification for Communications 
Satellite Feed System for 85-Foot Diameter 
Parabolic Antenna 

S-525-P-0015 05-01 

Performance Specification for 136, 400 and 1700 
MC Feed Systems for 85-Foot Diameter 
Parabolic Antenna 

S-525-P-00 16 05-01 

Performance Specification- Antenna Drive and 
Control System 

S-525-P-0019 05-01 

Performance Specification for a Cassegrain 
Feed System for 85-Foot Antenna 

S-525-P-0023 05-01 

Performance Specification for a Cassegrain Feed 
System for 30-Foot Antenna 

S-525-P-0030 05-01 

Performance Specification for an Acquisition 
Antenna for 30-Foot Antenna 

S-525-P-0031 05-01 

Performance Specification- 130 to 140 Megacycle 
Tracking Receiver 

S-531-P-6 05-01 

Performance Specification- 235 Megacycle 
Collimation Transmitter 


S-531-P-8 05-01 

Diversity-Locked Phase Demodulator 
Performance Specifications 

S-531-P-10 05-01 

Performance Specification on Collimation Tower 
S-553-P— 0014 05-01 

Performance Specification on Radio Frequency 
Power Monitor 

S-553-P-0015 05-01 

Noise Figure and Test Signal System 
Performance Specification 

S- 553 -P-0 022 05-01 

Performance Specification on Apollo Precision 
Frequency Source 

S-553— P-0028 05-01 

Performance Specification for Pulse Code 
Modulation Telemetry and Multiplexing 
Equ ipment 

S-553-P-0042 05-01 

Performance Specifications for an Orbiting 
Astronomical Observatory 

S-623-0A0— 0017 05-01 

Orbiting Astronomical Observatory Overall 
System Performance Specification for 
Refurbishment of Prototype of Orbiting 
Astronomical Observatory /A-l/ 

S— 623— 0 A 0—00 19 05-01 

Relay I Spacecraft Project Relay Performance 
Requi resents 

S— 625— REL— 0100 05-01 

Project Relay Performance Requirements- Relay 
Spacecraft Expected Environment 

S-625— REL— 0103 05-01 

Project Relay Performance Requirements- Relay 
Spacecraft Reliability Control 

S-625-REL-0104 05-01 

Project Relay Performance Requi rement s- 
Electrical Design and Coordination 
S-625-REL-0105 05-01 

Project Relay Performance Requ i rement s- 
Structure Subsystem 

S-625-REL-0111 05-01 

Project Relay Performance Requirements- 
Electrical Power Subsystem 

S-625-REL-0120 05-01 

Project Relay Performance Requi rement s- 
Wideband Communications Subsystem 
S -6 2 5 -REL -0130 05-01 

Project Relay Performance Requ i rement s- 
Spacecraft Command Receiver 

S-625-REL-0142 05-01 

Project Relay Performance Requ i rement s- 
Spacecraft Command Decoder 

S-625-REL— 0143 05-01 

Project Relay Performance Requirements— 

Spacecraft Telemetry Encoder 

S-625-REL-0144 05-01 

Project Relay Performance Requ i rement s- 
Spacecraft Telemetry Transmitter 

S-625-REL-0145 05-01 

Project Relay Performance Requi rements- 
Relay Spacecraft Telemetry Measurements 
List 

S-625— REL- 01 46 05-01 

Project Relay Performance Requ i rement s- 
Command Control Box 

S-625-REL— 0147 05-01 

Project Relay Performance Requi rement s- 
Radiation Experiments 

S-625-REL-0150 05-01 

Project Relay Performance Requirements- Space 
Radiation Monitor Experiments 

S-625-REL-0151 05-01 

Project Relay Performance Requ 1 rement s- 
Spacecraft Radiation Effects Experiments 
S-625— REL -01 52 05-01 

Project Relay Performance Requi rement s- 
Spacecraft Sun Aspect Indicator 

S-625-REL-0153 05-01 

Project Relay Performance Requi rement s- 
Radlation Experiments Voltage Regulator 
S-625-REL-0154 05-01 

Project Relay Performance Requi rements- 
Spacecraft Simulator 

S-625-REL-0169 05-01 

High Performance Instrumentation Tape 
Recorders, 03/17/65 /PR 94186-1/ 

10-03 

Specifications for a High Performance Kinescope 
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Recording System, 03/25/65 /K-EF3-65-14/ 

10-03 

Filter, Air Performance, Specification for 
04/21/60, EO-1 03/15/61 

10419906 08-01 

LOX Replenishing Valve Assembly, Performance, 
Specification for, 05/02/60, EO-1, 12/06/60, 

EO-2, 02/21/62 

10419913 08-01 

PERIODIC 

Requirements for Contractor Preparation of Deep 
Space Instrumentation Facility Periodic, 
Technical, and Final Project Reports, 

9/22/64 

DO 0-1 024— GEN 11-01 

Log Periodic Antenna Foundations Clark Lake 
/Borrego Springs/, Calif. 

S-532— P-17 05-01 

Periodic Certification of Hand Crimping and 
Wire Stripping Tools, 09/25/63 
02-1 04-01 

PERIPHERAL 

Feasibility Prototype Spacecraft Tape Recorder 
Utilizing Peripheral Drive Belt Technique 
S— 632— P—0100 05-01 

PERSONNEL 

Inspecting, Testing, and Certifying Fixed and 
Mobile Cranes, Forklifts, Mobile Personnel 
Towers, and Auxiliary Equipment, 09/27/66 
KSC-STD— S— 0001 10-01 

PETROLEUM 


Description, Use, and Control of Hydraulic 
Fluid, Non-Petroleum Base, Aircraft 
/MIL— H— 8446/, 01/06/61 

06-3 04-01 

PHASE 

Launch Phase Simulator 

S— 325— LPS— 0001 05-01 

Data Collection and Recording System for the 
Launch Phase Simulator 

S-325— P— 4 05-01 

Functional Requirements for Phase Lock 
Demodul ator-Combi ner 

S— 500— P-0020 05-01 

Diversity-Locked Phase Demodulator Performance 
Specification 

S— 523— P—0201 05-01 

Data Collection and Recording System for the 
Launch Phase Simulator 

S— 525— P—4 05-01 


Diversity-Locked Phase Demodulator 
Performance Specifications 

S-531— P— 10 05-01 

Applications Technology Satellite Specification 
for Communication Frequency Modulation and 
Phase Modulation Receiver 

S— 620— ATS— 0006 05-01 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 

S— 623— AOSO— 0137 05-01 


Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 

S— 623— 0S0— 0137 05-01 

Sterilization Test Program Varactor Phase II, 
11/04/66 

ZPP-2106— GEN— A 11-01 

Sterilization Test Program Fuses /Phase II/, 
2/11/65 

ZPP— 2 1 0 7— GEN— A 11-01 

Sterilization Test Program Capacitor Retest 
Phase, 2/26/65 

ZPP— 2108— GEN 11-01 

Sterilization Test Program Variable Trimming 
Resistors /Phase II/, 1/19/67 

ZPP-2109— GEN— A 11-01 

Sterilization Test Program Fixed Resistors 
/Phase II/, 1/19/67 

ZPP-2112— GEN— A 11-01 

Sterilization Test Program Investigation, 

Ethylene Oxide Effects On Component Parts 
/Phase III/, 12/01/66 

ZP P-2 1 1 8— GEN— A 11-01 

Sterilization Test Program, Relay Phase, 

2/11/65 

ZPP— 2 1 1 9— GEN-A 11-01 

Sterilization Test Program Linear Microcircuit 
/Phase I/, 3/31/65 

ZPP— 2122— GEN 11-01 

Frequency Changer, Static, 15-Kilowatt, 


120/208-Volt, 3-Phase, 400-Cycles Per 
Second, Specification for, 07/01/64 
40M00201B 08-01 

Motor Generator Set, 3-Phase, 120/208-Volt, 
400-Cycles Per Second, 60-Kilowatt, 

Specification for 08/19/1964 

40M00202A 08-01 

Power Supply Set, 3-Phase, 60-Kilowatt, 

60-Cycles Per Second, Specification for 
05/18/1964 

40M00203A 08-01 

PHENOLIC 

Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 

5/04/64, Amendment 1-B, 9/01/64, Amendment 

2, 2/26/65 

GMO— 5011 1-GEN- B 11-01 

Flight Equipment, Carboff Cloth with Phenolic 
Resin for Rocket Motor Nozzles, 2/22/63 
20038-GEN 11-01 

PHOTOFACSIMILE 

Specification for Modification of the High 
Resolution Infrared Photofacsimile for Image 
Rect i f icat ion 

S— 653-P-0002 05-01 

Electronic Photofecsimi le Recorder 

S— 653-P-2 05-01 

PHOTOMULTIPLIER 

Specification for Image Dissector 

Photomultiplier Tube Using a Channel 
Multiplier Section 

S— 630-P-0 144 05-01 

PIECE 

Hydraulic Bulge-Forming of 54-Inch Center 
Pieces for S-IC Stage of Saturn V Vehicle, 
Specification for 08/13/1963 

95M01400 08-01 

PIGMENTED 

Decals, Elastomeric Pigmented Films, for Use 
on Exterior Surfaces, Specification for 
10/07/1964 

MSFC-SPEC— 410 08-01 

PIPE 


Welding of Stainless Steel and Invar Pipe, 

Tubing, and Associated Fittings, 08/01/66 
KSC-W-179 10-01 

Welding of Aluminum Alloy Pipe, Tubing and 
Associated Fittings, 08/01/66 

KSC-W-180 10-01 

PIPING 

Color Code for Piping Systems. /Interim/, 

11/27/64 

KSC-STD-5 10-01 

PITCH 

Nimbus Attitude Control Amplifier, Pitch 
Axis 

S— 650— NI— 0014 05-01 

Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystem 

S— 731-P-42 05-01 

PLACE 

Insulation of Metal Rocket Motor Chambers 
Using NBR Gen-Gard Materials /Hand Layup, 

Cure In-Place Method/, 9/07/64, 

Amendment 1, 11/19/64 

GMO— 50363— GEN 11-01 

Use of Foam-in-P 1 ace Polyurethane, for 
Electronic Equipment 04/20/1965 

MSFC-PRDC-442 08-01 

PLAIN 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 
04/01/65 

MSFC-SPEC-339/54 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC-SPEC-339/64B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, 

S2GP-7.25-73A, 09/30/65 

MSFC-SPEC— 339/73 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
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S2LP-8-94A, 08/31/64 

MSFC-SPEC-339/94A 08-01 

PLAN 

Aaes Research Center School for Reliable 
Electrical Connections Program Plan 
ARC— RQA-2A 02-01 

Apollo Test Plan for Launch Support Equipment 
Engineering Division v Revised, 12/10/65 
KD1A0132 10-01 

Apollo Spacecraft Integrated Ground Operations 
Requirements Plan 

MSC-ASP0-G0RP-4 09-03 

Preparation of Program Plans Standard 

MSC— STD-104 09-03 

Preparation of Test Plans Standard 

MSC— STD-106 09-03 

Envi ronaental Test Specification and Test Plan 
for S-27 Topside Sounder Satellite 
S— 320- AL— 0001 05-01 

Environmental Test Plan- Energetic Particles 
Satellite /S- 3/ 

S— 320-EP— 0003 05-01 

Environmental Test Plan of the UK-2/S-52 
Satellite Program 

S— 320-UK— 0501 05-01 

Operation Plan- Project Echo A-ll 

S— 625— EC— 0001 05-01 

Integration Plan for United Ki ngdom-2/S-52 
Internat ional Sat el 1 i te 

S— 670— UK— 0021 05-01 

Mechanical Ground Support Equipment, Support 
Plan, Standard for, 05/24/65 

10M01710A 08-01 

Saturn IB and Saturn V Mechanical Ground 
Support Equipment General Test and 
Documentation Plan, Procedure for, 3/23/66 


10N0181 1 

PLANAR 


08-01 


Planar, 

NPN, 

S2N697 


Planar, 

NPN, 

S2N708 

08-01 

Planar, 

NPN, 

S2N910 

08-01 

, Planar 

, NPN 

, S2N918 

08-01 

> S2N930 

and 

S2N2586 , 

08-01 

NPN , Planar, 

S2N2102 

08-01 

Planar, 

PNP , 

S2N2412 

08-01 




08-01 


12/13/1963 
MSFC-SPEC— 338/105 
Transistor, Silicon, 

12/13/1963 
MSFC-SPEC— 338/106 
Transistor, Silicon, 

12/13/1963 
MSFC-SPEC— 338/1 11 
Transistor, Silicone, 

12/13/1963 
MSFC-SPEC— 338/1 12 
Semiconductor Device: 

09/09/66 

MSFC-SPEC— 33$/ 1 13 A 
Transistor, Silicon, 

12/13/1963 
MSFC-SPEC— 338/115 
Transistor, Silicon, 

12/13/1963 
MSFC-SPEC— 338/116 

PLANT 

Specification for Switchgear and Diesel 

Generator Sets for Ascension Island Power 
Plant 

S— 532-P-0039 05-01 

PLASTIC 

Capacitors, Fixed, Plastic Dielectric, 

/Nonuet al lie Case/ /Style KCTM/, 08/24/64 
KSC-C-112 10-01 

Capacitors, Fixed, Paper or Paper-Plastic 
/Style KCVP09/, 08/24/64 

KSC-C-114 10-01 

Plastic Sheet, Laminated Copperclad /for 
Printed Wiring/, 11/16/66 

MSFC-SPEC-377A 08-01 

Plastic Sheet, Laminated, Nickel-Iron-Cobal t 
Clad /for Weldable Printed Wiring/ 

05/07/1965 

MSFC-SPEC— 455 08-01 

Film, Transparent, Plastic, LOX Compatible, 

Gas and Contamination Barrier, 8/01/66 
MSFC-SPEC— 456 08-01 

Minimum Salient Characteristics for Plastic 
Magnetic Tape Storage Container, 03/19/65 
/PR 91237-1/ 10-03 

Molds, Plastic, Fabrication of. Procedure for 
03/06/1962 

10M01602 08-01 

Capacitors, Fixed, Plastic Dielectric 
/Nonmetal lie Case/, /Style SCTM/, 


Specification for, 04/17/64, EO-1 04/21/65 
50M60148 06-01 


Capacitors, Fixed, Paper /or Paper-Plastic/ 
Dielectric /Hermetically Sealed in Metallic 
Case/ /Style SCPV09/, Specification for, 

04/17/64, EO-1, 04/21/65, EO-2, 09/24/66 

50M60180 08-01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Nonmetallic Cases/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-27287/, 10/17/66 

50M60409 08-01 

PLATE 

Aluminum Alloy, 2014 Bars, Plate, and Sheet, 
Specification for, 04/02/62, Amendment 1, 
04/30/64 

MS FC— SPEC-104 08-01 

Preparation for Delivery of Aluminum Alloy 

Plate and Sheet, Specification for 04/22/1963 
MSFC— SPEC-241 08-01 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MSFC-SPEC-259A 08-01 

Plates, Identification, Metal Foil Adhesive 
Backed, Specification for 10/07/1964 
MSFC— SPEC-266 A 08-01 

Marking of Electrical Ground Support 

Equipment, Front Panels, and Rack Title 
Plates, Standard for 05/22/1964 

MSFC-STD-275A 08-01 

Testing, Ultrasonic, Aluminum Alloy Plate, 
Specification for 12/10/1963 

MSFC— SPEC-283 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-32 A, 04/01/65, Amendment 1, 07/29/66 

MSFC SPEC-339/ 32 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC— SPEC-339/4 2 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-52A, 04/01/65 

MSFC-SPEC— 339/52 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC-SPEC-339/62A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC— SPEC-339/82 A 08-01 

Aluminum Alloy Plate 2219, Specification for 
05/29/1962 

10M01646A 08-01 

Welding, Fusion, Four- to Six-Inch Thick 
Aluminum Alloy Plate, 2219 For Y Ring, 

Procedure for, 02/01/63, E0-1 03/27/63 

10M01648B 08-01 


Cover Sheet for QQ-S-766 /Steel Plates, 

Sheets, and Strips, Corrosion Resisting/ 
07/17/1962 

10M01674 08-01 

Preparations for Delivery of Aluminum Alloy 
Plates and Sheets, Specification for 
09/06/1962 

10M01677 08-01 

Welding, HY-80 Armor Plate Steel, Static 

Test Holddown Arm, Procedure for 02/26/1963 
10MQ1687 08-01 

PLATFORM 

□mega Position Location Equipment /OPLE/ 

Platform Electronics Package /PEP/ 

S-731-P-24 05-01 

PLATING 


Plating, Mechanical, Zinc, Specification for, 
7/18/66 

40M00380 08-01 
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Silver Plating /Electrodepos I ted/. 

Specification for 01/24/1964 

95M01104 08-01 

Zinc Plating /Electrodeposi ted/. Specification 
for 01/24/1964 

95M01105 08-01 

Gold Plating /Electrodepoai ted/. Specification 
for 01/24/1965 

95M01106 08-01 


Plating, Cadmium, /Elect rodeposi ted/, /Cover 
Sheet for Specification QQ-P-416 Ag 
Aeendeen t 1/, 11/30/64 

10419960A 
PLATINUM 


08-01 


Palladiun Alloy /Palladium 35-Silver 30- 
Copper 14-Gold 10-Plat inue 10-Zinc 1/, 
Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, E0-1 01/08/64 

10N01755 

Plat inue-Rutheni ue Alloy /Platinua 90- 

Rutheni ub 10/, Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/18/1963 
10N01756 

Gold, Silver, Platinum Alloy /Gold 69-Silver 
25-Platinua 6/, Strip, Sheet, Tubing, and 
Rod, Specification for 12/18/1963 
10M01757 

Gold, Silver, Zinc, Platinua, Copper Alloy 
/Gold 71,5-Silver 4.5-Zinc 1-Platinum 8.5- 
Copper 14.5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 
10H01758 

Gold, Platinua Alloy /Gold 98-Platinum 2/ 
Strip, Sheet, Tubing, and Rod, 
Specification for 12/31/1963 
10M01759 

Platinua, Iridium Alloy /Platinum 65-Iridiua 
15/, Wire, Strip, Sheet, Tubing, and Rod, 
Specification for 12/18/1963 
10M01760 
PLOTTER 

X-Y Plotter 
ESD-1 06005 

X-Y Plotter 
ESD-1 061 13 

PLUG 


08-01 


08-01 


08-01 


08-01 

08-01 

08-01 

09-03 

09-03 


Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting, S6GP-2-2B, 

08/31/64, Amendment 1, 07/29/66 

MSFC-SPEC-339/2B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC-339/27A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC-339/28A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Two Hole Flange Mounting, 

S2GP-6-33B, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC-339/33B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Amendment 1, 

07/29/66 

MSFC— SPEC-339/43B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 

Current, 2 Pole Double Throw, 2A, 

Plug-In, 2 One-Hole Ears Mounting, 

S2GP-6-53B, 04/01/65 

MSFC— SPEC-339/53B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 
04/01/65 

MSFC— SPEC-339/54A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC-SPEC— 339/59A 08-01 

Relay, Special Purpose Magnetic Latch/, 28 


Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC-SPEC-339/63B 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC— SPEC— 339/64B 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 
Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC-339/69A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, 

S2GP— 7.25-73A, 09/30/65 

MSFC— SPEC-339/73 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC-SPEC— 339/83A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC-SPEC-339/93A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-94 A, 08/31/64 
MSFC— SPEC— 339/94 A 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


Minimum Salient Characteristics for Spectrum 
Analyzer Plug-in Unit, 03/05/64 

/PR 58942-1/ 10-03 

Modules, Plug-In, Digital, Specification for, 

2/10/66 

50M60271 08-01 

PLUMBING 


Plumbing /Cross Connections/ Engineering 
Design Standard. /Interim/, 07/11/66 
KSC— STD-15 10-01 

PNEUMATIC 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems and Systems 


for Pneumatic Use in Support Equipment, 

12/14/64 

KSC-C-123 10-01 

Pneumatic and Hydraulic Mechanical Components 
and Parts, Electrical, 02/01/66 

KSC— STD-131 10-01 

Cleanliness of Components for Use in Oxygen, 

Fuel, and Pneumatic Systems, Specification 
for, 04/16/62, Amendment 4, 07/17/64 

MSFC— SPEC— 164 08-01 

Valve Relief, Pneumatic, Low-Pressure, 

10 / 20/66 

MSFC-SPEC-461 08-01 

Long-Life Pneumatic Subsystem 

S-653-P-9 05-01 

Filters, Pneumatic, Specification for 
11/27/1961 

10M01417 08-01 


Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems, and Systems 
for Pneumatic Use in Support Equipment, 
Specification for, 4/28/64, EO-2, 7/28/64, 

10M01671B 08-01 

Cover Sheet to Marshall Space Flight Center— 
SPEC-164 /Cleanliness of Components for Use 
In Oxygen, Fuel, and Pneumatic Systems/ 
08/27/1963 

10M01672A 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 
06/25/1964 

10M01702 08-01 

Regulation Unit, Pneumatic, Portable, 

Specification for, 9/29/66 

10M01820 08-01 

PNP 


Transistors, Silicon, PNP, S2N722 and 
S2N1132 12/13/1963 

MSFC-SPEC-338/108 08-01 
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Transistor* Silicon* Planar* PNP* S2N2412 
12/13/1963 

NSFC— SPEC— 338/116 08-01 

Goddard Space Flight Center Specification 
High Reliability Transistor Silicon PNP* 

Type SP-100 

S— 631-0— 0010 05-01 

Transistor* PNP Dual-Chip Differential, 

High Frequency* Type SP494, Specification 
for, 03/24/65, EO-1, 04/13/66 

50M60235 08-01 

Transistors, PNP* Silicon* Types C920-1, 

C920-A, and C920-AA with Weldable Leads, 
Specification for, 11/17/66 

50M60366 08-01 

Transistor* PNP* Type 577S2 with Weldable 
Leads* Specification for* 10/18/66 
50M60367 08-01 

Transistor, PNP* Type 75P2B with Weldable 
Leads, Specification for* 10/19/66 
50M60368 08-01 

Transistor* PNP* Silicon* Type 2N936 with 

Weldable Leads* Specification for* 10/19/66 
50M60371 08-01 

Transistor* PNP* Type NS1223 with Weldable 
Leads* Specification for* 10/13/66 
50M60372 08-01 

Transistor* PNP, Silicon* Type 2N3251 with 

Weldable Leads* Specification for* 10/19/66 
50M60373 08-01 

Transistor* PNP* Silicon* Type T6153 with 

Weldable Leads* Specification for* 10/18/66 
50M60374 08-01 

Transistors* Silicon* PNP* Types S2N722 and 
S2N1132 with Weldable Leads* Specification 
for /Cover Sheet to Specification 
MSFC-SPEC-338/108/, 10/17/66 

50M60402 08-01 

POINTING 

Requirements for Interim Antenna Pointing 
Subsystem /IAPS/* 11/01/66 

DFZ-1 197-GEN 11-01 


POLAR 

Capacitors* Fixed* Tantalum Non Polar Etched 


Foil /Style KCL23/, 08/24/64 

KSC-C-108 10-01 

POLARIZATION 

130 Megacycle to 140 Megacycle Advanced 

Polarization Diversity Autotrack Receiver 
Performance Specification 

S— 523-P— 0302 05-01 

Goddard Space Flight Center Specifications 
Advanced Technology Satel 1 i te-Rosman II 
Polarization Auto - Track System 

S-531-P-15A 05-01 

POLARIZED 

Capacitors, Fixed* Tantalum /Polarized* 

Etched Foil/ /Style KCL21/ * 03/10/66 

KSC— C-107A 10-01 

Capacitors* Fixed* Tantalum /Polarized* Plain 
Foil/ /Style KCL31/, 03/10/66 

KSC— C-109A 10-01 

Capacitors, Fixed* Tantalum /Polarized, Etched 
Foil/ /Style KCL33/, 03/10/66 

KSC-C-110A 10-01 

Capacitors* Fixed* Polarized* Tantalum Foil 
/Style KCL51 and KCL53/, 08/24/64 

KSC-C-113 10-01 

Capacitors* Fixed* Tantalum /Polarized, 

Si ntered-Slug/ /Style KCL65/, 03/10/66 

KSC-C-133 10-01 


POLE 

Relay* General Purpose* 28 Volts* Direct 
Current* 6 Pole Double Throw, 2A, Solder 
Hook* Two Hole Reverse-Flange Mounting, 
S6GH-2-1B, 04/01/65* Amendment 1, 07/29/66 

MSFC-SP EC-339/ IB 08-01 

Relay* General Purpose* 28 Volts* Direct 
Current* 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting* S6GP-2-2B, 

08/31/64* Amendment 1, 07/29/66 

MSFC-SPEC-339/2B 08-01 

Relay* General Purpose* 28 Volts* Direct 
Current* 4 Pole Double Throw* 10A, Solder 
Hook* Two Hole Reverse-Flange Mounting, 

S4GH-1 • 5— 19A* 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC-339/19A 08-01 

Relay* General Purpose* 28 Volts* Direct 


Current* 4 Pole Double Throw, 7.5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 3-20 A, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/20A 08-01 

Relay* General Purpose* 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook* Two Hole Reverse-Flange Mounting* 
S4GH-2-22A, 03/16/64 

MSFC- SPEC— 339/22A 

Relay* General Purpose* 28 Volts, Direct 
Current* 4 Pole Double Throw* 10A* Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3.25-23A, 08/31/64 

MSFC— SPEC-339/23A 

Relay* Special Purpose /Magnetic Latch/* 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook* Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 

08/31/64 

MSFG-SPEC-339/24A 

Relay* Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting* S4LH-6-25A, 

04/01/65 

MSFC-SPEC-339/25A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts* Direct Current, 4 Pole Double 
Throw* 3A, Solder Hook, Four Hole 
Reverse— F lange Mounting, S4LH— 6— 26A, 

04/01/65 

MSFC— SPEC— 339/26A 

Relay, Special Purpose /Magnetic Latch/* 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two Qne-Hole Ears 
Mounting* S4LH-6-27A, 04/01/65 

MSFC-SPEC-339/27A 

Relay* Special Purpose /Magnetic Latch/, 28 
Volts* Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting* S4LP-6-28A, 04/01/65 

MSFC-SPEC-339/28A 

Relay, General Purpose* 28 Volts, Direct 
Current, 2 Pole Double Throw* 2A, Solder 
Hook* Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/31 B 08-01 

Relay, General Purpose, 28 Volts* Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook* Four Hole Side-Plate Mounting, 

S2GH— 6— 32 A, 04/01/65, Amendment 1, 07/29/66 

MSFC SPEC-3 39/32 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug— In, Two Hole Flange Mounting* 

S2GP-6-33B, 04/01/65, Amendment 1, 07/29/66 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


28 


28 


MSFG— SPEC-339/33B 08-01 

Relay* Special Purpose /Magnetic Latch/, 

Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse— F 1 ange Mounting* S2LH— 8— 41B, 

04/01/65* Amendment 1, 07/29/66 

MSFC— SPEC— 339/4 IB 

Relay* Special Purpose /Magnetic Latch/, 

Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting* S2LH-8-42A, 04/01/65, 

Amendment 1* 07/29/66 

MSFC-SPEC— 339/42 A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B* 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC— 339/43B 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH— 6-51 A, 04/01/65 
MSFC-SPEC-339/51A 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-52A, 04/01/65 

MSFC-SPEC-339/52A 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 

Current, 2 Pole Double Throw* 2A, 

Plug-In, 2 One-Hole Ears Mounting, 


08-01 


08-01 


08-01 


08-01 


08-01 
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S2GP-6-53B, 04/01/65 

MSFC-SPEC-339/53B 08-01 

Relay* General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 
04/01/65 

MSFC— SPEC-339/54A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 
S2GH-3-58A, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/58A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC— SPEC— 339/59A 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC-SPEC-339/61A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC-SPEC-339/62A 08-01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC-SPEC-339/63B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, ^ 
S2LP-8-64B, 04/01/65 

MSFC-SPEC— 339/64B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC-339/68A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC— 339/69A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH— 7.25-71A, 04/01/65 

MSFC— SPEC— 339/71 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, 

S2GP— 7 * 25— 73A , 09/30/65 

MSFC— SPEC-339/73A 08-01 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 
04/01/1965 

MSFC— SPEC— 339/74 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC— SPEC-339/81 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC— SPEC— 339/82 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC— SPEC— 339/83A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8-91A, 

04/01/65 

MSFC-SPEC— 339/91 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 


Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC— SPEC— 339/92 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC— SPEC-339/93A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 

S2LP-8— 94 A, 08/31/64 

MSFC— SPEC— 339/94 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 

04/01/65, Amendment 1,* 07/29/66 

MSFC— SPEC— 339/98 A 08-01 

Relay, Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Amendment 1, 07/29/66 

MSFC— SPEC— 339/101 08-01 

POLYETHYLENE 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/2B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/5B 08-01 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 

Specification for, 08/30/6 6 

MSFC-SPEC— 332/7B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/1 0B 08-01 

Cable, Electrical, 10 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC— 332/1 IB 08-01 

Cable, Electrical, 18 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC— 332/1 2B 08-01 

Cable, Electrical, 19 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/13B 08-01 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 16 and 20, 

Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC— 332/1 4B 08-01 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/1 5B 08-01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC— 332/1 6B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC— 332/1 7B 08-01 

Cable, Electrical, 61 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/1 8B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/ 19B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 10, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/20B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
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American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/22B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 

American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/24B 08-01 

Cable, Electrical, 5 Conductor, Unshielded, 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/29B 08-01 

Cable, Electrical, 6 Conductor, Unshielded, 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/30B 08-01 

Cable, Electrical, 7 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/31B 08-01 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/34B 08-01 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/35B 08-01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for, 
08/30/66 

HSFC-SPEC-332/36B 08-01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/37B 08-01 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/38B 08-01 

Cable, Electrical, 19 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

NSFC-SPEC-332/39B 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene ’Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/40B 08-01 

Cable, Electrical, 37 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/41B 08-01 

Cable, Electrical, 36 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/42B 08-01 

Cable, Electrical, 37 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/43B 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, American 
Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/44B 08-01 

Cable, Electrical, 45 Conductor, IS Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

HSFC-SPEC-332/45B 08-01 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 
MSFC-SPEC-332/46B 08-01 

Cable, Electrical, 47 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 6, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for. 


08/30/66 

MSFC-SPEC-332/47B 08-01 

Cable, Electrical, 60 Conductor, Unshielded, 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/48B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/49B 08-01 

Cable, Electrical, 60 Conductor, Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/50B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 16, Polyethylene -Insulated, 

Specification for, 08/30/66 

MSFC- SPEC-332/5 IB 08-01 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/52B 08-01 

Cable, Electrical, 60 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/53B 08-01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/57B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC-SPEC-332/58B 08-01 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/59B 08-01 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC— SPEC-332/60 B 08-01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC— 332/61 B 08-01 

Cable, Electrical, 5 Conductor, Overall 
Shielded, American Wire Gauge Size 12, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/65B 08-01 

Cable, Electrical, 8 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/66B 08-01 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/67B 08-0 1 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/68B 08-01 

Cable, Electrical, 54 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/69B 08-01 

Cable, Electrical, 6 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/70B 08-01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/71 B 08-01 

Cable, Electrical, 15 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
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Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/72B 08-01 

Cable, Electrical, 13 Conductor, Overall 
Shielded, Anerican Hire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/73B 08-01 

Cable, Electrical, 13 Conductor, Unshielded, 

Auer 1 can Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/74B 08-01 

Cable, Electrical, 18 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/75B 08-01 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/77B 08-01 

Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/79B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/80B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/81B 08-01 

Cable, Electrical, 20 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/83B 08-01 

Cable, Electrical, 32 Conductor, Unshielded, 
Anerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/84B 08-01 

Cable, Electrical, 2 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/87B 08-01 

Cable, Electrical, 3 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/88B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
Anerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/91B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
Anerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/92B 08-01 

Cable, Electrical, 6 Conductor, Unshielded, 
Anerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/93B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
Anerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/94B 08-01 

Cable, Electrical, 37 Conductor, Overall 
Shielded Double Braid, Anerican Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC— SPEC— 332/95A 08-01 

Cable, Electrical, 10 Conductor, 2 Pair 
Twisted and Shielded and 6 Unshielded, 

Anerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/96A 08-01 

Cable, Electrical, 10 Conductor, Unshielded, 
Anerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/97A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 14, 


Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/98A 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/99A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 100 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wife Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/101 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/ 102 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/103A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 104 A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 105 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 06A 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 107 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-3 32/ 108 A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/ 109 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/ 1 10 A 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 1 1 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/1 13A 08-01 

Cable, Electrical, 37 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 
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MSFC-SPEC-332/115A 08-01 

POLYMERIC 

Jet Propulsion Lab Flight Hardware Preferred 
Polymeric Materials and Products, 8/25/66 
ZCF-4010-0002-A 11-01 

POLYTETRAFLUOROETHYLENE 

Poly tetraf 1 uoroethy lene /Teflon/ Molded and 
Extruded Parts, Sheets, Rods, and Tubing, 
Specification for, 07/20/62, Amendment 1, 
09/20/65 

MSFC— SPEC— 236 08-01 

POLYURETHANE 

Coating, Conformal /Polyurethane/, Printed 
Circuit Assemblies, Procedure for, 11/30/66 
KSC-SPEC— E-0001 10-01 

Coating Conformal /Polyurethane/, Printed 

Circuit Assemblies, Procedure for, 11/15/63, 
Amendment 3, 05/06/65 

MSFC-PR0C-293A 08-01 

Polyurethane Foams for Electronic Equipment 
04/09/1965 

MSFC- SPEC-4 18 08-01 

Use of Foam-i n-Place Polyurethane, for 
Electronic Equipment 04/20/1965 

MSFC-PROC-442 08-01 

Polyurethane Foam, Filling S-l and S-1B 
Torque Boxes Using, Procedure for 
03/30/1964 

10M01778 08-01 

PORT 

Specifications for Four-Port Coaxial Transfer 
Switch 

S-530-P-0012 05-01 

PORTABLE 

Pulse Code Modulation Subcommutator , 

Portable Data Gathering System 

ESD— 106115 09-03 

Procurement Specification for Portable, 

Solid-State, Radiometer 

S-525-P-0017 05-01 

Specification for Universal Electrical 
Measuring Instrument /Precision/ 

/Alternating Current-Direct Current 
Portable/ 

S-530-P-0024 05-01 

Specification for a Portable Automatic 
Calibration Tracker /PACT/ 

S-536-P-0003 05-01 

Specification for a Lightweight Portable 
Optical Acquisition Aid 

S— 536-P-0005 05-01 

Specifications for Recorder System, Portable 

/PR 15272/ 10-03 

Regulation Unit, Pneumatic, Portable, 

Specification for, 9/29/66 

10M01820 08-01 

POSITION 

X-Y Antenna Position Programmer and Position 
Encoding System 

S-500-P-0003 05-01 

Performance Specification- Antenna Position 
Programmer System 

S— 500-P-0022 05-01 

X-Y Antenna Position Programmer and Position 
Encoding System 

S-500-P-0215 05-01 

Azimuth-Elevation Antenna Position Programmer 

S-500-P-0426 05-01 

Yaw Rate and Position Sensor 

S— 653— P-0001 05-01 

Omega Position Location Equipment /OPLE/ 

Satellite Transponder Study 

S-731-P-21 05-01 

Omega Position Location Equipment /OPLE/ 

Platform Electronics Package /PEP/ 

S-731-P-24 05-01 

Omega Position Location Equipment /OPLE/ 

Control Center /0CC/ and System Integration 
S-731-P-27 05-01 

Valve, Single-Solenoid, 2-Way, 2-Posltlon 
/P/N 805764-10460/ Qualification Test 
Specification, 12/08/66 

10M05060 08-01 

Valve, Single-Solenoid, 3-Way, 2-Position 
/P/N 803664-10469/ Qualification Teat 
Specification, 12/08/66 

10M05074 08-01 

Valve Assembly Solenoid Operated, 

Specification for, 07/12/60, EO-1, 04/18/61 


10419922 08-01 

POSITIONING 

Functional Specification for Hydraulically 
Driven X-Y Pedestal and Servo Positioning 
System 

S-525-P-0005 05-01 

POT 

Terminals Bifurcated and Turret, Swage Type 
and Standoff, Insulated Screwtype, 

Terminals, Solder Pot, Swage Type 
07/01/64, Amendment 2, 10/05/64 

MSFC-SPEC-278A 08-01 

POTABLE 

Water, Potable, Specification for 

MSC— SPEC-C-21 09-03 

POTENTIOMETER 

Potentiometer, Linear, Specification for 
10/24/1962 

10M01625 08-01 

POTTING 

Potting of Electronic and Electrical 
Assemblies, Procedure for 

ARC— PROC-101A 02-01 

Potting and Molding Electrical Cable Assembly 
Terminations, 11/22/65 

KSC-STD-132 10-01 

Pre-Treatment /Etching/ of Teflon Surfaces 
Prior to Potting Process 

HSC-Q-3 09-03 

Potting and Molding Cable Assemblies, Using 
Elastomeric Compounds, 09/13/65 

MSFC-PR0C-186C 08-01 

Potting Cable Assemblies, Using Epoxy Resin 
Compounds, 09/09/65, Amendment 1, 12/13/65 

MSFC-PR0C-196B 08-01 

Compound, Potting and Molding, Elastomeric, 
12/11/1964, QPL-202-4 02/09/1966 

MSFC-SPEC-202A 08-01 

Potting of Electrical Distributors, Procedure 
for 09/18/1963 

MSFC-PROC-310 08-01 

Compounds, Potting and Encapsulating, 

Silicone, 09/13/65, QPL-379-1, 11/26/65 

MSFC-SPEC-379A 08-01 

Potting, Encapsulating and Molding, Using 
Silicone Rubber, 01/26/65, Amendment 1, 

07/07/65 

MSFC- PRO C-380 08-01 

Potting and Molding Configuration, Connectors 
09/05/1962 

10H01615B 08-01 

POWDERED 

Acceptance Limits for Powdered Aluminum 
/MD105/, 4/05/63 

20512-GEN 11-01 

POWER 

Electrical Power Management Standard /National 
Aeronautics and Space Administration 
SP-6005/, 06/15/65 

CM 019-000-1 00-02 

Electrical Power Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6007/, 09/01/65 

CM 019-002-1 00-02 

Qualification Testing of Transformers Power, 

Four to Eight Kilocycle Toroidal, 3/29/66 
GM 1-50549— GEN 11-01 

Specification Sheet Diode, Zener, Silicon, 

Power Type KIN2970B, 08/24/64 

KSC— S-101/1 10-01 

Resistors, Fixed, Wirewound /Power Type/ 

Style KRW 67/68/69/, 03/10/66 

KSC-R-105A 10-01 

Mariner C, Flight Equipment, Fabrication, 

Power Subsystem, Solar Panels /4A1, 4A3, 

4A5, and 4A7/, 8/17/63 

MCP-3 02 87-GEN 11-01 

Power Supply, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MSFC-SPEC— 306 08-01 

Power Supply, 56 Volt Direct Current, Model 
2, Acceptance Checkout, Procedure for 
11/02/1964 

MSFC-PROC-431 08-01 

Performance Specification for a 10 Kilowatt S— 

Band Power Amplifier 

S-500— P-0010 05-01 

Specification for a Reliable, Low Power, Thin 
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Film Spacecraft Memory 
S— 522— P—0008 

Functional Specification for High Power 
Transmission Line and Control Cable 
Assembl ies 
S— 525— P—0021 

Specifications for Power Meters 
S— 530— P—0021 

Installation of Power and Radio Frequency 
Cables 

S— 532— P—0012 

Specification for Electric Power Facilities 
Bu 1 Id ing 9 Blossom Point Radio Tracking 
Facility Blossom Point, Maryland 
S— 532— P—0037 

Specification for Switchgear and Diesel 
Generator Sets for Ascension Island Power 
Plant 

S— 532-P— 0039 

Low Power Satellite Interrogation Transmitter 
S-533-P-3 

Performance Specification on Radio Frequency 
Power Monitor 
S— 553— P—0015 

Direct Current Power Supply 10 Ampere 18 
Volts 

S— 553— P—13 

Direct Current Power Supply 50 Ampere 10 
Volts 

S— 553— P—14 

Specification for a Low Power Pulse Code 
Modulation Telemeter 
S-621-P— 0002 

Power Supply Subsystem Design Specification 
for Orbiting Astronomical Observatory 
S— 623— 0 AO— 0345— 6 

Specifications for Orbiting Geophysical 
Observatory Low Voltage Power Converter 
PS-8 

S-623— 0G0— 0001 

Power Supply-9 Power Converter 
S— 623— P—0001 

Geiger Mueller Counter Power Converter Power 
Supply-10 
S— 623— P—0002 

Project Relay Performance Requi rements- 
Electrical Power Subsystem 
S— 625— REL— 0120 

Lamp Power Supply, 2500 Watt, Light Sensor 
Controlled Spectrolab Model 2500-L 
S— 630— P—0151 

Specification for Lamp Power Supply 
S— 630— P—0165 j 

Solar Power Supply Subsystem Descriptive 
Specification for United Ki ngdom-2/S-52 
International Satellite 
S— 630— UK— 0088 

Power Supply Converters Test Specification for 
United Kingdom-2/S-52 International 
Satellite 
S— 630-UK— 0099 

Goddard Space Flight Center Specification for 
Semiconductor Power Aging for the 
Meteorological Satellite Program 
S— 650— P—1 

Goddard Space Flight Center Program 

Specification for the Nimbus B/System for 
Nuclear Auxiliary Power-19 System 
S-652-NI-1 

Goddard Space Flight Center Technical 

Interface Specification for the Nimbus B/ 

System for Nuclear Auxiliary Power-19 
System 
S-652-NI-2 

Specification for Semiconductor Power Aging 
S— 652— P—0003 

Goddard Space Flight Center Specification for 
the Nimbus B Solar Conversion Power 
Supply Subsystem 

S— 652— P—1 05-01 

Spacecraft Electronic Components Transformers 
and Inductors Audio, Power, and High Power 
Pulse, 8/19/65 

2PP— 2737— GEN 11-01 

Spacecraft Electronic Components Transformers 
and Inductors Radio Frequency, Intermediate 
Frequency, and Low Power Pulse, 8/10/65 
ZPP— 2738-GEN 11-01 

Minimum Salient Characteristics for Isolated 


Radio Frequency Power Divider, 03/12/65 


05-01 

/PR 91214-1/ 

Minimum Salient Characteristics for Power 

10-03 


Ampl I f ier/Supply 

Minimum Salient Characteristics for Power 

10-03 

05-01 

Supply, 12/04/64 /PR 45618-2/ 

10-03 

05-01 

Power Supply Set, 3-Phase, 60-Kilowatt, 
60-Cycles Per Second, Specification for 
05/18/1964 


05-01 

40M00203A 

Power Supply Set, Direct Current 56-Volt, 
50-Ampere, Specification for, 02/28/64, 
EO-1, 06/22/64 

08-01 

05-01 

40M00205 

Power Supply Set, Direct 28-Volt, 50-Ampere, 

08-01 


Specification for, 02/28/64, EO-1 06/22/64 


40M00206 

08-01 

05-01 

Power Supply Set, Direct Current 28-Volt, 
100-Ampere, Specification for, 02/28/64, 


05-01 

EO-1 06/22/64 



40M00207 

Power Supply Set, Direct Current 28-Volt, 

08-01 

05-01 

250-Ampere, Specification for, 02/28/64, 
EO-1, 06/22/64 



40M00208 

08-01 

05-01 

Power Supply Set, Direct Current 28-Volt, 
500-Ampere, Specification for, 02/28/64, 
EO-1 06/22/64 


05-01 

40M00209 

Coding Electrical Support Equipment Power 
Supply Buses, Standard for, 7/14/66 

08-01 

05-01 

40M00376A 

Switch, Motor-Driven, Power Transfer, 
Specification for, 10/05/65 

08-01 

05-01 

40M21010 

Amplifier, Power, Radio Frequency, 

08-01 


Specification for, 04/12/65, EO-1, 06/07/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

05-01 

01/05/66, EO-5, 07/06/66 



50M60034C 

08-01 

05-01 

Divider, Power, Telemetry Antenna, 
Specification for, 07/26/65 



50M60042A 

08-01 

05-01 

Command Power Divider Assembly, Model 307, 
Specification for, 07/23/65 



50M60043A 

08-01 

05-01 

Filter Assembly, Power Line, Specification 
for, 07/23/64, EO-1, 06/04/65, EO-2, 



07/29/65, EO-3, 10/13/65, EO-4, 10/13/65 

• 

05-01 

EO-5, 01/05/66, EO-6, 01/27/66, EO-7, 

07/06/66 


05-01 

50M60086A 

Resistors, Fixed, Virewound /Power/, /Style 
SRE/, Specification for, 05/21/64, EO-1, 
04/21/65, EO-2, 12/20/65 

08-01 

05-01 

50M60185 

08-01 


05-01 


05-01 


05-01 


05-01 


05-01 


Filter, Presampling, and Power Supply, 

Modified, Subassembly, Specification for, 
03/02/65, EO-3, 06/25/65, EO-4, 06/25/65, 
EO-5, 06/25/65, EO-6, 10/27/65, EO-7, 

11/05/65, EO-8, 01/05/66, ED-9, 06/22/66, 
50M60208A 08 

Power Supply, Direct Current, 56 Volt, 

Specification for, 09/03/64, EO-1 01/13/65 
EQ-2 01/15/65, EO-3 03/26/65 
50M60223 

Master Measuring Voltage Power Supply, 5 
Volts, Direct Current, Specification for 
12/03/1964 
50M60228 

Power Supply, 300 Mi 1 1 i amperes , 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 
50M60246 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 
Acquisition System Receiving Station, 
Specification for 06/11/1965 
50M60247 

Divider, Power, Telemetry, Model 221, 
Specification for, 02/01/66 
50M60256B 

Divider, Command, Power, Model 310, 
Specification for, 03/10/66 
50M60260B 

Power and Control Assembly, Telemeter 

Calibrator, Specification for, 7/20/65, 


01 


08-01 


08-01 


08-01 


08- 


OS 


08 


01 
i— 01 
i-01 
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EO-1, 7/06/66 

50M60284 08-01 

Command Power Divider, Model 312, 

Specification for, 3/14/66 

50M60285B 08-01 

Amplifier, Power, Command and Communication, 
5-Band, Specification for, 1/19/66 
50M60287 08-01 

Divider, Power, Telemetry, Model 607, 

Specification for, 02/14/66 

50M60289B 08-01 

Power Supply, 1.5A, 36 VDC, SS/FM 

Deaul t 1 plexer , Specification for, 8/31/65 
50M6031 1 08-01 

Power Amplifier, Radio Frequency, 860 MHz, 
Qualification Test Procedure for, 7/22/66 
50M60331 08-01 

Divider, Power, Television, Model 409, 
Specification for, 4/04/66 

50M60334 08-01 

Deep Space Instrumental ion Facility Field- 
Power Equipment 60 Cycles Per Second 
Engine Generator Set, 6/11/62 

8909— GEN-A 11-01 

POWERED 

Specification for Sound Powered Handset and 
Sound Powered Headset - Microphone 

10-03 


PRACTICE 

Electrical Engineering Design Practice, 

Standard for 03/15/1962 

MSFC— STD-163 08-01 

Cover Sheet for Marshall Space Flight Center- 
STD-163 /Electrical Engineering Design 
Practice/ 06/25/1964 

10M01704 08-01 

PRE-DETECTION 

Pre-Detection Diversity Combiner 

S-553-P-4 05-01 

PRE— LAUNCH 

Nimbus Control Sub-System Pacific Missile 
Range Pre— Launch Test Set 

S— 650— N 1-0005 05-01 

PREAMPLIFIER 

136 Megacycle Solid-State Preamplifier 
Performance Specification 

S-500-P-0211 05-01 

Goddard Range and Range Rate Very High 
Frequency Preamplifier Converter 
S— 531— P-11 05-01 

Nimbus Solar Array Sun Sensor Preamplifier 

S-650— NI— 0006 05-01 

Low-Noise, Hi g|i Gain Radio Frequency 

Preamplifier System, 03/25/64 /PR 14391-1/ 

10-03 


PRECIPITATION 

Precipitation Hardening /Aging/ and Forming 
Tank Skin Segments for S-IC Stage of 
Saturn V Vehicle, Specification for 
08/13/1963 

95M01301 08-01 

PRECISION 

Precision Cleaning 

MSC— SPEC— C-ll 09-03 

Precision Clean Packaging 

MSC— SPEC— C-12 09-03 

Solvent, Precision Cleaning Agents, 

Specification for 10/16/1964 

MSFC-SPEC-237A 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for 
08/15/63, Amendment 2, 11/20/63 

MSFC— SPEC— 324 

High Precision Digital Voltmeter 
S— 322— P-5 

Specification for Universal Electrical 
Measuring Instrument /Precision/ 

/Alternating Current-Direct Current 
Portable/ 

S— 530— P-0024 
Final Test Method for Precision Test Fixture 

S-550— AP-0001 05-01 

Specification for Precision Instrumentation 
Radar AN/FPQ-6 

S-553-P-0027 05-01 

Performance Specification on Apollo Precision 
Frequency Source 

S-553-P-0028 05-01 


08-01 

05-01 

05-01 


Resistors, Fixed, Precision, Wirewound /Style 
SRB/, Specification for, 04/17/64, EO-1 
04/21/65 

50M60147 08-01 

Resistors, Precision, Fixed, Film /Style 
SRN/, Specification for 04/17/1964 
50M60149 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for, 
10/06/64, EO-1, 07/20/65, EO-2, 01/05/66, 

EO-3, 05/18/66 

50M60209 08-01 

Transistor, Silicon, Precision, Type SP2N861, 
Specification for, 03/24/65, EO-1, 03/28/66, 

EO-2, 05/16/66 

50M60236 08-01 

Resistor, Fixed, Precision, Wire Wound /High 
Temperature/, Type SX063 with Weldable 
Leads, Specification for, 8/12/66 
50M60381 08-01 

PRECOOLING 

Valve Assembly, Precooling, Check, 

Reliability Test Requirements 08/28/1962 
10M01667 08-01 

PREFERRED 

Capacitors and Resistors, Preferred, Approved 
Source List, 06/03/66 

10M01805C 08-01 

PREFILL 

Inert Prefill Unit, Specification for 
05/06/63, E0-1 07/09/63 

10M01695 08-01 

PREMIUM 

Fittings, Flared Tube /Premium Quality/, 

Pressure Connections, Specification for, 

02/10/65, Amendment 5, 09/21/66, QPL-143-1, 

01 / 10/66 

MSFC-SPEC-143B 08-01 

Aluminum Alloy Forgings, Premium Quality, 

Heat Treated, Specification for, 03/31/64, 
Amendment 1, 09/08/64 QPL-144-1, 07/26/65 

MSFC-SPEC— 144B 08-Q1 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shapes, and Forgings /Premium 
Quality/, Specification for, 05/15/63, 

Amendment 4, 08/19/66, QPL-145-1, 02/16/66 

MSFC-SPEC— 14 5A 08-01 

Fittings, Female Threads /Premium Quality/, 
Preparation and Lubrication, Procedure for 
05/15/1963 

MSFC-PROC-238 08-01 

PREPARATION 

Preparation of Deep Space Instrumentation 
Facility Standard Subsystem Test 
Procedures, 7/16/64 

D00-1 02 1— GEN 11-01 

Preparation of Deep Space Instrumentation 
Facility Engineering Drawings and 
Associated Lists, 1/13/65 

D00-1 022— GEN-A 11-01 

Requirements for Preparation of Deep Space 
Instrumentation Facility Technical Manuals, 
2/02/65 

DO0-1023-GEN 11-01 

Requirements for Contractor Preparation of Deep 
Space Instrumentation Facility Periodic, 
Technical, and Final Project Reports, 

9/22/64 

D00— 1024— GEN 11-01 


Instructions for Preparation of Design Criteria 


and Functional Requirements. /Interim/, 

02/24/65 

KSC-STD-8 10-01 

Guide for the Preparation of Specifications, 
10/02/64 

KSC-G-100 10-01 

Drafting and Design, Preparation and 
Maintenance of, 06/01/66 

KSC-M-125 10-01 

Test Reports, Preparation of, 06/05/65 

KSC-STD-128 10-01 

Test Procedure, Preparation of, 10/05/65 

KSC-STD— 129 10-01 

Microfiche Preparation, Specification for 

MSC-SPEC— 7 09-03 

Preparation of Test Reports Standard 

HSC-STD— 103 09-03 

Preparation of Program Plans Standard 
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MSC-STD— 104 09-03 

Preparation of Performance and Design 
Requirements 

MSC-STD— 105 09-03 

Preparation of Test Plans Standard 

MSC-STD— 106 09-03 

Preparation of Test Procedures Standard 

MSC-STD— 107 09—03 

Preparation of ISD Engineering Applications 
Documentation Standard 

MSC-STD— 108 09-03 

Preparation of Space Environment Simulation 
Laboratory and Space Environment Effects 
Laboratory Test Procedures 

MSC-STD— 109 09-03 

Coating Compounds, Ceramic Enamel and Gold, 
Preparation and Application, Specification 
for 04/05/1963 

MSFC— SPEC— 1 1 1 08-01 

Coating Compound, MSFC-X-258, Preparation 
and Application of. Specification for 
05/19/1961 

MSFC— SPEC— 142 08-01 

Subliming Coating Compounds, Preparation and 
Application of. Specification for 06/12/1964 
MSFC— SPEC— 203A 08-01 

Prime Coat, EX 176, Preparation and 

Application of. Procedure for 01/17/1963 
MSFC— PROC-205 08-01 

Fittings, Female Threads /Premium Quality/, 
Preparation and Lubrication, Procedure for 
05/15/1963 

MSFC— PROC— 238 08-01 

Preparation for Delivery of Aluminum Alloy 

Plate and Sheet, Specification for 04/22/1963 
MSFC— SPEC— 241 08-01 

Lubricant, Dry-Film Ceramic, HLF-5, 

Preparation and Application of. Specification 
for 04/15/1963 

MSFC— SPEC— 253 08-01 

Data Submittal Documentation, Contractor, 
Preparation of 12/18/1963 

MSFC— STD-263A 08-01 

Drafting Manual, Preparation and Maintenance 
of. Standard for 09/30/1964 

MSFC— STD— 428 08-01 

Engineering Procedures Manual, Preparation, 
Revision, and Publication of. Standard for 
01/25/1965 

MSFC— STD— 432 08-01 

Engineering Bulletins, Preparation and 
Revision of 06/23/1965 

MSFC-STD-454; 08-01 

Configuration Management Accounting Reports, 
Preparation of, 10/01/65 

MSFC— PROC— 459 08-01 

Input for Configuration Management Accounting 
and Reporting System, Preparation of, 

12 / 01/66 

MSFC— PROC— 485 08-01 

Preparation and Acceptance of Technical Manuals 
S— 552— GEM— 0010 05-01 

Preparation of Operation and Maintenance 
Manuals 

STD-256-4 05-01 

Engineering Standards Design Manual 
Preparation and Maintenance of 

STD-673-1 05-01 

Preparation and Submittal of Final Test Report 
on Component Part Test Programs, 1/08/64 
ZPP-2098— GEN 11-01 

Preparations for Delivery of Aluminum Alloy 
Plates and Sheets, Specification for 
09/06/1962 

10M01677 0 8-01 


Interface Control Documents to Engineering 
Documentation Cross Reference Index, 

Preparation and Submittal of. Data for. 

Standard for 05/24/1965 

10M01711 0 8-01 

Saturn Technical Information Handbook, 

Preparation and Publication of. Standard for 
06/21/1965 

10M01762A 08-01 

Saturn Vehicle Data Book, Preparation and 
Publication of. Standard for 05/03/1965 
10H01769A 08-01 

Manuals, Operations and Maintenance, Ground 
Support Equipment, Preparation of. 


Standard for, 12/02/65 

10M01776B 08-01 

Handbook, Saturn IB Vehicle, Preparation and 
Publication of. Standard for, 4/08/66 
10M01815 08-01 

Motors, Auxiliary Solid Propellant, Model 

Specification, Preparation of. Standard for, 
6/23/66 

10M01818 08-01 

Engineering Drawings, Electrical Support 
Equipment, Preparation of. Standard for, 

11/30/66 

40M00224A 08-01 

Preparation of Operation and Maintenance 
Manuals for Ground Support Equipment, 

5/09/63 

20042-GEN 11-01 

PREPARING 

Procedure for Preparing Vendor Drawing 

Changes and Engineering Sketches, 10/02/62 
00-5 04-01 

PRESAMPLING 


Filter, Presampling, and Power Supply, 

Modified, Subassembly, Specification for, 
03/02/65, EO-3, 06/25/65, EO-4, 06/25/65, 

EO-5, 06/25/65, EO-6, 10/27/65, EO-7, 

11/05/65, EO-8, 01/05/66, EO-9, 06/22/66, 
50M60208A 08-01 

PRESENTATION 

Deep Space Network, Display and Presentation 
of Time and Timing Information, 4/14/66 
DOS— 50271 -GEN-A 11-01 

PRESERVATION 

Tape, Pressure-Sensitive Adhesive, for 

Preservation and Sealing, Specification for 
03/07/1962 

MSFC-SPEC— 124 08-01 

Preservation, Packaging, Handling, and 
Shipping of Space Vehicle Supplies and 
Associated Equipment, General Standard for 
03/09/1965 

MSFC— STD— 343 08-01 

Gases, Drying and Preservation, Cleanliness 
Level and Inspection Methods, Procedure for 
10/20/1964 

MSFC— PROC— 404 08-01 

PRESERVATIVE 

Corrosion Preventive Compound, Oil Type, 

Water Displacing Saturn Engines and Related 
Components Preservative, Specification for 


01/15/1963 

MSF C— SPEC— 262 08-01 

PRESSURE 

Valves, Pressure Regulating for Missile Use, 
General Specification for 05/04/1959 
ABMA-V-53 08-01 

Pressure Measurement System for Liquid 

Propellant Compatibility Testing, 4/22/66 
GMZ-50522— GEN 11-01 

Fittings /Pressure Connections/, Flared Tube, 
05/05/65 

KSC-F-124 10-01 

Pressure Garment Assembly Cleanliness 

MSC-SPEC— C-15 09-03 


Hose Assemblies, Flexible, Hydraulic, Medium 
and High Pressure, High Temperature, 
Specification for, 01/18/63, Amendment 2, 
05/20/64 

MSFC— SPEC— 116 08-01 

Tape, Pressure-Sensitive Adhesive, for 

Preservation and Sealing, Specification for 
03/07/1962 

MSFC— SPEC— 124 08-01 

Fittings, Flared Tube /Premium Quality/, 

Pressure Connections, Specification for, 
02/10/65, Amendment 5, 09/21/66, QPL-143-1, 

01 / 10/66 

MSFC— SPEC— 143B 08-01 

Fittings /Pressure Connection/, Flared Tube, 
Specification for, 02/13/62, Amendment 1, 
09/27/65 
MSFC— SPEC— 171 

Epoxy Treatment of Aluminum and Magnesium 
Castings for Pressure Sealing, Procedure 
for 04/07/1964 
MSFC— PROC— 371 

Valve Relief, Pneumatic, Low-Pressure, 

10/20/66 
MSFC— SPEC-461 


08-01 

08-01 

08-01 
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Technical Specification for Bi-Directional 
Differential Pressure-Transducer 

10-03 

Duct, Fuel, High Pressure, H-l Rocket 
Engine, Reliability Test Requi resents 
04/14/1961 

10M01003 08-01 

Duct, Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirements 05/01/1961 

10H01010 08-01 

Switch, Pressure, Thrust OK, H-l Rocket 
Engine, Reliability Test Requirements 
05/25/1961 

10H01011 08-01 

Switch, High Pressure, Reliability Test 
Requi renents 04/04/1961 

10M01026 08-01 

Pressure Switch, 750 Pounds Per Square Inch, 
Reliability Test Requirenents, 04/01/1961 
10M01027 08-01 


Regulator, Air Pressure, Reliability Test 
Requirenents 03/16/1961 

10H01031 08-01 

Pressure Switch, Fuel Container, Reliability 
Test Requirenents 09/12/1961 

10M01036 08-01 

Pressure Switch, LOX Differential Step, 

Reliability Test Requirements 03/17/1961 
10M01043 08-01 

Valve, Pressure Regulating, Reliability Test 
Requirements 06/30/1961 

10M01044 08-01 

Switch, Assembly, Fuel Step Pressure, 

Reliability Test Requirements 06/15/1961 
10M01046 08-01 

Switch, Absolute Pressure, Reliability Test 
Requirenents 04/01/1961 

10M01047 08-01 

Pressure Switch, 1475 Pounds Per Square Inch 
Gravity, OK, Reliability Test 
Requirements, 04/06/1961 

10M01049 08-01 

Pressure Relief V/alve, Reliability Test 
Requirements 04/07/1961 

10H01059 08-01 

Tape, Heat-Reflective, Pressure Sensitive, 

Aluminum Coated Fiberglass Cloth, 

Specification for, 02/23/62, EO-1 08/03/62, 
E0-2 09/25/62 

10H01597 08-01 

Switch, Absolute Pressure, Specification for 
04/04/62, Ed-1 11/07/62 

10M01613 08-01 

Transducer, High Pressure, Hydraulic, 

Specification for 10/25/1962 

10M01629 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-171 /Fittings, Pressure Connections, 

Flared Tube/ 06/25/1964 

10M01705 08-01 


Switch Assembly, Pressure, Fuel Pressurizing, 
Specification for 08/16/1963 

10M01735 08-01 

Vessels, Pressure, Design and Fabrication, 

Speci f icat i on for 11/03/1964 

10M01796 08-01 


Couplings, Pressure Balanced, Cryogenic, 

Quick Disconnect, Specification for, 

4/25/66, EO-1, 10/24/66 

10M01813 08-01 

Reset and Calibration Procedure, X-15 Cabin 
Pressure Control Switch /Meletron Model 
M4151/, 07/11/62 

14-4 04-01 

Pressure, Transducer Unit, Type 2-11, 

Specification for 10/23/1963 

50M60063 08-01 

Pressure Transducer Unit, Type 2-12, 

Specification for 10/23/1963 

50M60064 08-01 

Transducers, Pressure Specification for 
04/19/1965 

50M60290 08-01 

Spacecraft Flight Equipment, Pressure System, 
Safety Requirements for, 6/15/62 
30265-GEN 11-01 

Spheres, Fiberglass, High Pressure, 

Specification for, 0k/04/60, EO-1 12/12/62, 


EQ-2 11/21/63 

10419907 08-01 

Switch, Pressure, Fuel Container, 

Specification for 01/15/1962 

10419936A v 08-01 

Filter, Air, High Pressure, Specification for, 
11/22/60, EQ-2, 02/14/62 

10419941 08-01 

Switches, Pressure, High, Low, Specification 
for, 12/20/60, E0-1A, 07/12/61, EO-2, 

07/14/61 

10419943 08-01 

Valve Assembly, Pressure Relief, 750 Pounds 
Per Square Inch Gravity, Specification for, 
08/16/60, EO-1, 12/18/61 

10419946 08-01 

Switch Assembly, LOX Step Pressure, 

Specification for, 08/02/61, EO-1, 11/01/61 

10419949 08-01 

Regulator, Air Pressure, Specification for, 
03/13/61, EO-4, 09/06/61, EO-5, 01/16/62, 

EO-6, 05/11/62 

10419954 08-01 

Switch Assembly, Fuel Step Pressure, 

Specification for, 06/07/61, E0-1, 11/01/61, 

EO-2, 01/25/62 

10419955 08-01 

Switch, Absolute Pressure, Specification for, 
11/08/60, E0-1A, 09/12/61, EO-2, 05/12/61 


08-01 


02/21/1961 


08-01 


08-01 


08-01 


08-01 


10419956 

Coupling, Specification for 
10419970 
PRESSURIZED 

Cleaning of Pressurized and Non-Pressur ized 
Instrument Compartments, Procedure for, 

12/30/65 
10M01445A 
PRESSURIZING 

Control Valve, Fuel Container Pressurizing, 
Reliability Test Requirement 05/28/1961 
10M01025 

Switch Assembly, LOX Pressurizing and Relief, 
Reliability Test Requirements 09/19/1961 
10M01037 08-01 

Switch Assembly, Pressure, Fuel Pressurizing, 
Specification for 08/16/1963 

10M01735 08-01 

Valve, Control, Pressurizing, Specification for 
07/18/60, EO-1 12/01/60, EO-2 04/05/61 
10419917 08-01 

Switch, LOX Pressurizing and Relief, 

Specification for, 01/12/62, E0-1, 05/15/62 
104 19931 A 08-01 

Valve, Control, Fuel Container Pressurizing, 
Specification for, 04/17/61, EO-2, 01/24/62 
10419972 
PREVALVE 

Prevalve Assemblies, Normally Open, 

Specification for, 

£0-3, 10/01/63, EQ-5, 

8/24/64 
10M01694 
PREVENTIVE 

Corrosion Preventive Compound, Oil Type, 

Water Displacing Saturn Engines and Related 
Components Preservative, Specification for 
01/15/1963 

MS FC— SPEC-262 08-01 

PRIMACORD 

Arming Unit, Remote, Primacord Initiator, 
Specification for 10/25/1961 

10M01561 08-01 

PRIMARY 

Battery, Nickel Cadmium, 28-Cell, 

160-Ampere-Hour, Specification for, 2/5/64 
40M00204 08-01 

Manually Activated Primary Battery /MAP 4240/ 
Qualification Test Procedure, 9/29/65 
40M00228 

Battery, Primary, Specification for 
07/06/1965 
40M20793 

PRIME 

Prime Coat, EX 176, Preparation and 
Application of. Procedure for 
MSFC-PRDC-205 
PRIMER 

Primer, Silicone Rubber, Solvent Type, 

Specification for, 03/28/62, E0-1 08/03/62 


3/08/62, EO-1, 6/17/63, 

8/17/64, EO-6, 


08-01 


01/17/1963 


08-01 


08-01 


08-01 
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08-01 


10M01620 

PRINTED 

Printed Wiring for Electronic Assemblies 

ARC— STD-200B 02-01 

Coating, Conformal /Polyurethane/, Printed 
Circuit Assemblies, Procedure for, 11/30/66 
KSC— SPEC-E-0001 10-01 

Coatings, Conformal, Protective, Environmental 
for Printed Circuit Assemblies, 10/10/66 
KSC-SPEC-Q— 0001 10-01 

Soldering, Automatic Wave, or Printed Circuit 
Assemblies, 07/01/66 

KSC— S— 178 10-01 

Connectors, Receptacles, Electrical, Printed 
Wiring Board, General Purpose, Edge 
Type, 05/01/66 

MSFC-SPEC— 1 19A 08-01 

Printed-Wiring Boards /Copper-Clad/ Design, 
Documentation, and Fabrication of, 12/15/65 
MSFC-STD-154A 08-01 

Printed Circuit Assemblies, Automatic Single 
Wave Soldering of. Procedure for, 01/10/64, 
Amendment 2, 10/25/65 

MSFC— PROC— 224 08-01 

Coating Conformal /Polyurethane/, Printed 

Circuit Assemblies, Procedure for, 11/15/63, 
Amendment 3, 05/06/65 

MSFC-PROC— 293 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC— 339/28 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC-SPEC-339/59A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug— In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC-339/69A 08-01 

Plastic Sheet, Laminated Copperclad /for 
Printed Wiring/, 11/16/66 

MSFC-SPEC-377A 08-01 

Compound, Printed Circuit Board, Conformal 
Coating, Elastomeric, 04/19/65, QPL-393-1, 
04/19/65, Amendment 1, 02/17/66 

MSFC-SPEC-393A 08-01 

Cleaning Solvent, Printed Circuit Assemblies, 
4/30/65 

MSFC-PROC-43? 08-01 

Plastic Sheet, Laminated, N1 eke 1-Iron-Cobal t 
Clad /for Weldable Printed Wiring/ 

05/07/1965 

MSFC— SPEC— 455 08-01 

Printed Wiring Boards 

S-300-P-1A 05-01 

Printed Circuit Board, Master Drawing 

S— 330— P-0001 05-01 

Printed Wiring Boards and Assemblies 

S-672-P-0001 05-01 

Quality Control Procedures and Inspection 
Criteria for Printed Wiring Boards and 
Assembl I es 

S— 672-P-0002 05-01 

Quality Control Implementation- Procedure for 
Printed Wiring Assemblies 

S— 672-P-0003 05-01 

Printed Circuit Assemblies 05-01 

Networks, Passive, Printed Transmission Line 
Section, Standard for 11/18/1964 
50M60233 08-01 

Cards, Printed Circuit, Digital, Specification 
for, 2/21/66 

nonor 50 ” 60249 08~01 

PROBE 

Electron Probe Microanalyzer, Research 

Equipment, 07/09/65, Revision 1, 11/24/65 

ERC/FR— 10001 12-01 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Capacitance Probe 
S— 615— P—9 05-01 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 

Astronomy Explorer Impedance Probe 

S— 615— P—1 1 05-01 


Probe, Thermal, Specification for, 02/27/64, 

EO-2 08/21/64 

1 OM01603A 08-01 

Probe, Liquid Level, Specification for 
11/27/1963 

50M60007 08-01 

PROCEDURE 

Potting of Electronic and Electrical 
Assemblies, Procedure for 

ARC— PROC— 101 A 02-01 

Reliability and Quality Assurance Procedures 
for Ames Research Center 

ARC— RQA— 1 02-01 

Ames Research Center Quality Status Stamping 
Procedure 

ARC-RQA-9 02-01 

Preparation of Deep Space Instrumentation 
Facility Standard Subsystem Test 
Procedures, 7/16/64 

D00— 1 021— GEN 11-01 

Index of Specifications, Standards and 
Procedures, Revised, 04/26/65 

KD1A0127 10-01 

Engineering Procedures 

KD1A0133 10-01 

Coating, Conformal /Polyurethane/, Printed 
Circuit Assemblies, Procedure for, 11/30/66 
KSC— SPEC— E-0001 10-01 

Procedure for Packaging and Marking Cables 
and Harnesses, 10/01/64 

KSC— P—116 10-01 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems and Systems 
for Pneumatic Use in Support Equipment, 

12/14/64 

KSC— C— 123 10-01 

Test Procedure, Preparation of, 10/05/65 

KSC— STD-1 29 10-01 

Procedure for Wiring Programming System 
Patchboards, 06/15/64 

KSC— W— 167 10-01 

Passive Thermal Protection System 
Installation, Procedures for 

MSC— PROC— 31 09-03 

Preparation of Test Procedures Standard 

MSC— STD-107 09-03 

Preparation of Space Environment Simulation 
Laboratory and Space Environment Effects 
Laboratory Test Procedures 

MSC— STD— 1 09 09-03 

Cable Assemblies, Fabrication of, for 
Electrical Ground Support Equipment, 

Procedure for 10/12/1964 

MSFC-PRQC— 140A 08-01 

Contamination Control and Environmental 
Protection of Space Launch Vehicles and 
Associated Equipment, Procedure for 
03/29/1963 

MSFC— PROC-151 08-01 

Soldering of Electrical Connections /High 
Reliability/, Procedure for, 02/15/63, 

Amendment 1, 09/27/63 

MSFC-PROC— 158B 08-01 

Hydraulic Systems Components and Hydraulic 
Fluids for Space Vehicles, Cleaning, 

Testing, and Handling, Procedure for 
08/18/1965 

MSFC-PR0C-166C 08-01 

Coating Procedures, Saturn Ice-Shields 
03/26/1962 

MSFC— PROC— 175 08-01 

Potting and Molding Cable Assemblies, Using 
Elastomeric Compounds, 09/13/65 
MSFC-PROC— 186C 08-01 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 

MSFC— PROC— 195 A 08-01 

Potting Cable Assemblies, Using Epoxy Resin 
Compounds, 09/09/65, Amendment 1, 12/13/65 

MSFC— PR0C-196B 08-01 

Prime Coat, EX 176, Preparation and 

Application of. Procedure for 01/17/1963 
MSFC— PROC— 205 08-01 

Weight Documentation Form Completion, Space 
Vehicle, Procedure for 10/10/1962 
MSFC— PROC-208A 08-01 
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Printed Circuit Assemblies, Automatic Single 
Wave Soldering of. Procedure for, 01/10/64, 
Amendment 2, 10/25/65 

MS FC—P ROC-224 08-01 

Threaded Fasteners, Lubricant Application, 
Procedure for 07/12/1962 

MS FC—P ROC-226 08-01 

Microfilm Logging Form Completion, MSFC 

Microfilming Program Support, Procedure for 
05/24/1963 

MSFC— PR0C-228A 08-01 

Fittings, Female Threads /Premium Quality/, 
Preparation and Lubrication, Procedure for 
05/15/1963 

MSFC— PROC-238 08-01 

Technical Writing Guide, Procedures, 

Vol • I, 06/15/63, Vol • IIA, 04/15/65, 

Vol. I I I A, 10/15/64 

MS FC-P ROC-239 08-01 

Carbon Tetrachloride, Scrubber Method for 
Analysis of Condensible Hydrocarbon 
Contamination In Compressed Gases, 

Procedure for, 01/16/63, Amendment 1, 


05/23/63 

MSFC-PROC-245 08-01 

Weight and Balance Requirements, Procedure for 
09/19/1962 

MSFC— PRDC-252 08-01 

Electrical Fabrication, Procedure for 
03/01/1964 

MSFC-PROC-256 08-01 

Conformal Coating /Epoxy/, Application of. 
Procedure for, 11/05/63, Amendment 2, 

06/30/65 

MSFC-PRGC-257A 08-01 

Tubing, Heat Reactive, Installation of. 

Procedure for 04/19/1963 

MSFC— P ROC- 27 3 08-01 

Terminals, Installation of. Procedure for 
06/07/63, Amendment 1, 12/15/63 

MSFC-PROC-274 08-01 

Sequencer, Flight, Acceptance Test, Procedure 
for 07/15/1963 

MS FC-P ROC-2 85 08-01 

Timer Assembly, Acceptance Checkout, Procedure 
for, 07/16/63, Amendment 1, 03/31/64 

MS FC-P ROC-28 9 08-01 

Voltage Supply, Measuring, Acceptance 
Checkout, Procedure for 11/03/1964 
MSFC-PRQC-290A 08-01 

Voltage Supply, Master Measuring, Acceptance 
Checkout, Procedure for 11/02/1964 
MSFC-PR0C-292A 08-01 

Coating Conformal /Polyurethane/, Printed 

Circuit Assemblies, Procedure for, 11/15/63, 
Amendment 3, 05/06/65 

MSFC-PR0C-293A 08-01 

Potting of Electrical Distributors, Procedure 
for 09/18/1963 

MSFC-PROC-310 08-01 

Accelerometer Assemblies, Donner, Alignment, 
Procedure for, 06/18/63, Amendment 1, 

08/12/63 

MSFC— P ROC-321 08-01 


Testing of Welded Nodules, Series 300, 

Procedure for 09/20/1963 

MSFC-PRQC-326 08-01 

Determination of Voltage Controlled Oscillator 
Frequency Stabilization Network, Procedure 
for, 04/09/65 

MSFC— P ROC-35 9 08-01 


Epoxy Treatment of Aluminum and Magnesium 
Castings for Pressure Sealing, Procedure 
for 04/07/1964 

MS FC-P ROC-371 08-01 

Exploding Bridgewire /EBW/ Destruct System 
Controller, Acceptance Test, Procedure for 
03/13/1964 

MS FC-P ROC-374 A 08-01 

Etching, Fluorocarbon Insulation, Procedure for 
05/10/1965 

MSFC-PR0C-376B 08-01 

Timer Assemblies, Selection of Timing and 
Temperature Compensating Resistors, 

Procedure for 11/05/1963 

MS FC-P R0C-37 8 08-01 

Range Safety, System Controller, 40M32016, 
Acceptance Test, 10/14/65 

MSFC-PR0C-382B 08-01 


Application of Heat and Blast Resistant 

Coatings to Electrical Cables, Procedure for 
08/24/1964 

MSFC— PROC-395 08-01 

Exploding Bridgewire /EBW/ Firing Unit, 

Checkout, Procedure for 04/15/1965 

MSFC-PROC— 396B 08-01 


Gases, Drying and Preservation, Cleanliness 
Level and Inspection Methods, Procedure for 
10/20/1964 
MSFC-PROC-404 

Modules, Electronic, Encapsulating, 

03/03/65, Amendment 2, 09/24/65 

MSFC-PROC^ilZ 

Power Supply, 56 Volt Direct Current, Model 
2, Acceptance Checkout, Procedure for 
11/02/1964 
MSFC-PROC-431 

Engineering Procedures Manual, Preparation, 
Revision, and Publication of. Standard for 


08-01 

0§-01 


08-01 


01/25/1965 

MSFC-STD-432 

Specification for Manned Space Flight 
Technical Procedure-1 Pulse Code 
Modulation System 
S— 550-P-0001 

Radar Set AN/MPS-26 /XN-2/ Acceptance Test 


08-01 


05-01 


Procedure 

S-553-P-0025 

Acceptance Test Procedure- Model 203 Teltrac 
Active Acquisition Aid System 
S-553— P—0031 

Model 3403D Tracking Receiver- Acceptance 
Test Procedure and Data Sheet 
S-553-P-0033 

On-Site Acceptance Test Procedure for the 
Retrofitted Agave Acquisition Aid System 
S-553-P-0036 

On-Site Acceptance Test Procedure for the 
Teltrac Acquisition Aid System 
S-553-P-0037 

Data Formatter Acceptance Test Procedure 
S— 553-P-0 04 1 

Procedu res-Spec i f icat ions— Standards Manua 1 
S-670-P-61 

Quality Control Procedures and Inspection 
Criteria for Printed Wiring Boards and 


05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 


05-01 


05-01 


11-01 


11-01 


Assemblies 
S-672-P-0002 

Quality Control Implementation- Procedure for 
Printed Wiring Assemblies 
S-672-P— 0003 
Reliability Program Evaluation Procedures, 

09/63 

SP-6002 00-03 

Quality Program Evaluation Procedures, 09/63 

SP-6003 00-03 

Heat Sterilization Test Program for 

Electronic Component Parts, 11/04/66 
ZPP-2100-GEN-A 

Sterilization Test Program Fixed Resistors 
/Procedure No* 674/2-A/, 10/14/65 

ZPP-2 102-GEN 
Sterilization Test Program Variable Trimming 
Resistors /Procedure No. 674/3-A/, 10/22/65 

ZPP— 2103-GEN 11-01 

Qualification Testing Requirements Methods and 
Procedures for Transistors, 1/21/66 
ZPQ— 2451-GEN 11-01 

Procedure for Preparing Vendor Drawing 

Changes and Engineering Sketches, 10/02/62 
00-5 04-01 

Environmental Protection when using Electrical 
Equipment within the Areas of Saturn 
Complexes where Hazardous Areas Exist, 

Procedure for, 03/06/61, EQ-1 03/20/62 
10M01071 

Cleaning of Pressurized and Non-Pressur ized 
Instrument Compartments, Procedure for, 

12/30/65 
10M01445A 

Manufacturing Procedure for Saturn Heat Shi 
Curtains /Outboard/ 05/04/1962 
10M01593 

Molds, Plastic, Fabrication of. Procedure for 
03/06/1962 
1 0MO16O2 

Welding, Fusion, Four- to Six-Inch Thick 
Aluminum Alloy Plate, 2219 For Y Ring, 


08-01 


08-01 

Id 


08-01 


08-01 
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Procedure for, 02/01/63, E0-1 03/27/63 

10M01648B 08—01 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems, and Systems 
for Pneumatic Use in Support Equipment, 
Specification for, 4/28/64, EO-2, 7/28/64, 

10M01671B J 8 _ 01 

Tagging of Saturn Vehicle Non-Flight Items, 
Procedure for, 01/22/63, E0-1 08/07/63 

10H01678 08-01 

Welding, HY-80 Armor Plate Steel, Static 

Test Holddown Arm, Procedure for 02/26/1963 
10M01687 08-01 

Installation of Strain Gauges, Procedure for 
04/02/1963 

10M01691 08-01 

Attaching Thermocouples to Saturn Vehicle 
Skins, Procedure for 09/16/1963 
10M01741 08—01 

Polyurethane Foam, Filling S-l and S-1B 
Torque Boxes Using, Procedure for 
03/30/1964 

10M01778 08-01 

Quality Control of Technical Manuals, 

Procedure for 02/15/1965 

10M01792 08-01 

Saturn IB and Saturn V Mechanical Ground 
Support Equipment General Test and 
Documentation Plan, Procedure for, 3/23/66 
10M0181 1 08-01 

Reset and Calibration Procedure, X-15 Cabin 
Pressure Control Switch /Meletron Model 
M4151/ , 07/11/62 

04— 0i 

Packaging, Contamination Control, and Storage 
Procedures, 07/15/65 

20-2 04-01 

Manually Activated Primary Battery /MAP 4240/ 
Qualification Test Procedure, 9/29/65 
40M00228 08—01 

Coating, Chromate Conversion, of Saturn ESE 
Panels, Chassis, and Racks, Procedure for* 
5/04/66 

40M00319 08-01 

Painting, Final, of Saturn ESE Panels, 

Procedure for, 5/04/66 

40M00325 08-01 

Painting, Final, of Saturn ESE Racks, 

Procedure for, 5/04/66 

40M00326 08 _ 01 

Switch Selector, MOD I and MOD II, Checkout 
Procedure for, 06/11/65, EO-1, 08/13/65, 

EO-2, 09/30/65, EO-3, 10/04/66 

50M11548 08 _ 01 

Sub-Multiplexer Assembly, Remote, Digital, 
Acceptance Test Procedure for 11/14/1963 
50M60011 08-01 

Calibrator Assemblies, Telemeter, Model 2, 

Part Numbers 50M12011-1 and 50M12011-3, 

Bench Checkout, Procedure for 01/09/1964 
50M60012 08 _ 01 

Telemeter Calibrator, Model I, Acceptance 
Test, Procedure for 09/09/1963 
50M60013 08-01 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Checkout Procedure for* 
11/07/1963 

50N60024 08-01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 

Checkout Procedure for, 6/16/64 
50M60031A 08 _ 01 

Decoder, Sequence, Ground Support Equipment, 
Checkout Procedure for 10/20/1964 
50M60054 08 _ 01 

Telemetry Assembly, Single Sideband, Airborne, 
Acceptance Test, Procedure for 03/03/1964 
50M60103 08-01 

Transmitter, Minitrack, Saturn IB and Saturn 
V Space Vehicle, Checkout Procedure for 
07/14/1964 

50M60108 08-01 

Antenna Systems, Mistram, Models 802 and 803, 
Checkout Procedure for, 11/04/64 
50M60131 08-01 

Antenna Systems, Command, Models 308 and 309, 
Checkout Procedure for 11/04/1964 
50M60133 08-01 


Antenna System, Offset Doppler Frequency, 
Transmitting, Model 405, Checkout Procedure 
for 11/04/1964 

50M60135 08-01 

Antenna System, Offset Doppler Frequency 

Receiving Model 404, Checkout Procedure for 
11/04/1964 

50M60137 08-01 

Antenna System, Radar, Model 708, Checkout, 
Procedure for, 3/10/65 

50M60138 08-01 

Antenna System, Azusa, Model 711, Checkout, 
Procedure for, 3/10/65 

50M60139 08-01 

Antenna System, Altimeter, Model 503, Checkout 
Procedure for 11/04/1964 

50M60140 08-01 

Antenna System, Television, Model 402, 

Checkout, Procedure for, 3/10/65 
50M60143 08-01 

Antenna System, Telemeter, Model 219, Checkout 
Procedure for 11/04/1964 

50M60144 08-01 

Decoder, Instrument Unit Command, Acceptance 
Test, Procedure for, 7/22/66 

50M60153 08-01 

Command Decoder, Secure Range Safety, 

Qualification Test Procedure, 4/06/66 
50M60155 08-01 

Decoder, Secure Range Safety Command, 

Acceptance Test Procedure, 8/04/66 
50M60156 08-01 

Command Decoder, Secure Range Safety, Bench 
Checkout, Procedure for, 09/21/65, EO-1, 
03/17/66, EO-2, 04/13/66 

50M60157A 08-01 

Command Receiver MCR503, Bench Checkout, 

Procedure for, 12/02/65, EO-1, 03/17/66, 

EO-2, 04/13/66, EO-3, 08/18/66, EO-4, 

12/02/66 

50M60161C 08-01 

Command System, Secure Range Safety, Bench 
Checkout Procedure for, 12/21/65, EO-1, 

03/16/66 

50M60162B 08-01 

Command Receiver, MCR 503 Acceptance Test, 
Procedure for, 12/05/66 

50M60164 08—01 

Command Receiver, MCR 503, Qualification Test 
Procedure, 4/22/66, EO-1, 7/27/66 

50M60166 08-01 

Transponder, C Band, Radar, Checkout 
Procedure for 11/12/1964 

50M60175 08-01 

Power Amplifier, Radio Frequency, 860 MHz, 
Qualification Test Procedure for, 7/22/66 
50M60331 08-01 

Emergency Detection System, Q-Ball Angle of 
Attack Sensor System, Test Procedure for 
03/15/1965 

50M69931 08-01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, In-Process 
Test Procedure, 1/06/66 

50M71001 08-01 

Drawing Standards and Procedures, 3/04/63 

20030— GEN— B 11-01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 
Specification for, 06/26/62, E0-1 07/02/63- 

EQ-3 04/03/64 

10419906B 08-01 

Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, E0-1 

04/18/61, EO-2 06/05/62 

10509306 08—01 

PROCESS 

Midcourse Propulsion Systems Cleaning Process, 
12/23/63 

GPM— 20068— GEN-A 11-01 

Specification for Solderless Wrap Process, 
Electrical Connections, 07/06/64 
KSC-W-151A 10-01 

Pre-Treatment /Etching/ of Teflon Surfaces 
Prior to Potting Process 

MSC-Q-3 09-03 
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Adhesive Bonding, Process and Inspection 
Requirements for 05/07/1965 

MSFC-SPEC-445 08-01 

National Aeronautics and Space Administration- 
Flight Research Center Process 
Specification System, 10/20/64 
00-2 04-01 

Cleaning Methods and Processes, 09/16/63 

20-1 04-01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, In-Process 
Test Procedure, 1/06/66 

50M71001 08-01 

Soldering Process, 12/13/61 

20014-GEN-F 11-01 

Materials, Processes, and Hardware for 
Fabrication of Spacecraft Electronic 
Equipment, 6/07/62, Amendment 1, 8/20/63 

30261-GEN 11-01 

PROCESSING 

High Speed Digital Computer /Data 
Processing/ 

ESD— 106087 09-03 

Specification for a Universal Comb-Filter 
Processing for Pulse Frequency Modulation 
Telemetry Signals 

S-522-P-0011 05-01 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 
S- 522— P-0012 

Exhibit B, Goddard Space Flight Center 

Specification for Digital Data Processing 
Systen 
S-553-P-0003 

Data Processing Subsystem Design 

Specification for Orbiting Astronomical 
Observatory 
S- 623-0 AO— 0345-4 

Specification for the Nimbus C Data System- 
Addendum C, On-Pass Computer Processing 
of A-Stored Data 
S-650-NI-0025 
PROCESSOR 

Performance Specification for Tracking Data 
Processor System 
S-500-P-0025 
Goddard Space Flight Center Specification to 
Modify the Advanced Vldicon Camera System 
Rapid Film Processors to Utilize Bimat 
Film 

S-653-P-7 05-01 

Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystem 

S-731-P-42 05-01 


05-01 

05-01 

05-01 

05-01 

05-01 


Versatile Information Processor /V IP/ 

Subsystem for the Nimbus D Spacecraft 
S-731-P-46 05-01 

Signal Processor and Control Logic Box Flight 
Model for Nimbus D Attitude Control 
Subsystem 

S-731-P-51 05-01 

Minimum Salient Characteristics for an 
Oscillogram Processor, 03/02/65 

/PR 54974-1/ 10-03 

Topside Sounder Data Processor 

564-78779 05-01 

PROCURED 

Workmanship, Marking, Traceability, Age 

Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Space Flight Center Use 

S-323-P-2 05-01 


PROCUREMENT 

Quality and Reliability Provisions for Nimbus 
Procurement 

S-450-P-1A 05-01 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Data Acquisition Antenna 
S-500-P-0001A 05-01 

Procurement Specification for 40-Foot Data 
Acquisition Antenna System Tracking 
Receiver 

S-500-P-0004 05-01 

Equipment Procurement Specification- Angle 
Tracking Receiver 


S-500-P-0214 05-01 

Procurement Specification- Relay Test Station 
Servo System 

S— 500-P— 0216 05-01 

Equipment Procurement Specification for Antenna 
Feed System 

S-500-P-0217 05-01 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Tracking Antenna 

S— 500-P-0418 05-01 

Equipment Procurement Specification for 40-Foot 
Data Acquisition Antenna Feed System 40-005 
S-525— P-0003 05-01 

Procurement Specification for Radio Frequency 
Absorbent Material for Antenna Test Range 
Facility 

S-525— P—0007 05-01 

Procurement Specification for Radome for 
Antenna Test Range Facility 

S-525— P-0008 05-01 

Procurement Specification for Portable, 

Solid-State, Radiometer 

S— 525-P-0017 05-01 

Procurement Specification for an R-F Echoic 
Chamber to be Installed in Building 19 
S— 525— P—0022 05—01 

Procurement Specification for Instrumentation 
of the Goddard Antenna Test Range 
S-525-P-0032 05-01 

Procurement Specification for the Advanced 
Technological Development of a Two-Channel 
Monopulse Antenna System 

S-525— P-0 039 05-01 

Procurement Specification for International 
Satellite for Ionospheric Studies A Solar 
Cell Panels 

S— 615— P—1 05-01 

Procurement Specification for Nickel-Cadmium 
Cells International Satellite for 
Ionospheric Studies A 

S-615-P-2 05-01 

Procurement Specification for Clock Oscillator 
International Satellite for Ionospheric 
Studi es-A 

S— 615— P—8 05-01 

Procurement Specification for the Purchase of 
Sixteen Ampere-Hour Cells of the 
Silver-Cadmium Type 

S-630— P-0126 05-01 

Procurement Specification for the Purchase of 
Three Ampere-Hour Cells of the Silver 
Cadmium Type 

S-630— P—0 127 05-01 

Procurement Specification for the Purchase of 
Five Ampere-Hour Cells of the 
Silver-Cadmium Type /Nonmagnetic/ 

S-630— P—0 128 05-01 

Procurements Specifications for the Purchase of 
Eleven Ampere-Hour Cells of the 
Silver-Cadmium Type /Non-Magnet lc/ 

S-630— P—0 166 05-01 

Procurement Specification for Computer 

Interface System, 11/14/63 /PR 12025-1/ 

10-03 

Procurement Specification for Radio Frequency 
Calibration Unit, Telemetry Receiver 

10-03 


Jet Propulsion Laboratory Quality Control 
Requirements for Mariner Program 
Procurement, 04/26/63 
30274 

Jet Propulsion Laboratory Quality Control 
Requirements for Surveyor Program 
Procurement, 04/26/63 
30284-GEN 
PRODUCT 

Electronic Equipment Product List 
ARC-STD— 203 

Contract End Item Detail Specification /Low- 
Frequency Accelerometer/ Performance/Design 
and Product Configuration Requirements, 

11/03/66 

KSC-SPEC-M— 0001 10-01 

Performance/Design and Product Configuration 
Requirements KSC Operations Safety Officer. 
Launch Firing Room Console for Apollo 
Launch Support Systems, 09/13/65 
KSC-CP-22309 10-01 

Jet Propulsion Lab Flight Hardware Preferred 


11-01 

11-01 

02-01 
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Polymeric Materials and Products* 8/25/66 
ZCF-4010-0002-A 11-01 

PROGRAM 

Ames Research Center School for Reliable 
Electrical Connections Program Plan 
ARC— RQA— 2A 02-01 

Preparation of Program Plans Standard 

MSC-STD-104 09-03 

Definitions for Contamination Programs 

MSC-STD-C-1 09-03 

Microfilm Logging Form Completion, MSFC 

Microfilming Program Support* Procedure for 
05/24/1963 

MSFC-PR0C-228A 08-01 

Human Factors Engineering Program* 7/28/65 

MSFC— STD-391 08-01 

Quality Program Provisions for Space System 
Contractors* 04/62 

NPC 200-2 00-01 

Reliability Program Provisions for Space 
System Contractors, 07/63 

NPC 250-1 00-01 

General Specification Governing the 

Applications Technology Satellite Program 
S— 2— 0000 05-01 

Environmental Test Plan of the UK-2/S-52 
Satellite Program 

S— 320-UK-0501 05-01 

Screening of Semiconductors for the Nimbus 
Meteorological Satellite Program 
S— 450— P-3 05-01 

Screening of High Usage Electronic Parts for 
the Nimbus Satellite Program 

S— 450-P-4 05-01 

Satellite Tracking and Data Acquisition 
Network Spare Parts Program 

S— 535— P— 1 05—01 

A Research* Design and Development Program 
Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondi ss i pat i ve Regulator-Converters 
S-630-P-0136 05-01 

Silver Cadmium* 12 Ampere Hour Battery 
Cycling Program 

S-630-P-0138 05-01 

Syncom Cycling Program 

S— 630— SYN-0123 05-01 

Goddard Space Flight Center Specification for 
Semiconductor Power Aging for the 
Meteorological Satellite Program 

S— 650— P-1 05-01 

Goddard Space Flight Center Program 

Specification for the Nimbus B/System for 
Nuclear Auxiliary Power-19 System 
S— 652— N I— 1 05-01 

Reliability Program Evaluation Procedures, 

09/63 

SP-6002 00-03 

Quality Program Evaluation Procedures* 09/63 

SP— 6003 00-03 

Jet Propulsion Laboratory Reliability Control 
Program for Spacecraft Electronic and 
Electromechanical Component Parts* 9/24/64 
ZPP-20 0 0-GEN-A 11-01 

Jet Propulsion Laboratory Contractor 

Reliability Control Program for Spacecraft 
Electronic and Electromechanical Component 
Parts, 7/29/64 

ZPP— 2001-GEN 11-01 

Preparation and Submittal of Final Test Report 
on Component Part Test Programs, 1/08/64 
ZPP— 2098— GEN 11-01 

Heat Sterilization Test Program for 
Electronic Component Parts, 11/04/66 
ZP P-2 1 0 0-GEN-A 11-01 

Sterilization Test Program Fixed Resistors 
/Procedure No. 674/2-A/, 10/14/65 

ZPP— 2102-GEN U_ 01 

Sterilization Test Program Variable Trimming 
Resistors /Procedure No. 674/3-A/, 10/22/65 

ZPP— 2103— GEN U-01 

Sterilization Test Program Varactor Phase II, 
11/04/66 

ZP P-2 1 0 6-GEN- A 11-01 

Sterilization Test Program Fuses /Phase II/, 
2/11/65 

ZPP— 2107-GEN-A 11-01 

Sterilization Test Program Capacitor Retest 
Phase, 2/26/65 


ZP P-210 8- GEN 11-01 

Sterilization Test Program Variable Trimming 
Resistors /Phase II/, 1/19/67 

ZPP-2 109-GEN- A 11-01 

Sterilization Test Program, 12/16/64 

ZPP— 2110— GEN 11-01 

Sterilization Test Program Fixed Resistors 
/Phase II/, 1/19/67 

ZPP— 2112— GEN- A 11-01 

Sterilization Test Program Crystals, 7/20/65 

ZPP— 2116-GEN 11-01 

Sterilization Test Program Packaging of 
Sterilized Component Parts, 9/02/65 
ZPP-2117-GEN 11-01 

Sterilization Test Program Investigation, 

Ethylene Oxide Effects On Component Parts 
/Phase III/, 12/01/66 

ZPP-2 11 8-GEN- A ' 11-01 

Sterilization Test Program, Relay Phase, 

2/11/65 

ZPP— 21 19— GEN— A 11-01 

Sterilization Test Program Linear Microcircuit 
/Phase I/, 3/31/65 

ZPP— 2122— GEN 11-01 

Sterilization Test Program, Transformers and 
Inductors, 12/02/65 

ZPP-2 124- GEN— A 11-01 

Sterilization Test Program Screening Test 
Development Task I Component Part Design 
Appraisal, 10/28/66 

ZPP— 2125— GEN 11-01 

Heat sterilization - Temperature Gradient 
Test Program for Electronic Component 
Parts, 7/26/65 

ZPP-2126-GEN 11-01 

Temperature-Time Heat Sterilization Test 
Program for Capacitors, 12/05/66 
ZPP— 2127— GEN— A 11-01 

High Impact Shock Test Program for Electronic 
Component Parts, 7/12/66 

ZPP— 2128-GEN 11-01 

Jet Propulsion Laboratory Quality Control 
Requirements for Mariner Program 
Procurement, 04/26/63 

30274 11-01 

Jet Propulsion Laboratory Quality Control 
Requirements for Surveyor Program 
Procurement, 04/26/63 

30284-GEN 11-01 

PROGRAMMED 


Programmed Apollo Checkout Equipment, 

Spacecraft Programmed Apollo Checkout 
Equipment, Launch Vehicle Computer Interface 
ESD— 106038 09—03 

Programmed Apollo Checkout Equipment, 

Spacecraft Requirements 

ESD-106081 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft External Interfaces 

ESD-106082 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for North American Aviation 
Facil ities 

ESD-106083 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Merritt Island Launch Area 
Facility 

ESD-106084 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Space Environmental 
Facil i ty 

ESD-106085 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Grummen Aircraft 
Engineering Corporation Facility 

ESD— 106086 09-03 

Facility Criteria, Programmed Apollo Checkout 
Checkout Equipment, Spacecraft Ground 
Station, North American Aviation Facility 
ESD— 106090 09-03 

North American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Control Room 
ESD-1 06094 09-03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Control Room 
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ESD-106095 09-03 

North American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Coaputer 
Rooa 1 and 2 

ESD—1 06096 09-03 

Merritt Island Launch Area Prograaaed Apollo 
Checkout Equipment, Spacecraft Coaputer Rooa 
ESD— 106097 09-03 

North American Aviation Prograaaed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Room 

ESD— 1 06098 09-03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Rooa 

ESD— 106099 09-03 

Closed-Circuit Television System for North 
American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Ground 
Station 

ESD-106106 09-03 

Intercommunication System for Programmed 

Apollo Checkout Equipment, Spacecraft Ground 
Station 

ESD— 106107 09-03 

PROGRAMMER 

X-Y Antenna Position Programmer and Position 
Encoding System 

S-500-P-0003 05-01 

Performance Specification— Antenna Position 
Programmer System 

S-500-P-0022 05-01 

X-Y Antenna Position Programmer and Position 
Encoding System 

S-500-P-0215 05-01 

Azimuth-Elevation Antenna Position Programmer 

S— 500 -P-0 4 26 05-01 

Nimbus Programmer and Signal Converter 

S-650-NI-0009 05-01 

Video Programmer, Television, Specification for 
12/01/1964 

50M60221 08-01 

PROGRAMMING 

Procedure for Wiring Programming System 
Patchboards, 06/15/64 

KSC-W-167 10-01 

PROJECT 

Requirements for Contractor Preparation of Deep 
Space Instrumentation Facility Periodic, 
Technical, and Final Project Reports, 

9/22/64 

D00— 1024— GEN 11-01 

Design, Fabrication, and Test of Compartment 
Cooling Unit for S-IV-B Instrumentation 
Unit, Project Apollo, 01/03/67 

KSC— SPEC— P-0001 10-01 

Applications Technology Satellite Project 
Specification for Multiplex Equipment 

05-01 

PROJECTOR 

Specification for Large Screen Projectors, 

12/07/64 /PR 45631-1/ 10-03 

PROPAGATION 

Technical Exhibit for a Study of Certain 
Propagation Anomalies in Flight Radio 
Frequency Signals 10-03 

PROPELLANT 

Pressure Measurement System for Liquid 

Propellant Compatibility Testing, 4/22/66 
GMZ-5 0522-GEN 11-01 

Propellant, Inhibited Nitrogen Tetroxlde 

MSC-PPD-2 09-03 

Propellant Servicing Unit, Specification for 
04/06/64, EO-1 08/20/64 

10M01777 08-01 

Motors, Auxiliary Solid Propellant, Model 

Specification, Preparation of. Standard for, 
6/23/66 

10M01818 08-01 

Computer, Propellant Utilization, 

Specification for, 12/05/60, EO-1 10/23/60 
10419916 08-01 

Containers, Propellant, Specification for 
10/19/1961 

•10419925A 08-01 

PROPERTY 

Mass Properties Standard /National Aeronautics 
and Space Administration SP-6004/, 6/01/65 

CM 018-001-1 00-02 


PROPOSAL 

Technical Requirements for Proposals 
/K-EF3-TPR-1/ 

Technical Requirements for Cost Proposals- 
Appendix C /KN-EF3-64-2/ 


10-03 

10-03 


PROPULSION 

Midcourse Propulsion Systems Cleaning Process, 
12/23/63 

GPH— 20068— GEN— A 11-01 

Strength Analysis Requirements for Propulsion 
System Components and Assemblies, 9/21/66 
HSFC-STD-460 08-01 

PROTECTION 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems and Systems 
for Pneumatic Use in Support Equipment, 

12/14/64 

KSC-C-123 10-01 

Bonds and Grounds Cleaning, Testing and 
Protection, 04/25/66 

KSC-B-155 10-01 

Passive Thermal Protection System 
Installation, Procedures for 

MSC-PROC-31 09-03 

Contamination Control and Environmental 
Protection of Space Launch Vehicles and 
Associated Equipment, Procedure for 
03/29/1963 

MSFC-PROC-151 08-01 

Finishes and Coatings for Corrosion Protection 
of Space Vehicle Structures and 
Associated Equipment, Standard for 
02/07/1962 

MSFC-STD-181 08-01 

Flared Tube Fittings, Handling, Protection, 
and Packaging of 03/09/1965 

MS FC— STD- 34 3/1 08-01 

Valves and Control Devices, Handling, 

Protection, and Packaging of 03/09/1965 
MSFC-STD-343/2 08-01 

Electronic Parts and Components Protection, 

Handling, and Packaging of 03/09/1965 
MSFC-STD-343/3 08-01 

Environmental Protection when using Electrical 
Equipment within the Areas of Saturn 
Complexes where Hazardous Areas Exist, 

Procedure for, 03/06/61, EO— 1 03/20/62 
10M01071 08-01 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems, and Systems 
for Pneumatic Use in Support Equipment, 
Specification for, 4/28/64, EO— 2, 7/28/64, 

10M01671B 08-01 

Tags, Identification, Saturn Environment 
Protection Items, Specification for 
07/18/1963 

10M01682A 08-01 

Environmental Protection of Vehicle and Support 
Equipment Components and Assemblies, 

Specification for 07/01/1960 
10419900 08-01 

PROTECTIVE 

Coatings, Conformal, Protective, Environmental 
for Printed Circuit Assemblies, 10/10/66 
KSC-SPEC-Q— 0001 10-01 

Protective finishes for Space Vehicles, 

Structures and Associated Flight Equipment, 
Specification for, 02/28/63, Amendment 1, 
02/26/64 _ 

MS FC-S PEC-250 08-01 

Battery Charge and Protective Circuit Test 
Specification for United K l ngdom-2/S-52 
International Satellite 

S-630— UK-0101 05-01 

Container, Special Handling and Protective, 
for Saturn IB and Saturn V Instrument 
Unit, Specification for 02/24/1964 
10M01774 08-01 

PROTOTYPE 

Prototype Communications Unit Executor and 
Selection to Activate Random Testing 
Modu 1 es 

ESD-106042 09-03 

Electrical Prototype Digital Test Command 
System 

ESD-106045 09-03 
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PULSE 


Environmental Design Qualification 

Specification for the Prototype United 
Ki ngdom-2/S-52 Spacecraft 

S— 320- UK— 0301 05-01 

Orbiting Astronomical Observatory Overall 
System Performance Specification for 
Refurbishment of Prototype of Orbiting 
Astronomical Observatory /A-l/ 

S-623-0AG-0019 05-01 

Feasibility Prototype Spacecraft Tape Recorder 
Utilizing Peripheral Drive Belt Technique 
S— 632-P-0100 05-01 

Weight Center-of-Gravi ty , Inertia and Balance 
Tests for the Nimbus A Prototype Spacecraft 
S-650-N 1—0003 05-01 

Step One Check of Calibration for Nimbus A 
Prototype Spacecraft /Preliminary/ 

S— 650— M 1—0018 05-01 

Electrical Systems Test for Nimbus A 
Prototype Spacecraft 

S— 650— N I -00 19 05-01 

Nimbus Integration and Test /Nimit/ 

Sequence Specification for Nimbus A 
Prototype Spacecraft 

S— 650— N I -0020 05-01 

Step Two Check of Calibration for Nimbus A 
Prototype Spacecraft 

S— 650— N 1-0021 05-01 

Radio Frequency Susceptibility/Electrical 
Systems Test for Nimbus A Prototype 
Spacecraft 

S-650—N 1-0022 05-01 

Paddle Deployment Test for Nimbus A Prototype 
Spacecraft 

S— 650— N I— 0023 05-01 

Vibration Test Specification for Nimbus A 
Prototype Spacecraft 

S— 650— N I— 0024 05-01 

Nimbus B Prototype Direct Current/Direct 
Current Converter Subsystem 

S-716-P-6 05-01 

Medium Resolution Infrared /MRIR/ Experiment 
Prototype and Flight Model Digital 
Electronics Telemetry Units for Nimbus B 
S-731-P-18A 05-01 

Surveyor, Prototype Flight Equipment, 

Scientific Instruments, Seismograph, 

10/11/61 

30849— DSN-A H_ 01 

PROVISION 

Quality Assurance Provisions for Government 
Agencies, 06/64 

NPC 200— 1 A 00-01 

Quality Program Provisions for Space System 
Contractors, 04/62 

NPC 200-2 00 _ 01 

Inspection System Provisions for Suppliers of 
Space Materials, Parts, Components, and 
Services, 04/62 

NPC 200-3 00-01 

Reliability Program Provisions for Space 
System Contractors, 07/63 

NPC 250-1 00-01 

Quality and Reliability Provisions for Nimbus 
Procurement 

S-450-P-1A 05—01 

Quality Assurance Provisions for Fabricated and 
Machined Items /Space Flight Use/ 

PROVISIONING 05 ” 01 

Spare and Replaceable Parts Provisioning 
Document for National Aeronautics Space 
Administration Communications Division 
GSFC— 571— 65-01 05-01 

PUBLICATION 

Engineering Procedures Manual, Preparation, 
Revision, and Publication of. Standard for 
01/25/1965 

ASFC— STD— 432 08-01 

Saturn Technical Information Handbook, 

Preparation and Publication of. Standard for 
06/21/1965 

10M01762A 08 _ 01 

Saturn Vehicle Data Book, Preparation and 
Publication of. Standard for 05/03/1965 
10M01769A 08 _ 01 

Handbook, Saturn IB Vehicle, Preparation and 
Publication of. Standard for, 4/08/66 
10M01815 08-01 


02-01 
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Conformal Coating of Electronic and Electrical 
Assemblies, Procedure for 
ARC-PR0C-102A 

Pulse Code Modulation Telemetry System 

ESD-106013 09 _ 03 

Digital Acquisition and Decommutation System 
/Pulse Code Modulation Telemetry Station/ 

ESD— 106014 09—03 

Pulse Amplitude Modul at ion/Pul se Detector 
Modulation/Pulse Code Modulation Digital 
Decommut a t or 

ESD-106019 Q 

Pulse Amplitude Modulation/Pulse Detector 
ESI) U 106024 Deco «*utator System 

Pulse Code Modulation Subcommutator, 

Portable Data Gathering System 

ESD-106115 0 9-03 

Design, Fabrication, and Test of Compartment 
Cooling Unit for S-IV-B Instrumentation 
Unit, Project Apollo, 01/03/67 

KSC-SPEC-P-0001 02-01 

Receiving Station, Pulse Code Modulated 
Digital Data Acquisition Subsystem, Model 
DRS-1, Specification for 09/16/1963 
MS FC— SPEC-295 08-01 

Digital Signal Simulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 08/07/1963 

MSFC— SPEC— 297 08-01 

Quick-Look Assembly, Pulse Code Modulated 
Digital Data Acquisition Subsystem 
Receiving Station, Specification for 
08/08/1963 

MSFC— SPEC— 298 08-01 

Data Switch Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC— 299 08-01 

Correlator Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC-300 08-01 

Source Selector, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/02/1963 
MSFC— SPEC— 301 08-01 

Computer Interface Panel, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC-302 08-01 

Data Control Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/14/1963 

MSFC— SPEC-303 08-01 

Digital Signal Synchronizer, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 01/05/1965 

MSFC-SPEC— 304A 08-01 

Receiver and Demodulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 03/25/1965 

MSFC-SPEC— 305 A 08-01 

Power Supply, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MSFC— SPEC-306 08-01 

Blower Assembly, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 09/04/1963 
MSFC-SPEC— 307 08-01 

Patch Panel, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MSFC-SPEC-308 08-01 

Digital Gate Rack Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/15/1963 

MSFC— SPEC— 309 08-01 

Telemetry Receiving Station, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem, Specification for 09/20/1963 
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MSFC-SPEC— 313 08-01 

Converter, Analog-t o-D i g t tal , Subassembly, 

Vehic 1 eborne, Pulse Code Modulated Digital 
Data Acquisition System, Specification for 
05/15/1964 

MSFC-SPEC-323A 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for 
08/15/63, Amendment 2, 11/20/63 

MS FC— SPEC-324 08-01 

Timer, 40 Second, Component Selection, Time 
and Temperature Compensating, 06/10/65 
MSFC-PRQC-453A 08-01 

Performance Specifications- Pulse Code 

Modulation Signal Conditioner and Calibrator 
S-500-P-0023 05-01 

Goddard Space Flight Center Specifications 
Universal Pulse Frequency Modulation 
S i mul ator 

S-521-P-2 05-01 

Specification for a Pulse Code Modulation 
Signal Conditioning Console 

S-522— P-0005 05-01 

Specification for a Pulse Code Modulation 
Input Console 

S-522-P-0006 05-01 

Specification for a Pulse Code Modulation 
Data Simulator and Comparator 

S-522-P-0007 05-01 

Specification for a Universal Comb-Filter 
Processing for Pulse Frequency Modulation 
Telemetry Signals 

S-522-P-0011 05-01 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 
S-522-P-0012 05-01 

Specification for Pulse Code Modulation 
Data Handling Equipment 

S-522-P-0014 05-01 

Specification for Pulse Code Modulation 
Signal Simulator 

S-530-P-0019 05-01 

Specification for Pulse Sweep and Time Delay 
Generators 

S-530-P-0028 05-01 

Pulse Code Modulation-Data Handling 

Equipment- PCM-DHE Data Word Selector 
Interface Specification 

S— 534-P-0001 05-01 

Pulse Code Modulation Simulator 

S-534-P-4 05-01 

Specification for Manned Space Flight 
Technical Procedure-1 Pulse Code 
Modulation System 

S-550-P-0001 05-01 

Goddard Space Flight Center Specification- 
Pulse Code Modulation Data Decommunication 
System 

S-553-P-0010 05-01 

Performance Specification for Pulse Code 
Modulation Telemetry and Multiplexing 
Equipment 

S-553-P-0042 05-01 

Pulse Code Modulation/National Aeronautics 
Space Administration Manned Space Flight 
Network 

S-553— P-17 05-01 

Description and Specifications for Pulse Code 
Modulation Telemetry Tape Recorder System 
S-611-P-2 05-01 

Specification for a Low Power Pulse Code 
Modulation Telemeter 

S-621-P-0002 05-01 

Specification for a Pulse Code Modulation 
Receiving Station 

S-621— P-0003 05-01 

Nimbus B Pulse Code Modulation Telemetry 
Subsystem 

S-653-P-6 05-01 

Spacecraft Electronic Components Transformers 
and Inductors Audio, Power, and High Power 
Pulse, 8/19/65 

ZPP— 2737— GEN 11-01 

Spacecraft Electronic Components Transformers 
and Inductors Radio Frequency, Intermediate 
Frequency, and Low Power Pulse, 8/10/65 


ZP P-273 8-GEN 11-01 

Equipment Specification-Pulse Amplitude 

Modulation Commutator Simulator for Saturn 
IB 10-03 

Specifications for an Analog Pulse - Digital 
Data System for Orbiting Geophysical 
Observatory Experiment F-17 

05-01 

Specifications for Pulse Code Modulation 

Simulator /PR 14369-1/ 10-03 

Specifications for Pulse Generator 

10-03 

Radio Frequency Assembly, Pulse Code 

Modulated, Model CT-19B, Specification for, 
07/15/64, EO-1 , 04/07/65, EO-2, 05/17/65, 

EO-3, 07/15/65, EO-4, 07/24/65, EO-5, 

01/05/66, ED-6, 07/06/66 

50M60029A 08-01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 

Checkout Procedure for, 6/16/64 

50M60031 A 08-01 

Detector, Pulse, Specification for 10/21/1963 
50M60062 08-01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 

Specification for, 09/14/64, EO-1, 12/04/64, 

EO-2, 12/10/64, EO-3, 07/15/65, EO-4, 

11/22/65, EO-5, 01/05/66, EO-6, 01/14/66, 

50M60067 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for, 
10/06/64, EO-1, 07/20/65, EO-2, 01/05/66, 

EO-3, 05/18/66 

50M60209 08-01 

Signal Conditioner, Pulse Code Modulated, 

Specification for, 06/14/65, EO-1, 10/05/65, 

EO-2, 12/02/65, EO-3, 07/06/66 

50M60231 08-01 

Power Supply, 300 Mi 1 1 i amperes , 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 
50M60246 08-01 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 
Acquisition System Receiving Station, 
Specification for 06/11/1965 

50M60247 08-01 

Pulse Code Modulated Digital Synchronizer, 
Specification for, 11/26/65 

50M60250 08-01 

Radio Frequency Telemetry Assemblies, Pulse 
Code Modulated, Specification for, 

11/17/66 

50M60263A 08-01 

Explosive Bridge Wire /EBW/ Pulse Sensor 
224-1, Acceptance Test, 7/14/65 

50M60310 08-01 

Signal Adapter, Pulse Code Modulated, 

Specification for, 8/08/66 

50M60313 08-01 

Radio Frequency Assembly, Model III, 

Telemetry, Pulse Code Modulated, Ultra 
High Frequency, Specification for, 9/09/66 
50M60320 08-01 

PUMP 

Ultra High Vacuum Electronic Pump 

S— 322— P—4 05-01 

PUMPED 

Ion Pumped Ultra High Vacuum System 

S-630-P— 0150 05-01 

PUMPING 

High Vacuum Pumping Module 

S— 630— P— 0 142 05-01 

Specification for a 10-Inch Vacuum Pumping 
Station 

S-630-P-0 143 ° 5 " 01 

PUNCHED 

General Specification Standard Punched Card 
Format for Component Test Data, 11/30/66 
ZPP— 2 094 -GEN— A 11-0 

PURCHASE 

Purchase Specification for an Ultraviolet 
Flame Detector Launch Complex 34 and 37, 
12/01/66 

KSC-SPEC-H-002 10 ~° 

Procurement Specification for the Purchase of 
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PURPOSE 


Sixteen Ampere-Hour Cells of the 
Si 1 ver-Cadmi um Type 

S— 630— P—0126 05-01 

Procurement Specification for the Purchase of 
Three Ampere-Hour Cells of the Silver 
Cadmium Type 

S-630— P-0127 05-01 


Procurement Specification for the Purchase of 
Five Ampere-Hour Cells of the 
Silver-Cadmium Type /Nonmagnetic/ 

S— 630— P-0128 05-01 

Procurements Specifications for the Purchase of 
Eleven Ampere-Hour Cells of the 
Silver-Cadmium Type /Non-Magnet ic/ 

S— 630-P— 0166 05-01 

PURGE 

Flush and Purge Ground Support Servicing 
System, Specification for 01/22/1964 
10M01696 08-01 

PURITY 

Water, High Purity 

MSC-SPEC-C-20 09-03 

Solvent, 1, 1, 1 - Tr ichloroethane. High 
Purity, Inhibited, 7/11/66 

MSFC— SPEC-471 08-01 

PURPOSE 

Connectors, Receptacles, Electrical, Printed 
Wiring Board, General Purpose, Edge 
Type, 05/01/66 

MSFC-SPEC-119A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/ IB 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting, S6GP-2-2B, 

08/31/64, Amendment 1, 07/29/66 

MSFC-SPEC-339/2B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 1.5-19A, 04/01/65, Amendment 1, 

07/29/66 

MSFC— SPEC-339/ 1 9A 08-0 1 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 7.5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3-20A, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/20 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 P$le Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 2— 22A, 03/16/64 

MSFC-SPEC— 339/22 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3.25-23A, 08/31/64 

MSFC— SPEC-339/23A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 

08/31/64 

MSFC— SPEC— 339/24 A 08-01 

Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC— SPEC— 339/25A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 

04/01/65 

MSFC— SPEC— 339/26A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC— SPEC— 339/27A 08-tfl 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC-339/28A 08-01 


Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/31B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-32A, 04/01/65, Amendment 1, 07/29/66 

MSFC SPEC-339/32 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Two Hole Flange Mounting, 

S2GP-6-33B, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/33B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/41B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC— SPEC-339/42A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A , Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Amendment 1, 

07/29/66 

MSFC— SPEC-339/43B 08-01 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH— 6-51 A, 04/01/65 

MSFC— SPEC— 339/51 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH— 6-52 A, 04/01/65 

MSFC— SPEC-339/52A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 

Current, 2 Pole Double Throw, 2A, 

Plug-In, 2 One-Hole Ears Mounting, 

S2GP-6-53B, 04/01/65 

MSFC— SPEC— 339/53B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 
04/01/65 

MSFC— SPEC-339/54A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 
S2GH-3-58A, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/58 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC— SPEC— 339/59 A 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC— SPEC— 339/61 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC— SPEC-339/62A 08-01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC— SPEC— 339/63B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC— SPEC— 339/64B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Amendment 1, 07/29/66 
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MSFC-SPEC— 339/68 A 00-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw , 2A, Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC-339/69A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-7.25— 71A, 04/01/65 

MSFC— SPEC-339/71A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, 

S2GP-7. 25-73A, 09/30/65 

MSFC-SPEC-339/73A 08-01 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 
04/01/1965 

MSFC— SPEC-339/74 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/81A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC-SPEC-339/82A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-03 08/31/1964 

MSFC-SPEC-339/83A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8-91A, 

04/01/65 

MSFC-SPEC-339/91 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC-SPEC-339/92A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Piug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC-SPEC-339/93A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-94A, 08/31/64 

MSFC-SPEC-339/94A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/98A 08-01 

Relay, Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Amendment 1, 07/29/66 

MSFC— SPEC-339/ 101 08-01 

Adhesive, Silicone Rubber, Two-Component, 

Low-t o-Moderate Temperature Resistant, 
Room-Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10M01587 08-01 

Adhesive, Silicone Rubber, One-Component, 
Moderate-to-High Temperature Resistant, 

Room Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10M01588 08-01 

Silicone Rubber, Insulation Material, Thermal, 

Room Temperature Vulcanizing, General 
Purpose, Specification for, 01/16/62, EO-1 
08/03/62 

10M01589 08-01 

Silicone Rubber, Insulation Material, Thermal, 
Elevated Temperature Vulcanizing, General 


Purpose, 02/02/62, EO-1 08/03/62 
10M01595 08-01 

Silicone Rubber, Insulating Material, 

Two-Component, Thermal Curing, General 
Purpose, 01/31/62, E0-1 08/16/62, EO-2 
10/10/62 

10M01596 08-01 

Adhesive, Silicone Rubber, Solvent Type, 

General Purpose, Specification for 
02/01/1962 

10M01598 08-01 

Rope, Fiberglass, One-Quarter Inch, 

General Purpose, Specification for 
01/31/1962 

10 M0 1599 08-01 

Cloth, Glass, Leached, Fluorocarbon 

Impregnated, General Purpose 04/25/1962 
10M01631 08-01 

Marking of Ground Support Equipment for 

Handling Purposes, Standard for 01/28/1965 
10M01801 08-01 

Capacitors, Fixed Ceramic-Dielectric /General 
Purpose/, /Style SCK/, Specification for 
06/19/64, EO-1 04/21/65 

50M60187 08-01 

Wire, Electrical, Teflon Insulated, High 
Temperature Hookup and General Purpose, 

3/21/63 

20039-GEN 11-01 

PUSH 

Valve Assembly, Push Button, Bleed, H-l 
Rocket Engine, Reliability Test 
Requirements 08/09/1961 

10M01450 08-01 

PUSHBUTTON 

Switches, Electrical, Toggle, Rotary, 

Pushbutton and Associated Hardware, 

Specification for 04/30/1962 

10M01585 08-01 

Q 

Q-BALL 

Emergency Detection System, Q-Ball Angle of 
Attack, Sensor System, Specification for 
04/28/1965 

50M60241 08-01 

Emergency Detection System, Q-Ball Angle of 
Attack Sensor System, Test Procedure for 
03/15/1965 

50M69931 08-01 

QUAD 

Cable, Electrical, 47 Conductor, I Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 
MSFC-SPEC-332/46B 08-01 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC-SPEC-332/60B 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/102A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/103A 00-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-3 32/ 104 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-3 32/ 100 A 08-01 

QUALIFICATION 

Qualification Testing of Transformers Power, 
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Four to Eight Kilocycle Toroidal, 3/29/66 


GM 1-50549-GEN 11-01 

Qualification Test Guideline 

MSC— ASPO— RQA-11 09-01 

Qualification Testing, Separable Tube 
Connectors, 04/27/64, Amendment 1, 

03/05/65 

MSFC-STD— 362 08-01 

Radiographic Laboratory Qualification, 

Standard for, 06/21/64, Amendment 2, 

03/24/65 

MSFC— STD-397 08-01 

Environmental Qualification and Acceptance Test 
Specification- Spacecraft Testing 
S— 320— ATS— 010 1 05-01 

Environmental Qualification and Acceptance Test 
Specification- Component Testing 
S— 320— ATS— 0102 05-01 

Environmental Design Qualification Test- 
Components and Experiments, Study of 
Enhanced Radiation Belt S-3B and S-3C 
S— 320— EP— 0101 05-01 

Environmental Design Qualification Test- 

Orbiting Geophysical Observatory Experiments 
S-320-DGO-0101 05-01 

Environmental Design Qualification Test- 
Components and Experiments, United Kingdom 
/2/S— 52 

S— 320— UK-0101 05-01 

Environmental Design Qualification 

Specification for the Prototype United 
Ki ngdom-2/S-52 Spacecraft 

S— 320— UK-0301 05-01 

Environmental Design Qualification and 
Acceptance Tests- Components and 


Experiments, Distance Measuring Equipment 
Antenna 


S— 324— DME-A-1 05-01 

Relay Spacecraft Environmental Qualification 
Testing 

S— 625— REL— 0101 05-01 

Requirements for the Nimbus D Attitude Control 
Subsystem /ACS/ Integration and 
Qual I f i cation 

S-731— P-58 05-01 

Qualification Testing Requirements for Fixed 
Resistors, 10/26/65 

ZPQ— 2248— GEN 11-01 

Qualification Requirements for Electronic and 
Electromechanical Parts, 5/10/66 
ZPQ-2 40 0-GEN 11-01 

Qualification Testing of Spacecraft Electronic 
and Electromechanical Parts, 7/18/66 
ZPQ— 240 1— GEN— A 11-01 

Qualification Testing Requirements for Low 
Frequency Inductors and Transformers, 

4/22/66 

ZPQ— 2437-GEN 11-01 

Qualification Testing Requirements for Fixed 
Capacitors, 1/21/66 

ZPQ— 2444-GEN 11-01 

Qualification Testing Requirements for 
Semiconductor Diodes, 5/25/66 

ZPQ— 2446— GEN 11-01 

Qualification Testing Requirements for Relays. 
12/01/65 

ZPQ— 2447— GEN 11-01 

Qualification Testing Requirements for 

Variable Resistors /Lead-Screw Actuated/, 
11/07/66 

ZPQ— 2449— GEN 11-01 

Qualification Testing Requirements Methods and 
Procedures for Transistors, 1/21/66 
ZPQ— 24 51 -GEN 11-01 


Qualification Testing Requirements for Silicon 
Controlled Rectifiers and Switches, 5/25/66 
ZPQ-2 452-GEN 11-01 

Qualification Testing Requirements for 
Switches, 2/25/66 

ZPQ— 2453— GEN 11-01 

Valve, Main L0X, /H-l Rocket Engine/, 
Qualification 03/13/1961 

10M01020 08—01 

Valve, Single-Solenoid, 2-Way, 2-Position 
/P/N 805764-10460/ Qualification Test 
Specification, 12/08/66 

10M05060 08-01 

Valve, Check, Hydraulic /P/N 204022-19/ 

Qualification Test Specification, 12/08/66 


10M05072 08-01 

Valve, Single-Solenoid, 3-Vay, 2-Position 
/P/N 803664-10469/ Qualification Test 
Specification, 12/08/66 

10M05074 08-01 

Manually Activated Primary Battery /MAP 4240/ 
Qualification Test Procedure, 9/29/65 
40M00228 08-01 

Command Decoder, Secure Range Safety, 

Qualification Test Procedure, 4/06/66 
50M60155 08-01 

Command Receiver, MCR 503, Qualification Test 
Procedure, 4/22/66, E0-1, 7/27/66 

50M60166 08-01 

Power Amplifier, Radio Frequency, 860 MHz, 
Qualification Test Procedure for, 7/22/66 
50M60331 08-01 

QUALITY 

Reliability and Quality Assurance Procedures 
for Ames Research Center 

ARC-RQA— 1 02-01 

Ames Research Center Quality and Reliability 
Survey Checklist 

ARC-RQA-6 02-01 

School of Reliability and Quality Assurance 
for Hand Soldering Student Handbook 
ARC-RQA-7 02-01 

Ames Research Center Quality Status Stamping 
Procedure 

ARC— RQA-9 02-01 

Quality Control Requirements for Ground 
Support Equipment, 10/06/66 

GMO— 50139-GEN-F 11-01 

Research and Development Quality Assurance 
Requirements for Ground Support Equipment, 
6/02/66 

GMD— 50555— GEN 11-01 

Mariner, Flight Equipment, Electron Radiation 
Test for Quality of Assembly Irradiation By 
Natural Radiation Belt Electrons, 9/01/64 
MOO— 50274— GEN- A 11-01 

Fittings, Flared Tube /Premium Quality/, 

Pressure Connections, Specification for, 
02/10/65, Amendment 5, 09/21/66, QPL-143-1, 

01 / 10/66 

MSFC— SPEC-143B 08-01 

Aluminum Alloy Forgings, Premium Quality, 

Heat Treated, Specification for, 03/31/64, 
Amendment 1, 09/08/64 QPL-144-1, 07/26/65 

MSFC-SPEC-144B 08-01 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shapes, and Forgings /Premium 
Quality/, Specification for, 05/15/63, 

Amendment 4, 08/19/66, QPL-145-1, 02/16/66 

MSFC-SPEC— 145A 08-01 

Fittings, Female Threads /Premium Quality/, 
Preparation and Lubrication, Procedure for 
05/15/1963 

MSFC-PROC-238 08-01 

Cleaning of Aluminum Alloy Weld Joints for 
High Quality Welds, 12/06/65 

MSFC— PROC— 463 08-01 

Quality Assurance Provisions for Government 
Agencies, 06/64 

NPC 200— 1 A 00-01 

Quality Program Provisions for Space System 
Contractors, 04/62 

NPC 200-2 00-01 

Quality Requirements for Hand Soldering of 
Electrical Connections, 08/64 

NPC 200-4 00-01 

Quality and Reliability Provisions for Nimbus 
Procurement 

S-450-P-1 A 05-01 

Reliability and Quality Assurance Specification 
for Orbiting Astronomical Observatory 
S— 623— 0 A0— 0345-12 05-01 

Quality Control Procedures and Inspection 
Criteria for Printed Wiring Boards and 
As sembl i es 

S-672— P—0002 05-01 

Quality Control Implementation- Procedure for 
Printed Wiring Assemblies 

S— 672— P-0003 05-01 

Quality Program Evaluation Procedures, 09/63 

SP— 6003 00-03 

Quality Assurance Provisions for Fabricated and 
Machined Items /Space Flight Use/ 

05-01 
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Quality Control of Technical Manuals, 

Procedure for 02/15/1965 

10M01792 08-01 

Jet Propulsion Laboratory Quality Control 
Requirements for Mariner Program 
Procurement, 04/26/63 

30274 11-01 

Jet Propulsion Laboratory Quality Control 
Requirements for Surveyor Program 
Procurement, 04/26/63 

30284-GEN 11-01 

QUARTER 

Apollo Transportable Facility for Grand 

Bahama Island Living and Sleeping Quarters 
Trailer Specification 

S-552-P-2 05-01 

QUICK 

Quick-Look Assembly, Pulse Code Modulated 
Digital Data Acquisition Subsystem 
Receiving Station, Specification for 
08/00/1963 

MSFC-SPEC— 298 08-01 

Couplings, Pressure Balanced, Cryogenic, 

Quick Disconnect, Specification for, 

4/25/66, EO-1, 10/24/66 

10M01813 08-01 

Quick-Look Panel Assembly, Specification for, 
9/08/65 

50M60308 08-01 


RACK 

Control Room Layout and Rack Elevation for 
Houston Space Environmental Facility 
ESD— 106100 09-03 

Computer Room Layout and Rack Elevation for 
Houston Space Environmental Facility 
ESD-106101 09-03 

Control Room Layout and Rack Elevation for 
Grumman Aircraft Engineering Corporation 
ESD— 106102 09-03 

Computer Room Layout and Rack Elevation for 
Grumman Aircraft Engineering Corporation 
ESD— 106103 09-03 

Racks, Consoles, Panels, and Distributors, 

Packaging, Marking and Storage of, 12/01/65 
KSC-P-127/2 10-01 

Marking of Electrical Ground Support 

Equipment, Front Panels, and Rack Title 
Plates, Standard for 05/22/1964 

MSFC-STD-275A 08-01 

Digital Gate R$ck Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/15/1963 

MSFC-SPEC-309 08-01 

Standardized Payload Housing and Rack for 
Nike-Cajun and Nike-Apache Sounding 
Rockets 

S-616-P— 0051 05-01 

Minimum Salient Characteristics for Rack 
Mount for Model 5-119 Oscillographs, 

05/07/65 /PR 98521-1/ 10-03 

Requirements for the Installation of Equipment 
in Government Furnished Racks and Consoles 
/K— EF3-GES-2/ 10-03 

Specifications for Rack Connectors, 10/16/64 

/PR 41318-9/ 10-03 

Universal Inter-Rack Cabling System 

/K-EF3-64-10/ 11/16/64 10-03 

Coating, Chromate Conversion, of Saturn ESE 
Panels, Chassis, and Racks, Procedure for, 
5/04/66 

40M00319 08-01 

Painting, Final, of Saturn ESE Racks, 

Procedure for, 5/04/66 

40M00326 08-01 

Measurement Rack Selector, Specification for 
08/13/1963 

50M60001 08-01 

Selector, Measuring Rack, Specification for 
03/30/1965 

50M60077 08-01 

Measuring Rack House Assembly, Specification 
for 05/12/1965 

50M60288 08-01 

Racks for Ground Equipment, 01/23/62 

30609-STD-A 11-01 


RADAR 

Radar Set AN/MPS-26 /XN-2/ Acceptance Test 
Procedure 

S— 553-P— 0025 05-01 

Specification for the AN/MPS-26 Radar, Exhibit 
A 

S-553-P— 0026 05-01 

Specification for Precision Instrumentation 
Radar AN/FPQ-6 

S-553— P—0027 05-01 

Closed Circuit Television System for AN/FPS-16 
Radar 

S-553— P-12 05-01 

Antenna System, Radar, Model 708, Checkout, 
Procedure for, 3/10/65 

50M60138 08-01 

Transponder, C Band, Radar, Specification for 
11/12/1964 

50M60174 08-01 

Transponder, C Band, Radar, Checkout 
Procedure for 11/12/1964 

50M60175 08-01 

Antenna, Radar, Model 708, Specification for, 
02 / 01/66 

50M60239A 08-01 

Antenna Radar, Model 712, Specification for, 
01/28/66 

50M60265A 08-01 

RADIANT 

Material, Unfired, Ceramic, Thermal 

Insulation for Radiant Heating, M-31, 
Specification for, 03/04/63, Amendment 1, 
06/28/63 

MSFC-SPEC— 197 A 08-01 

RADIATION 

Mariner, Flight Equipment, Electron Radiation 
Test for Quality of Assembly Irradiation By 
Natural Radiation Belt Electrons, 9/01/64 
MOO-5 02 74 -GEN— A 11-01 

Environmental Design Qualification Test- 
Components and Experiments, Study of 
Enhanced Radiation Belt S-3B and S-3C 
S-320-EP-0101 05-01 

Environmental Acceptance Test- Components and 
Experiments, Study of Enhanced Radiation 
Belt S-3B and S-3C 

S-320-EP-0201 05-01 

Environmental Test Specification for Flight 
Acceptance Tests of Study of Enhanced 
Radiation Belt S-3A and S-3C 

S-320-EP-0402 05-01 

Functional Specifications for Battery-Operated 
Field Radiation Hazard Detector 

S-525-P-0028 05-01 

Project Relay Performance Requ l rement s- 
Radiation Experiments 

S-625— REL-0150 05-01 

Project Relay Performance Requirements- Space 
Radiation Monitor Experiments 

S-625-REL-0151 05-01 

Project Relay Performance Requ l rement s- 
Spacecraft Radiation Effects Experiments 
S-625-REL-0152 05-01 

Project Relay Performance Requ I rement s- 
Radiation Experiments Voltage Regulator 
S-625— REL -0154 05-01 

Specification for Determining Relative 1 
Microelectron Volt Electron Radiation 
Damage Resistance for Silicon Solar Cells 
S-630-P-0 106 05-01 

Specifications for Architect-Engineer Services 
for Radiation Safety System - Building 22 

05-01 

Calorimeter Assembly, Radiation Type, 

Specification for 11/17/1964 

50M60219 08-01 

RADIO 

Radio Frequency Interference Shielded 
Enclosures 

ESD— 106035 09-03 

Specification for Modular Enclosures, Radio 
Frequency Interference Shielded, 01/21/64 
KSC— E-153F 10-01 

Radio Interference Electric Field Attenuation 
Measurements for Shielded Equipment 
Enclosures, Standard for 06/26/1963 
MSFC-STD-280 08-01 

Enclosures, Modular Shielded, Radio Frequency 
Interference, Specification for 07/05/1963 
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MSFC— SPEC-331 OB-01 

Mariner Venus 67 Flight Equipment Flight 
Acceptance Testing Radio Subsystem High 
Gain Antenna /2El/ f 2/06/67 

MVX-50632-FAT 11-01 

Mariner Venus 67 Flight Equipment Type 
Approval Testing Radio Subsystem High 
Gain Antenna /2El/ f 2/06/67 

MVX— 50637-TAT 11-01 

Procurement Specification for Radio Frequency 
Absorbent Material for Antenna Test Range 
Facility 

S— 525— P—0007 05-01 

Specification for Radio Frequency Interference 
Shielded Enclosures 

S— 530— P-0027 05-01 

Installation of Power and Radio Frequency 
Cables 

S— 532-P-0012 05-01 

Specification for Electric Power Facilities 
Building, Blossom Point Radio Tracking 
Facility Blossom Point, Maryland 
S— 532— P—0037 05-01 

Specification for Operations Building, 

Satellite Tracking Antenna Receiver, and 
Related Facilities, National Aeronautics and 
Space Administration Radio Tracking 
Facility, Fort Myers, Florida 

S— 532— P—12 05-01 

Performance Specification on Radio Frequency 
Power Monitor 

S-553-P-0015 05-01 

Eight Channel Radio Frequency Multicoupler 
S— 553— P—6 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Ra 
Astronomy Explorer Capacitance Probe 
S— 615— P—9 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Ra 
Astronomy Explorer Impedance Probe 
S— 615— P— 11 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Ra 
Astronomy Explorer Electron Trap 
S— 615— P—12 

Aspect System for Radio Astronomy Explorer 
Satellite 
S— 631— P—4 

Radio Frequency Shielded Enclosure 
S— 636— P—5 

Radio Frequency Susceptibility/Electrical 
Systems Test; for Nimbus A Prototype 
Spacecraft 
S— 650— N I -0022 

Specification for Radio Frequency Shielded 
Enclosure 
S— 672— P—1 

Spacecraft Electronic Components Transformers 
and Inductors Radio Frequency, Intermediate 
Frequency, and Low Power Pulse, 8/10/65 
ZPP— 2738-GEN 

Low— Noise, High Gain Radio Frequency 

Preamplifier System, 03/25/64 /PR 14391- 

Minimum Salient Characteristics for Isolated 
Radio Frequency Power Divider, 03/12/65 
/PR 91214-1/ 

Minimum Salient Characteristics for Radio 
Frequency Micro-Voltmeter, 03/05/65 
/PR 58941-1/ 

Procurement Specification for Radio Frequency 
Calibration Unit, Telemetry Receiver 

Radio Frequency Converter System, 10/22/64 
/K— EF3— 64-8/ 

Radio Frequency Wavegu i de/Coax Equipment 

Technical Exhibit for Low Distortion Radio 
Frequency Multicoupler, 01/14/65 
/PR 49717-1/ 

Technical Exhibit for a Study of Certain 
Propagation Anomalies In Flight Radio 
Frequency Signals 

Radio Frequency Assembly, Pulse Code 

Modulated, Model CT-19B, Specification for, 
07/15/64, EO-1, 04/07/65, EO-2, 05/17/65, 

EO-3, 07/15/65, EO-4, 07/24/65, EO-5, 

01/05/66, EO— 6, 07/06/66 


50M60029A 08-01 

Amplifier, Power, Radio Frequency, 

Specification for, 04/12/65, EO-1, 06/07/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60034C 08-01 

Radio Frequency Assembly, Model 1, 

Specification for, 06/22/66 

50M60071B 08—01 

Radio Frequency Assembly, Model II, 

Specification for, 08/31/66 

50M60085B 08—01 

Radio Frequency Telemetry Assemblies, Pulse 
Code Modulated, Specification for, 

11/17/66 

50M60263A 08-01 

Coupler, Radio Frequency Telemetry, 

Specification for, 01/01/66 

50M60278A 08-01 

Radio Frequency Assembly, Model III, 

Telemetry, Pulse Code Modulated, Ultra 
High Frequency, Specification for, 9/09/66 
50M60320 08-01 

Power Amplifier, Radio Frequency, 860 MHz, 
Qualification Test Procedure for, 7/22/66 
50M60331 08-01 

Coupler, Radio Frequency, Telemetry, 

Specification for, 9/01/66 

50M60394 08-01 

Flight Equipment, Radio Frequency System, 

ML— 6J 20-Megacycle Crystal Frequency 
Source, 01/12/63 



30273— GEN-B 

11-01 

05-01 

RADIOGRAPHIC 

Castings, Aluminum and Magnesium Alloy, 

lo 

Radiographic Inspection of. Acceptance 
Standard for, 05/16/61, Amendment 1, 


05-01 

08/17/66 


lo 

MSFC— STD-100 

08-01 

Radiographic Inspection — Soundness 

Requirements for Fusion Welds in Aluminum 


05-01 

and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 


lo 

4/09/65 



MSFC-SPEC-259A 

08-01 

05-01 

Radiographic Inspection of Electronic Parts, 
06/07/65, Amendment 1, 08/17/66 


MSFC— STD-355 A 

08-01 

05-01 

Radiographic Laboratory Qualification, 
Standard for, 06/21/64, Amendment 2, 

05-01 

03/24/65 



MSFC-STD-397 

Requirements for Radiographic Inspection of 
Electronic Parts, 1/06/67 

08-01 

05-01 

ZPP— 2050-GEN 

Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 

11-01 

05-01 

i 

Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, ED-1 
04/18/61, EO-2 06/05/62 



10509306 

08-01 

11-01 

RADIOISOTOPE 

Specification for a Radioisotope Heat Source 

/ 

Evaluation 


10-03 

S— 630-P-0134 
RADIOMETER 

Procurement Specification for Portable, 

05-01 

10-03 

Solid-State, Radiometer 



S-525-P— 0017 

Revised Specification for a Microwave 

05-01 

10-03 

Radiometer 


r 

S-622-P-1 

05-01 

10-03 

Goddard Space Flight Center Specification for 

a Microwave Radiometer 



S-652-P-2 

05-01 

10-03 

RAD0ME 

Procurement Specification for Radome for 

05-01 

Antenna Test Range Facility 



S-525— P-0008 

Specification for Radome to be used with 

05-01 

10-03 

85-Foot, X-Y, Data Acquisition Antenna 



S-525-P-0027 

RANDOM 

05-01 

10-03 

Prototype Communications Unit Executor and 
Selection to Activate Random Testing 
Modules 



ESD— 106042 

Communications Unit Executor Selection to 
Activate Random Testing Modules 

09-03 
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RANGE 


SUBJECT INDEX 


ESD-106091 09-03 

Specification for Random-Noi se Generator 

S-530-P-0026 05-01 

RANGE 

Range Safety, System Controller, 40M32016, 
Acceptance Test, 10/14/65 

MSEC— PR0C-382B 08-01 

Controller, Range Safety System, 1/21/66 

MS FC— SPEC-449 08-01 

Goddard Range and Range Rate Transponder Test 
Set Specification 

S-522-P-0002 05-01 

Microelectronic Oscillator Range and Range 
Rate Transponder 

S-522-P-0003 05-01 

Exhibit B Goddard Range and Range Rate 
System Specification 

S-522-RR-0054 05-01 

Vertical Freespace Range for Antenna 
Performance Test Facility 

S-525-P-0006 05-01 

Procurement Specification for Radio Frequency 
Absorbent Material for Antenna Test Range 
Facility 

S-525-P-0007 05-01 

Procurement Specification for Radome for 
Antenna Test Range Facility 

S-525-P-0008 05-01 

Procurement Specification for Instrumentation 
of the Goddard Antenna Test Range 
S-525-P-0032 05-01 

Goddard Range and Range Rate Very High 
Frequency Preamplifier Converter 

S-531-P-11 05-01 

Goddard Range and Range Rate System 

Specification Amendment I to Exhibit A 
S-531-P-17-A1 05-01 

Goddard Range and Range Rate System 
Specification, Exhibit A 

S-531-RR-0002 05-01 

Goddard Range and Range Rate System Enhanced 
S-Band Transponder Specification, Exhibit 
A 

S-531-RR-0003 05-01 

Advanced Technological Satellite Range and 
Range Rate System /ATSR/ 

S-531-RR-0004 05-01 

Goddard Range and Range Rate System 

Specifications- Frequency Standard and 
Digital Clock /Appendix 1 to Exhibit A/ 
S-531-RR-0032 05-01 

Specification for Range and Range Rate and 
Satellite Tracking Antenna Command Antenna 
Facilities Data Acquisition Facilities 
S-532-P-0043 05-01 

Nimbus Control Sub-System Pacific Missile 
Range Pre-Launch Test Set 

S-650-NI-0005 05-01 

Offset Doppler Frequency Short-Range 

Interrogator System- Technical Exhibit 

10-03 

Offset Doppler Frequency Short-Range 
Interrogator System, Addendum A, 

/PR 03347-1/ 10-03 

Command Decoder, Secure Range Safety, 

Qualification Test Procedure, 4/06/66 
50M60155 08-01 

Decoder, Secure Range Safety Command, 

Acceptance Test Procedure, 8/04/66 
50M60156 08-01 

Command Decoder, Secure Range Safety, Bench 
Checkout, Procedure for, 09/21/65, EO-1, 
03/17/66, EQ-2, 04/13/66 

50M60157A 08-01 

Command Decoder, Secure Range Safety, 

Specification for, 09/16/65, EO-1, 03/14/66 

50M60158B 08-01 

Command System, Secure Range Safety, 

Specification for, 03/04/1965 

50M60160 08-01 

Command System, Secure Range Safety, Bench 
Checkout Procedure for, 12/21/65, ED-1, 

03/16/66 

50M60162B 08-01 

Spacecraft Operational Support Equipment, 

Electronic System, Minimum Requirements for 
the Atlantic Missile Range Launch Complex, 
06/03/63 

30768-GEN 11-01 


RANGING 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S— 536-P— 0004 05-0 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S— 536— P—0 009 05-0 

RAPID 

Goddard Space Flight Center Specification to 
Modify the Advanced Vidicon Camera System 
Rapid Film Processors to Utilize Bimat 
Film 

S-653-P-7 05-0 

RATE 

Goddard Range and Range Rate Transponder Test 
Set Specification 

S-522-P— 0002 05-0 

Microelectronic Oscillator Range and Range 
Rate Transponder 

S-522— P-0003 05-0 

Exhibit B Goddard Range and Range Rate 
System Specification 

S-522-RR-0054 05-0 

Goddard Range and Range Rate Very High 
Frequency Preamplifier Converter 
S-531— P— 11 05-0 

Goddard Range and Range Rate System 

Specification Amendment I to Exhibit A 
S-531-P-17-A1 05-0 

Goddard Range and Range Rate System 
Specification, Exhibit A 

S— 531— RR— 0002 05-C 

Goddard Range and Range Rate System Enhanced 
S-Band Transponder Specification, Exhibit 
A 

S-531 -RR— 0003 05-C 

Advanced Technological Satellite Range and 
Range Rate System /ATSR/ 

S-531-RR-0004 05-C 

Goddard Range and Range Rate System 

Specifications- Frequency Standard and 
Digital Clock /Appendix 1 to Exhibit A/ 

S-531 -RR-0 032 05-< 

Specification for Range and Range Rate and 
Satellite Tracking Antenna Command Antenna 
Facilities Data Acquisition Facilities 
S-532-P— 0 043 05— ( 

Yaw Rate and Position Sensor 

S-653-P— 0001 05H 

Three Axis Rate Gyro Package 

S— 731-P-16A 05-1 

Yaw Rate Gyro Package 

S-731-P-17A 05-1 

Rate Integrating Gyro 

S— 731— P—32 05— ( 

Rate Measuring Package 

S— 731— P-33 05- 

High Data Rate Storage System for the Nimbus 
Sat e 1 1 ite 

S-731-P-34 05- 

High Data Rate Storage System - D for the 
Nimbus D Satellite 

S-731-P-40 05- 

Long Life Rate Measuring Package 

S— 731— P— 47 05- 

Adapter, Rate Gyro, Specification for 
03/19/1964 

50M60098 08- 

RATIO 

Measuring Assembly, Voltage Standing Wave 
Ratio Model 220, Specification for, 

01/28/66 

50M60259A 08- 

Measuring Assembly, Voltage Standing Wave 

Ratio, Model 225, Specification for, 4/18/66 


Aluminum Alloy Sheet, Raw Material, General 
Specification for, 03/18/63, Amendment 1, 
07/14/65 

MSFC-SPEC-137A 08-01 

Y 

Alphanumeric Cathode Ray Tube Display 

ESD-106006 09-03 

Interim Alphanumeric Cathode Ray Tube Display 

ESD— 1 06016 09-03 
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SUBJECT INDEX 


RECEIVING 


REACTION 

Engineering Model Reaction Wheel Scanner 

S— 731— P—23 05-01 

Gimbaled Reaction Wheel Mounting 

S— 731— P—25 05-01 

Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystem 

S— 731— P-42 05-01 

Flight Model Reaction Wheel Scanner 

S— 731— P— 52 05-01 

Qualified Gimbaled Reaction Wheel Scanner 
Mounting 

S— 731— P—59 05-01 

REACTIVE 

Tubing, Heat Reactive, Installation of. 

Procedure for 04/19/1963 

MSFC— PROC-273 08-01 

Tubing, Heat Reactive, Specification for 
02/17/1965 

MSFC-SPEC-276A 08-01 

READER 

Time Code Reader 

S— 731— P— 35 05-01 

REAL 

Real Time Automatic Digital Optical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 

S-524-P-1 05-01 

RECEIVER 

Telemetry Receiver 

ESD— 106020 09-03 

Telemetry Receiver System 

ESD— 106040 09-03 

Receiver and Demodulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 03/25/1965 

MSFC-SPEC-305A 08-01 

Procurement Specification for 40-Foot Data 
Acquisition Antenna System Tracking 
Receiver 

S— 500— P—0004 05-01 

Diversity Telemetry Receiver Performance 
Speci f i cat ion 

S— 500— P—0202 05-01 

Equipment Procurement Specification- Angle 
Tracking Receiver 

S— 500— P—0214 05-01 

Performance Specifications for Acquisition 
Tracking Receiver 

S— 500— P—0220 05-01 

Performance Specification- Up-Date 
Verification Receiver 

S-500-P— 0225 05-01 

130~I40 Megacycle Tracking Receiver 
Performance Specification 

S— 500— P- 03 01 05-01 

Diversity Telemetry Receiver Performance 
Speci f i cat i on 

S— 523— P- 02 02 05-01 

130 Megacycle to 140 Megacycle Advanced 
Polarization Diversity Autotrack Receiver 
Performance Specification 

S— 523— P—0302 05-01 

400 Megacycle/136 Megacycle Auto-Track and 
Telemetry Receiver Specification for Rosman 
85-Foot Antenna 

S— 523— RO-0001 05-01 

Specifications for Communications Receiver 

S— 530— P—0018 05-01 

Performance Specification- 130 to 140 Megacycle 
Tracking Receiver 

S— 531— P-6 05-01 

Specification for Construction Road and 
Antenna Foundation for Satellite Tracking 
Antenna Receiver Data Acquisition Facility, 

East Grand Forks, Minnesota 

S— 532— P—0041 05-01 

Specifications for Satellite Tracking 
Antenna Receiver Facility, No. 2 Rosman 
Department of Air Force, Rosman, North 
Carolina 

S-532-P-3 05-01 

Specification for Satellite Tracking Antenna 
Receiver 2, Data Acquisition Facility, 

Quito, Ecuador 

S-532-P-4 05-01 

Specification for Telemetry Building and 


Satellite Tracking Antenna Receiver 
Facility, Goldstone, California 

S— 532— P—7 05-01 

Specification for Satellite Tracking Antenna 
Facilities /Receiver 2 and Command 2/ Ulaska 
Data Acquisition Facility, Gilmore Creek, 

Alaska 

S— 532— P—10 05-01 

Specification for Operations Building, 

Satellite Tracking Antenna Receiver, and 
Related Facilities, National Aeronautics and 
Spaoe Administration Radio Tracking 
Facility, Fort Myers, Florida 

S— 532— P—12 05-01 

Model 3403D Tracking Receiver— Acceptance 
Test Procedure and Data Sheet 

S— 553— P-0 033 05-01 

Very High Frequency Telemetry Receiver, Type 

I Single Channel 

S— 553— P— 2 . 05—01 

Very High Frequency Telemetry Receiver, Type 

II Dual Channel 

S— 553— P—3 05-01 

Applications Technology Satellite Specification 
for Communication Frequency Modulation and 
Phase Modulation Receiver 

S— 620— ATS— 0006 05-01 

Preliminary Specification for a Redundant 
Command Receiver System 

S-621— P-0004 05-01 

Project Relay Performance Requirements- 
Spaoecraft Command Receiver 

S— 625— REL— 0142 05-01 

Goddard Space Flight Center Emergency 
Command Receiver 

S-731-P-29 05-01 

Clock Receiver 

S— 731— P— 30 05-01 

Interrogation Recording and Location Subsystem 
/IRLS/ Air Force Cambridge Receiver 
Synchronizer 

S— 731— P-39 05-01 

Procurement Specification for Radio Frequency 
Calibration Unit, Telemetry Receiver 

10-03 

Command Receiver MCR503, Bench Checkout, 

Procedure for, 12/02/65, EO-1, 03/17/66, 

EQ-2, 04/13/66, EO-3, 08/18/66, EO-4, 

12/02/66 

50M60161C 08-01 

Command Receiver, MCR 503 Acceptance Test, 
Procedure for, 12/05/6 6 

50M60164 08-01 

Command Receiver, MCR503, Specification for, 
09/27/65, EO-1 , 03/14/66, EO-2, 04/13/66, 

EO-3, 07/27/66 

50M60165B 08-01 

Command Receiver, MCR 503, Qualification Test 
Procedure, 4/22/66, EO-1, 7/27/66 

50M60166 08-01 

Receiver and Demodulator Panel Assembly, 
Specification for, 7/26/65 

50M60291 08-01 

Antenna, Receive, Command and Communication 
System, Model 610, Specification for, 

6/10/66 

50M60389 08-01 

RECEIVING 

Receiving Station, Pulse Code Modulated 
Digital Data Acquisition Subsystem, Model 
DRS-1, Specification for 09/16/1963 
MSFC-SPEC— 295 08-01 

Digital Signal Simulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 08/07/1963 

MSFC— SPEC— 297 08-01 

Quick— Look Assembly, Pulse Code Modulated 
Digital Data Acquisition Subsystem 
Receiving Station, Specification for 
08/08/1963 

MSFC— SPEC— 298 08-01 

Data Switch Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC-299 08-01 

Correlator Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
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RECEPTACLE 


SUBJECT INDEX 


Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC-SPEC— 300 08-01 

Source Selector, Pulse Code Nodulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/02/1963 
MSFC-SPEC— 301 08-01 

Computer Interface Panel t Pulse Code 
Modulated Digital Data Acquisition 
Subsysten Receiving Station, Specification 
for 08/08/1963 

MSFC-SPEC— 302 08-01 

Data Control Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsysten Receiving Station, Specification 
for 08/14/1963 

MS FC— SPEC-303 08-01 

Digital Signal Synchronizer, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 01/05/1965 

MSFC-SPEC-304A 08-01 

Receiver and Demodulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 03/25/1965 

MSFC-SPEC— 305 A 08-01 


Power Supply, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MS FC- SPEC-3 06 08-01 

Blower Assembly, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 09/04/1963 
MS FC- SPEC-3 07 08-01 

Patch Panel, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MS FC- SPEC-3 08 08-01 

Digital Gate Rack Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/15/1963 

MSFC- SPEC-309 08-01 


Telemetry Receiving Station, Pulse Code 
Modulated Digital Data Acquisition 
Subsysten, Specification for 09/20/1963 
HSFC-SPEC-313 08-01 

Very High Frequency Telemetry Receiving 
System, Type I Single Channel, Type 
II Dual Channel 

S-553-P-1 05-01 

Specif ication' for a Pulse Code Modulation 
Receiving Station 

S-621-P-0003 05-01 


Antenna System, Offset Doppler Frequency 

Receiving Model 404, Checkout Procedure for 
11/04/1964 

50M60137 08-01 

Power Supply, 300 Mi 1 1 i amperes, 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 
50M60246 08-01 


Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 
Acquisition System Receiving Station, 
Specification for 06/11/1965 

50M60247 08-01 

Digital Receiving Station 50M69703-1, 

Specification for, 1/04/66 

50M60315 08-01 

PCM Telemetry Receiving Station 50M69803-1 
Specification for, 12/17/65 

50M60316 08-01 

Digital Receiving Station 50M69753-1, 

Specification for, 1/04/66 

50M60317 08-01 

RECEPTACLE 

Connectors, Receptacles, Electrical, Printed 
Wiring Board, General Purpose, Edge 
Type, 05/01/66 

MSFC-SPEC- 119A 08-01 

RECORD 

Ames Research Center Establishment and 

Maintenance of Identification to Provide 
Article and Record Traceability 

ARC-RQA-8 02-01 

Maintenance and Use of National Aeronautics and 


Space Administration -Flight Research 
Center Workbook and Associated Forms and 
Records, 06/04/63 

00-1 04-01 

RECORDER 

Tape Recorder/Computer Time Decoder and 
Search Unit 

ESD-106002 09-03 

Magnetic Tape Recorder/Reproducer 

ESD-106007 09-03 

Magnetic Tape Recorder/Reproducer System 

ESD— 106015 09-03 

Magnetic Tape Recorder/Reproducer 

ESD-106026 09-03 

Specification for Strip Chart Recorder, Two 
Channel 

S-530-P-0016 05-01 

Specification for Digital Recorders 

S-530— P—0017 05-01 


National Aeronautics and Space Admini stratlon- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Minitrack Data Acquisition Sites 
S-533-P-0212 05-01 

National Aeronautics and Space Admini stration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Satellite Tracking and Data Acquisition 
Network Facilities 

S— 537-STD— 0266 05-01 

Specification for Forced Fluid Recording Paper 
/Used in Brush Mark 200 Recorders/ 

S-539-P-0001 05-01 


Specification for Ink Recording Paper /Used in 
Esterline Type Recorders/ 

S-539— P-0002 05-01 

Specification for Heat-Sensitive Recording 
Paper /Used in Sanborn Recorders/ 

S-539-P-0003 05-01 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer System 
S— 552— P-0018 05-01 

Goddard Space Flight Center Specification- 
Wideband Tape Recorder Reproducer System 
S-553-P-0002 05-01 

Goddard Space Flight Center Specification for 
a Voice Recorder/Reproducer System 
S-553-P— 0006 05-01 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer System 
S-553-P-0 008 05-01 

Specification for a Magnetic Tape Recorder 

S— 553— P—0 034 05-01 

Specification for a Wideband Recorder System 

S-553-P-0035 05-01 

Description and Specifications for Pulse Code 
Modulation Telemetry Tape Recorder System 
S-611-P-2 05-01 

Specifications for Digital Class I Spacecraft 
Recorder Utilizing the M Modular Concept 
as Sponsored by Goddard Space Flight Center 
S— 623-OSD-0003 05-01 

Design Specifications for the Orbiting Solar 
Observatory-D Flight Spacecraft Digital 
Recorder/ Reproducer 

S-623-0SQ— 0004 05-01 

Design Specifications for the Orbiting Solar 
Observatory-E Flight Spacecraft Digital 
Recorder/Reproducer 

S— 623-OSD— 0005 05-01 

Specification for a Reel to Reel Spacecraft 
Recorder 

S-630-P-0156 05-01 

Feasibility Prototype Spacecraft Tape Recorder 
Utilizing Peripheral Drive Belt Technique 
S-632-P— 0100 05-01 

Electronic Photofacsimile Recorder 

S-653-P— 2 05-01 

High Resolution Display and Film Recorder 

S— 731-P— 55 05-01 

Digital Tape Recorder Specification, 03/25/64 
/PR 14392-1/ 10-03 

Equipment Specifications for Telemetry Tape 
Recorder, Saturn IB /PR 42314-1/ 

10-03 


High Performance Instrumentation Tape 
Recorders , 03/17/65 /PR 94186-1/ 

10-03 

Minimum Salient Characteristics for Direct 
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SUBJECT INDEX 


REGULATING 


Writing Analog Recorder Systems, 05/10/65 
/PR 98508—1/ 10-03 

Specifications for Pen Recorder /PR 14346-1/ 

10-03 

Specifications for Recorder System, Portable 

/PR 15272/ 10-03 

Wideband Tape Recorder/Reproducer System 

05-01 

Recorder Asseably, Tape /Airborne/, Model 101, 
Specification for, 10/22/64, E0-1, 12/16/64, 

EO-2, 07/14/65, EO-3, 07/14/65, EO-4, 

10/27/65, EO-5, 12/04/65, EO-6, 12/04/65, 

EO-7, 01/14/66, EO-8, 07/06/66 
50M60016B 

Tape Recorder/Reproducer, Wideband, 

Specification for 04/15/1964 
50M60106 

Tape Recorder/Reproducer Asseably, Ground 
Support Equipment , Specification for, 

2/21/66 
50M60306 
RECORDING 


08-01 

08-01 

08-01 


Direct Writing Analog Recording System 

ESD-106018 09-03 

Direct Writing Recording System 

ESD— 106039 09-03 

Direct Writing 100-Channel Event Recording 
System 

ESD— 106047 09—03 

Direct Writing 32— Channel Event Recording 
System 

ESD-1 06048 09-03 

Recording Oscillograph 

ESD— 106114 09-03 

Data Collection and Recording System for the 
Launch Phase Simulator 

S-325-P-4 05-01 


Digital Data Recording and Synchronizing 
System /Digital Data Recording and 
Synchronizing System/ Performance 
Spec! f i cation 

S-523-P-2 05-01 

Data Collection and Recording System for the 
Launch Phase Simulator 

S— 525— P—4 05-01 

National Aeronautics and Space Administration— 
Goddard Space Flight Center Magnetic 
Recording Tape Specifications- Telemetering 
Instrumentation 


S— 533— P-0121 05-01 

National Aeronautics and Space Administration— 
Goddard Space Flight Center Tape, 

Magnetic Recording 

S— 533— P—0250 ' 05-01 

Tape, Magnetic Recording 

S— 533— P—0265 05-01 

National Aeronautics and Space Admini st rati on- 
Goddard Space Flight Center Tape, 

Magnetic Recording 

S-533— P—0266 05-01 

Specification for Forced Fluid Recording Paper 
/Used in Brush Mark 200 Recorders/ 

S— 539— P—0001 05-01 

Specification for Ink Recording Paper /Used in 
Esterline Type Recorders/ 

S— 539— P—0002 05-01 

Specification for Heat-Sensitive Recording 
Paper /Used in Sanborn Recorders/ 

S— 539— P—0003 05-01 

Specification for Magnetic Tape Recording 
System 

S-630-P-0145 05-01 

Specification for Two-Channel All Solid-State 
Recording Oscillograph System 

S— 630— P-0153 05-01 

Interrogation, Recording, and Location 
Subsystem Transmitter 

S-731-P— 8 05—01 

Interrogation Recording and Location Subsystem 
/IRLS/ Air Force Cambridge Receiver 
Synchronizer 

S-731-P-39 05 _ 01 

The Interrogation, Recording and Location 
Subsystem for Nimbus D 

S — 731— P—56 05-01 

Standard Instrumentation Magnetic Recording 
Tape 

X-534— 66-180 05-01 


Minimum Salient Characteristics for Recording 


Oscillograph, 03/22/65 /PR 91239-1/ 

10-03 

Specifications for a High Performance Kinescope 
Recording System, 03/25/65 /K-EF3-65-14/ 

10-03 

Specifications for 100-Channel Digital Data 
Recording System /PR 00008-1/ 

10-03 

RECTIFICATION 

Specification for Modification of the High 
Resolution Infrared Photofacsimile for Image 
Rectification 

S— 653— P-0 002 05-01 

RECTIFIER 

Qualification Testing Requirements for Silicon 
Controlled Rectifiers and Switches, 5/25/66 
ZPQ— 2452-GEN 11-01 

REDUCTION 

Descriptive Specification for Data Reduction 
Stand for United Kingdom-2/S-52 
International Satellite 

S— 630— UK- 0077 05-01 

Data Reduction Stand Test Specification for 
United Ki ngdom-2/S-52 International 
Satellite 

S— 670-UK-0002 05-01 

REDUNDANT 

Preliminary Specification for a Redundant 
Command Receiver System 

S— 621— P—0004 05-01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, 

Specification for, 1/06/66 

50M60338 08-01 

Sensor System, Redundant Emergency Detection 
System Q— Ball Angle of Attack, In-Process 
Test Procedure, 1/06/66 

50M71001 08-01 

REEL 


Specification for a Reel to Reel Spacecraft 
Recorder 

S— 630— P— 0 156 05-01 

REFERENCE 

Electrical and Electronic Reference 
Designations, 10/29/65 

MSFC— STD— 349A 08-01 

Acoustic Transponders - A Component of the 
Sonar Beacon Reference System 

S— 512— P-2 05-01 

Interface Control Documents to Engineering 
Documentation Cross Reference Index, 

Preparation and Submittal of. Data for. 

Standard for 05/24/1965 

10M01711 08-01 

Human Engineering Design Criteria, Reference 
Abstracts, 11/01/66 

10M01827 08-01 

REFLECTIVE 

Tape, Heat-Reflective, Pressure Sensitive, 

Aluminum Coated Fiberglass Cloth, 

Specification for, 02/23/62, EQ-1 08/03/62, 
EO-2 09/25/62 

10M01597 08-01 

REFURBISHMENT 


Orbiting Astronomical Observatory Overall 
System Performance Specification for 
Refurbishment of Prototype of Orbiting 
Astronomical Observatory /A-l/ 

S— 623— OAO-0019 
REGISTER 


05-01 


Register, Video, Space Vehicle, Specification 


for 09/22/1964 

50M60051 A 08-01 

Data Register Assembly, Specification for, 

10/22/65 

50M60090A 08-01 

Output Register Panel Assembly, Specification 
for, 11/08/65, E0— 1 , 6/22/66 

50M60248 08-01 

REGULATING 

Valves, Pressure Regulating for Missile Use, 
General Specification for 05/04/1959 
ABMA-V— 53 08-01 

Valve, Pressure Regulating, Reliability Test 
Requirements 06/30/1961 

10M01044 08-01 


Valve, Flow Regulating Constant, Specification 
for, 09/05/61, EO-5 10/02/62, EO-6 
12/26/62 
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10419918A 08-01 

REGULATION 

Regulation Unit, Pneumatic, Portable, 

Specification for, 9/29/66 

10M01820 08-01 

REGULATOR 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for 
08/15/63, Amendment 2, 11/20/63 

MSFC- SPEC-32 4 08-01 

Project Relay Performance Requi rement s- 
Radiation Experiments Voltage Regulator 
S— 625-REL— 0154 05-01 

A Research, Design and Development Program 
Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondissipat i ve Regulator-Converters 
S-630-P-Q136 05-01 

Regulator, Air Pressure, Reliability Test 
Requirements 03/16/1961 

10M01031 08-01 

Regulator Assembly, 750 Pounds Per Square 
Inch Gravity, Reliability Test 
Requirements, 03/31/1961 

10M01042 08-01 

Regulator, Constant Flow, Reliability Test 
Requirements 04/01/1961 

10M01048 08-01 

Regulator and Heater Assembly, Gas Bearing, 

Gas Supply, ST-90, Specification for 
01/25/63, ED-2 03/27/63 

10M01446A 08-01 

Regulator and Heater Assembly, Gas Bearing 
Gas Supply, Specification for, 05/13/64, 

EQ-2 07/07/64, EO-3 08/25/64, EO-4 
01/19/65, EO-5, 10/13/65 

10M01681B 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for, 
10/06/64, Ed-1, 07/20/65, EO-2, 01/05/66, 

EO-3, 05/18/66 

50M60209 08-01 

Regulator Assembly, Specification for 
02/21/61, EO-2 02/09/62 

1041991 2A 08-01 

Regulator, Constant Flow, Specification for, 
07/15/61, ED-2, 07/17/61, EQ-3, 05/15/62 

10419920 A 08-01 

Regulator, Air Pressure, Specification for, 
03/13/61, EQ-4, 09/06/61, EO-5, 01/16/62, 

EO-6, 05/11/62 

10419954 08-01 

RELATIVE 

Specification for Determining Relative 1 » 

Microelectron Volt Electron Radiation 
Damage Resistance for Silicon Solar Cells 
S-630— P-0106 05-01 

RELAY 

Solid State Neutral Telegraph Relay 
Specification 

GSFC-571-66— 08 05-01 

Relays, Direct Current Hermetically Sealed, 
for Space Vehicles and Ground Support 
Equipment, General Specification for. 

Supplement IE, 9/16/66, QPL-339-4, 4/25/65, 

Amendment 2, 2/07/66 

MSFC-SPEC-339 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 

MSFC- SPEC-339/ IB 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting, S6GP-2-2B, 

08/31/64, Amendment 1, 07/29/66 

MSFC-SPEC-339/2B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH-1 • 5-19A, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC-339/19A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 7.5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3-20A, 04/01/65, Amendment 1, 07/29/66 


MSFC— SPEC-339/20A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH-2-22A, 03/16/64 

MSFC-SPEC-339/22A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 3.25-23A, 08/31/64 

MSFC-SPEC-339/23A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 

08/31/64 

MSFC-SPEC-339/ 24 A 08-01 

Relay, Special Purpose, ‘/Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC-SPEC-339/25A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 

04/01/65 

MSFC-SPEC-339/26A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC-339/27A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC— 339/28 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/31B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-32A, 04/01/65, Amendment 1, 07/29/66 

MSFC SPEC— 339/32 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Two Hole Flange Mounting, 

S2GP-6-33B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/33B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/41B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/42A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC-339/43B 08-01 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH— 6-51 A, 04/01/65 

MSFC- SPEC-339/51 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH— 6-52 A, 04/01/65 

MSFC-SPEC-339/52A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 

Current, 2 Pole Double Throw, 2A, 

Plug-In, 2 One-Hole Ears Mounting, 

S2GP-6-53B, 04/01/65 

MSFC-SPEC-339/53B 08-01 

Relay, General Purpose, 28 Volts, Direct 
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Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 
04/01/65 

MSFC-SPEC— 339/54 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse— Ears Mounting, 
S2GH-3-58A, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/58A 08-01 

Relay, General Purpose, 20 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug— In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC-SPEC-339/59A 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC-SPEC-339/61A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC-SPEC— 339/62 A 08-01 


Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC— SPEC-339/ 63B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug— In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC— SPEC-339/64B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A , Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65 , Amendment 1, 07/29/66 

MSFC-SPEC— 339/68 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC-339/69A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-7.25-71A, 04/01/65 

MSFC-SPEC-339/71A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, 

S2GP— 7 • 25-73A , 09/30/65 

MSFC-SPEC-339/73A 08-01 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 
04/01/1965 

MSFC— SPEC-339/74 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC— 339/81 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC— SPEC— 339/82 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug— In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC— SPEC— 339/83A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Thro*, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8-91A, 

04/01/65 

MSFC-SPEC— 339/91 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC— SPEC— 339/92 A 08-01 


Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC-SPEC— 339/93A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 

S2LP-8— 94 A, 08/31/64 

MSFC-SPEC— 339/94 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 

04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/98 A 08-01 

Relay, Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pold Double Throw, 2A, 

Solder Hook, Two— Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Amendment 1, 07/29/66 

MSFC— SPEC— 339/101 08-01 

Procurement Specification- Relay Test Station 
Servo System 
S-500— P-0216 

Equipment Packaging Specification for Relay 
Test Stations 
S— 500— P—0218 

Inter— System Wiring Specification for Relay 
Test Stations 
S— 500— P—0219 

Project Relay Specification- Relay I Test 
Station, Nut ley. New Jersey 
S-500— P-0450 

Performance Specification for Relay Feed 
System for 85-Foot Diameter Parabolic 
Antenna 
S-525— P-0011 

Project Relay I System Requirements 
S— 625— REL— 0001 

Relay I Spacecraft Project Relay Performance 
Requirements 

S-625-REL— 0100 05-01 

Relay Spacecraft Environmental Qualification 
Testing 

S-625-REL— 0101 05-01 

Project Relay Test Specification- Relay 

Spacecraft Environmental Acceptance Testing 
S-625— REL— 0102 05-01 

Project Relay Performance Requirements- Relay 
Spacecraft Expected Environment 

S— 625— REL— 0103 05-01 

Project Relay Performance Requirements- Relay 
Spacecraft Reliability Control 
S— 625— REL— 0104 

Project Relay Performance Requirements- 
Electrical Design and Coordination 
S-625-REL— 0105 

Project Relay Performance Requi rement s- 
Structure Subsystem 
S-625— REL— 01 11 

Project Relay Performance Requirements— 

Electrical Power Subsystem 
S-625— REL-0120 

Project Relay Performance Requ i remen t s- 
Wideband Communications Subsystem 
S— 625-REL— 0130 

Project Relay Performance Requi rement s- 
Spacecraft Command Receiver 
S-625— REL— 0142 

Project Relay Performance Requi rements- 
Spaoecraft Command Decoder 
S-625— REL— 0143 

Project Relay Performance Requirements- 
Spacecraft Telemetry Encoder 
S— 625— REL— 0144 

Project Relay Performance Requirements- 
Spacecraft Telemetry Transmitter 
S— 625— REL— 0145 

Project Relay Performance Requirements— 

Relay Spacecraft Telemetry Measurements 
List 

S-625— REL— 0146 

Project Relay Performance Requi rement s- 
Command Control Box 
S-625— REL— 0147 

Project Relay Performance Requirements- 
Radiation Experiments 
S— 625— REL— 0150 


05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 


05-01 

05-01 

05-01 

05-01 

05-01 

05-01 
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Project Relay Performance Requirements- Space 


Radiation Monitor Experiments 

S— 625-REL-0151 05-01 

Project Relay Performance Requi rement s- 
Spacecraft Radiation Effects Experiments 
S-625-REL-0152 05-01 

Project Relay Performance Requi rement s- 
Spacecraft Sun Aspect Indicator 

S— 625-REL-0153 05-01 

Project Relay Performance Requi rement s- 
Radiation Experiments Voltage Regulator 
S— 625-REL-0154 05-01 

Project Relay Performance Requi rements- 
Spacecraft Simulator 

S-625-REL-0169 05-01 

Specification for Potter and Brumfield Relays- 
Type HC11D-12V, HL11D-12V, FC-12V, FL-12V 
S-63O-P-0146 05-01 

Specification for Potter and Brumfield Relays- 
Type SC11D-12V, SL11D-12V, TL17D-12V, 

TL17D-24V 

S-630-P-0148 05-01 

Specification for Babcock Relays 

S— 630— P—0149 05-01 

Specification for Potter and Brumfield Relays- 
Type SL11DM-12V 

S— 630 -P—0152 05-01 

Specification for Potter and Brumfield Relays- 
Type SC11D-6V, SL11D-6V 

S-630-P-0168 05-01 

Spacecraft Electronic Components Relays 
/HI-REL/, 8/31/65 

ZPH-2247-GEN-A 11-01 

Sterilization Test Program, Relay Phase, 

2/11/65 

ZPP-2 119-GEN— A 11-01 

Spacecraft Electronic Components Relays, 

8/31/65 

ZPP-2 747-GEN- A 11-01 

Qualification Testing Requirements for Relays, 
12/01/65 

ZPQ-2447-GEN 11-01 

Relay Assembly, Reliability Test Requirements 
06/12/1961 

10H01032 08-01 

Relay, Hermetically Sealed, Specification for 
01/24/1962 

10M01569 08-01 

Cover Sheet for ABMA-PD-R-187 /Relays, 

Hermetically Sealed Missile Equipment/ 

06/25/1964 

10M01707 08-01 

Relays, DC, Hermetically Sealed, Established 
Reliability for Space Vehicles and Ground 
Support Equipment, Specification, 10/01/65 
40M37496 08-01 

RELIABILITY 

Reliability and Quality Assurance Procedures 
for Ames Research Center 

ARC-RQA-1 02-01 

Ames Research Center Quality and Reliability 
Survey Checklist 

ARC-RQA-6 02-01 


School of Reliability and Quality Assurance 
for Hand Soldering Student Handbook 
ARC-RQA-7 

Capacitor, Fixed, Glass Dielectric, High 
Reliability /Styles CYFR 10/15/20/30/, 

08/24/64 
KSC-C-106 

Soldering of Electrical Connections /High 
Reliability/, Procedure for, 02/15/63, 

Amendment 1, 09/27/63 

MSFC-PR0C-158B 

Capacitors, Fixed Glass-Dielectric, 

Established Reliability, Specification for 
07/20/64, Marshall Space Flight Center- 
QPL-400-1 04/19/65 

MSFC-SPEC-400A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 10, Established Reliability 07/20/1964 
MSFC-SPEC-400 A/1 A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 15, Established Reliability 07/20/1964 
MSFC-SPEC-400A/2A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 20, Established Reliability 07/20/1964 
MSFC-SPEC-400 A/3 A 08-01 

Capacitors, Fixed, Glass-Dielectric, Style 


02-01 

10-01 

08-01 


ECY 30, Established Reliability 07/20/1964 
MSFC— SPEC— 400 A/4A 08-01 

Semiconductor Devices, Established Reliability, 
Specification for 09/30/1964 

MSFC— SPEC— 438 08-01 

Established Reliability Semiconductor Device 
E2N657A 05/31/1965 

MSFC— SPEC— 438/100 08-01 

Established Reliability Semiconductor Devices 
E2N722 and E2N1132 05/31/1965 

MSFC-SPEC-438/101 08-01 

Reliability Program Provisions for Space 
System Contractors, 07/63 

NPC 250-1 00-01 

Quality and Reliability Provisions for Nimbus 
Procurement 

S— 450-P-1A 05-01 

Orbiting Astronomical Observatory S-18 
Specification- Reliability Control 
S-623-0A0— 0012 05-01 

Reliability and Quality Assurance Specification 
for Orbiting Astronomical Observatory 
S— 623— 0 AO-034 5- 12 05-01 

Project Relay Performance Requirements- Relay 
Spacecraft Reliability Control 

S-625-REL-0104 05-01 

Goddard Space Flight Center Specification 
High Reliability Transistor Silicon PNP, 

Type SP-100 

S-631-0-0010 05-01 

Reliability Program Evaluation Procedures, 

09/63 

SP-6002 00-03 

Spacecraft Electronic Components, 

Semiconductors, Diodes /High Reliability/, 
1/31/66 

ZPH-2 246-GEN- B 11-01 

Spacecraft Electronic Components, 

Transistors /High Reliability/, 2/25/65 
ZPH-2251-GEN-A 11-01 

Jet Propulsion Laboratory Reliability Control 
Program for Spacecraft Electronic and 
Electromechanical Component Parts, 9/24/64 
ZPP-2 000-GEN- A 11-01 

Jet Propulsion Laboratory Contractor 

Reliability Control Program for Spacecraft 
Electronic and Electromechanical Component 
Parts, 7/29/64 

ZPP-2001-GEN 11-01 

High Reliability Monochrome Closed Circuit 
Television Camera, 12/17/65 

10-03 


Valve, Main LOX, /H-l Rocket Engine/, 

Reliability Test Requirements 05/08/1961 
10M01000A 08-01 

Valve Assembly, Main Fuel, /H-l Rocket 
Engine/, Reliability Test Requirements 
05/06/1961 

10M01001 08-01 

Blender Unit Assembly, Fuel Additive, /H-l 
Rocket Engine/, Reliability Test 
Requirements 03/29/1961 

10M01002 08-01 

Duct, Fuel, High Pressure, H-l Rocket 
Engine, Reliability Test Requirements 
04/14/1961 

10M01003 08-01 

Gimbal Assembly, H-l Rocket Engine, 

Reliability Test Requirements 05/10/1961 
10M01004 08-01 

Generator Assembly, Gas, H-l Rocket Engine, 
Reliability Test Requirements 05/01/1961 
10M01005 08-01 

Container, Hypergolic Igniter Type FX H-l 
Rocket Engine, Reliability Test 
Requirements 05/10/1961 

10M01006 08-01 

Valve, Explosive Actuated /300 degrees F/, 

H-l Rocket Engine, Reliability Test 
Requirements 05/26/1961 

10M01008 08-01 

Duct, Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirements 05/01/1961 

10M01010 08-01 

Switch, Pressure, Thrust OK, H-l Rocket 
Engine, Reliability Test Requirements 
05/25/1961 

10M0101 1 08-01 
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Line, LOX Bootstrap, H-l Rocket Engine, 

Reliability Test Requirements, Specification 
for 04/17/1961 
10M01012 

Line, Fuel Bootstrap, H-l Rocket Engine, 
Reliability Test Requirements 04/15/1961 
10M01013 

Hose, Flexible, Blender Filter, 

/H-l Rocket Engine/, Reliability Test 
Requirements 04/19/1961 
10M01014 

Hose, Engine Control, H-l Rocket Engine, 
Reliability Test Requirements 04/20/1961 
10M01015 

Heater Assembly, Fuel Additive Blender Unit, 

H-l Rocket Engine, Reliability Test 
Requirements 06/15/1961 
10M01016 

Manifold Assembly, Lube Drain, H-l Rocket 
Engine, Reliability Test Requirements 
04/20/1961 
10M01017 

H-l Rocket Engine, SA-3 Outboard, Reliability 
Test Requirements 09/06/1961 
10M01018 

Valve Assembly, Ignition, Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements 06/01/1961 
10M01019 

Hose Assembly, Oxidizer Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 
10M01022 

Hose, Assembly, Fuel Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 
10M01023 

Control Valve, Fuel Container Pressurizing, 
Reliability Test Requirement 05/28/1961 
10M01025 

Switch, High Pressure, Reliability Test 
Requirements 04/04/1961 
10M01026 

Pressure Switch, 750 Pounds Per Square Inch, 
Reliability Test Requirements, 04/01/1961 
10M01027 

Switch Assembly, LDX, Level, Reliability Test 
Requirements 05/15/1961 
10M01028 

Thermostat, Reliability Test Requirements 
04/19/1961 
10M01030 

Regulator, A! r 'Pressure , Reliability Test 
Requirements 03/16/1961 
10M01031 

Relay Assembly, Reliability Test Requirements 
06/12/1961 
10M01032 

Check Valve, /1/4-Inch/, Reliability Test 
Requirements 03/22/1961 
10M01034 

Valve, Check /3/8-Inch/, Reliability Test 
Requirements 04/13/1961 
10M01035 

Pressure Switch, Fuel Container, Reliability 
Test Requirements 09/12/1961 
10M01036 

Switch Assembly, LOX Pressurizing and Relief, 
Reliability Test Requirements 09/19/1961 
10M01037 

Switch Assembly, Emergency, LOX Vent, 

Reliability Test Requirements 09/09/1961 
10M01038 

Control Valve, Reliability Test Requirements 
06/12/1961 
10M01039 

Control Valve, MV-74V, Reliability Test 
Requirements 04/01/1961 
10M01040 

Bottle Fill and Vent Valve, Reliability 
Test Requirements 04/04/1961 
10M01041 

Regulator Assembly, 750 Pounds Per Square 
Inch Gravity, Reliability Test 
Requirements, 03/31/1961 
10M01042 

Pressure Switch, LOX Differential Step, 

Reliability Test Requirements 03/17/1961 
10M01043 08-01 


Valve, Pressure Regulating, Reliability Test 
Requirements 06/30/1961 
10M01044 


08-01 

Heater Assembly, Reliability Test Requirement 
06/29/1961 

:s 

08-01 

10M01045 

08-01 

Switch, Assembly, Fuel Step Pressure, 

Reliability Test Requirements 06/15/1961 

08-01 

10M01046 

Switch, Absolute Pressure, Reliability Test 

08-01 

Requirements 04/01/1961 


08-01 

10M01047 

Regulator, Constant Flow, Reliability Test 

08-01 

Requirements 04/01/1961 


08-01 

10M01048 

Pressure Switch, 1475 Pounds Per Square Inch 
Gravity, OK, Reliability Test 

08-01 

Requirements, 04/06/1961 



10M01049 

Filter Assembly, /3/4-Inch/, Reliability Test 
Requirements 04/14/1961 

08-01 

08-01 

f 

10M01050 

Valve Assembly, Fuel Fill and Drain, 

Reliability Test Requirements 04/04/1961 

08-01 

08-01 

10H01052 

Filter Assembly, /3/8-Inch/, Reliability Test 
Requirements 04/06/1961 

08-01 


10M01053 

08-01 

08-01 

Valve Assembly, LOX-Relief, Reliability 
Test Requirements 03/31/1961 


08-01 

10H01054 

Valve Assembly, LOX-Vent, Reliability Test 

08-01 

Requirements 



08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


10M01055 08-01 

Valve, Check, Reliability Test Requirements 
04/07/1961 

10M01056 08-01 

Check Valve, Reliability Test Requirements 
03/15/1961 

10H01057 08-01 

Switch Assembly, Fuel Level, Reliability Test 
Requirements 05/15/1961 

10M01058 08-01 

Pressure Relief Valve, Reliability Test 
Requirements 04/07/1961 

10M01059 08-01 

Valve Assembly, Fuel Vent, Reliability Test 
Requirements 04/01/1961 

10M01060 08-01 

Fuel Safety Valve, Reliability Test 
Requirements 04/01/1961 

10H01061 08-01 

Valve Assembly, Preliminary Fuel, Reliability 
Test Requirements 04/04/1961 

1OM01O62 08-01 

Valve Assembly, LDX Preliminary, Reliability 
Test Requirements 04/07/1961 

10M01063 08-01 

Valve Assembly, LOX Fill and Drain, 

Reliability Test Requirements 04/03/1961 
10M01064 08—01 

Check Valve, Fuel, H-l Rocket Engine, 

Reliability Test Requirements 06/16/1961 
10M01365 08-01 

Check Valve, Liquid Oxygen, H-l Rocket 
Engine, Reliability Test Requirements 
06/13/1961 

10M01366 08-01 

Check Valve, LOX Dome, H-l Rocket Engine, 
Reliability Test Requirements 06/28/1961 
10M01367 08-01 

Switch, Hypergolic Igniter Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements, 06/09/1961 

10M01369 08-01 

Generator, Gas Assembly, Reliability Test 
Requirements 08/25/1961 

10M01449 08-01 

Valve Assembly, Push Button, Bleed, H-l 
Rocket Engine, Reliability Test 
Requirements 08/09/1961 

10M01450 08-01 

Valve Assembly, Precooling, Check, 

Reliability Test Requirements 08/28/1962 
10M01667 08-01 

Valve Assembly, Butterfly, 4-Inch, Motor 
Operated, Reliability, Specification for 
08/28/1962 

10MC1668 08—01 
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Hand Soldering of High Reliability Electrical 
Connections, 10/02/63 

12-6 0^-01 

Relays, DC, Hermet 1 cal 1 y Sealed, Established 
Reliability for Space Vehicles and Ground 
Support Equipment, Specification, 10/01/65 
40M37496 08-01 

Flight and Ground Equipment, High Reliability, 
12/12/62 

20037-GEN 11-01 

Fixed Capacitors /High Reliability/, 11/06/62 

20044-GEN-E 11-01 

RELIABLE 

Ames Research Center School for Reliable 
Electrical Connections Program Plan 
ARC-RQA-2A 02-01 

Environmental Test Specification for the 
Reliable Earth Sensor /RES/ 

S-324-RES-1 05-01 

Specification for a Reliable, Low Power, Thin 
Film Spacecraft Memory 

S-522-P-0008 05-01 

Specification for a Reliable, Light Weight, 

Ceramic Audio Filter for Spacecraft 
Appl i cations 

S-522-P-0009 05-01 

RELIEF 

Valve Relief, Pneumatic, Low-Pressure, 

10 / 20/66 

MS FC— SPEC-461 08-01 

Switch Assembly, L0X Pressurizing and Relief, 
Reliability Test Requirements 09/19/1961 
10M01037 08-01 

Valve Assembly, LOX-Rellef, Reliability 
Test Requirements 03/31/1961 

10M01054 08-01 

Pressure Relief Valve, Reliability Test 
Requirements 04/07/1961 

10M01059 08-01 

Cooling System Relief Valve, Specification for 
08/30/61, E0-1A 07/25/62 

10M01212 08-01 

Valve Assembly, LOX Relief, Specification 
for, 12/13/61, EO-5 04/28/62 

1 0 419902A 08-01 

Switch, LOX Pressurizing and Relief, 

Specification for, 01/12/62, EO— 1, 05/15/62 

1041993 1 A 08-01 

Valve Assembly, Pressure Relief, 750 Pounds 
Per Square Inch Gravity, Specification for, 
08/16/60, EO-1, 12/18/61 

10419946 08-01 

REMOTE 

Arming Unit, Remote, Destruction, and 
Separation, 09/21/59 

ABMA-PD-A-48A 08-01 

Remote Facilities 

ESD-106079 09-03 

Remote Controlled Attenuator Performance 
Speci f i cat i ons 

S-500-P-0212 05-01 

Performance Specification for Remote Controlled 
At tenuator 

S-500-P-0223 05-01 

Specification for Remote Site Computers 

S— 553— P -00 32 05-01 

Arming Unit, Remote, Primacord Initiator, 
Specification for 10/25/1961 

10MQ1561 08-01 

Safety and Arming Device /Remote 

Controlled/, Specification for, 06/13/66 
10M01745A 08-01 

Sub-Multiplexer Assembly, Remote, Digital, 
Acceptance Test Procedure for 11/14/1963 
50H6001 1 08-01 

Submultiplexer, Assembly, Remote Digital, 
Specification for, 08/18/64, EO-1, 

10/13/64, EO-2, 11/04/64, EO-3, 12/16/64, 

EO-4, 01/29/65, EO-5, 07/20/65, EO-6, 

07/20/65, EQ-7, 07/20/65, EO-8, 07/20/65, 

50M60018A 08-01 

Submultiplexer Assembly, Analog, Remote, Low- 
Level, Model 102, Specification for, 

10/28/64, EO-1, 12/16/64, EO-2, 07/27/65, 

EO-3, 07/27/65, EO-4, 01/04/66, EO-5, 

01/17/66, EO-6, 07/05/66 

50M60202 08-01 

Submultiplexer Assembly, Analog, Remote, High- 
Level, Model 101, Specification for. 


10/30/64, EO-1, 12/16/64, EO-2, 07/14/65, 

EO-3, 07/14/65, E0-4, 01/04/66, EO-5, 

01/04/66, EO-6, 07/05/66 

50M60203 08-01 

Welded Modules, Remote Digital Sub- 

Multiplexer, Specification for, 07/08/65, 

EO-1, 10/05/65, EO-2, 11/29/65 

50M60217 08-01 

REPAIR 

Control During Repair, Replacement or 
Maintenance 

MSC-SPEC-C-10 09-03 

Material, Rework and Repair for M— 31 Thermal 
Insulation, Specification for 03/22/1963 
ucpn- cprr_ i QftA 08—01 

Packaging and Packing of Parts /Repair Parts 
and Components for Space Vehicles/, 

Specification for 05/16/1960 
10509302 08-01 

REPLACEABLE 

Spare and Replaceable Parts Provisioning 
Document for National Aeronautics Space 
Administration Communications Division 
GSFC-57 1-65-01 05-01 

REPLACEMENT 

Control During Repair, Replacement or 
Maintenance 

MSC-SPEC-C-10 09-03 

REPLEN I SHI NG 

LOX Replenishing Valve Assembly, Performance, 
Specification for, 05/02/60, EO-1, 12/06/60, 

EO-2, 02/21/62 

10419913 08-01 

REPORT 

Requirements for Contractor Preparation of Deep 
Space Instrumentation Facility Periodic, 

Technical, and Final Project Reports, 

9/22/64 

DO0-1024-GEN 11-01 

Test Reports, Preparation of, 06/05/65 

KSC— STD-128 10-01 

Preparation of Test Reports Standard 

MSC-STD-103 09-03 

Configuration Management Accounting Reports, 
Preparation of, 10/01/65 

MSFC-PROC-459 08-01 

Delta Spacecraft Design Restraints /Douglas 
Aircraft Company Report SM-42367/ 

S-623-D— 0052 05-01 

Preparation and Submittal of Final Test Report 
on Component Part Test Programs, 1/08/64 
ZPP-2 09 8- GEN 11-01 

Laboratory Report of Electromagnetic 
Interference Measurements on Offset 
Doppler Frequency Interrogator System, 

Simmonds Model 462320, Unit 2, 10/19/64 

/IN— K-EF34— 64— 5/ 10-03 

REPORTING 

Input for Configuration Management Accounting 
and Reporting System, Preparation of, 

12 / 01/66 

HSFC-PROC— 485 08-01 

REPRODUCER 

Magnetic Tape Recorder/Reproducer 

ESD—1 06007 09-03 

Magnetic Tape Recorder/Reproducer System 
ESD-106015 

Magnetic Tape Recorder/Reproducer 

ESD-106026 09-03 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer System 
S-552— P-0018 05-01 

Goddard Space Flight Center Specification- 
Wideband Tape Recorder Reproducer System 
S-553-P-0002 05-01 

Goddard Space Flight Center Specification for 
a Voice Recorder/Reproducer System 
S-553-P-0006 05-01 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer System 
S-553— P-0008 05-01 

Design Specifications for the Orbiting Solar 
Observatory-D Flight Spacecraft Digital 
Recorder/Reproducer 

S-623-OSQ-0004 05-01 

Design Specifications for the Orbiting Solar 
Observatory-E Flight Spacecraft Digital 
Recorder /Reproducer 

S-623— OSQ-0005 05-01 


09-03 


230 



SUBJECT INDEX 


REQUIREMENT 


Wideband Tape Recorder/Reproducer System 

, „ 05-01 

Tape Recorder/Reproducer, Wideband, 

Specification for 04/15/1964 

50M60106 08-01 

Tape Recorder/Reproducer Assembly, Ground 
Support Equipment, Specification for, 

2/21/66 

50M60306 OR— 01 

REPRODUCTION 

Paper, Copyflo, Reproduction, Specification for 
08/22/1960 

10419942 0 8-01 

REQUIREMENT 

Manufacturing Requirements HI-REL Digital 
Modules, 2/02/67 

DDM— 50442-GEN— B n-gi 

Requirements for Interim Antenna Pointing 
Subsystem /IAPS/, 11/01/66 

DF Z— 1 1 97-GEN 11-01 

Requirements for Preparation of Deep Space 
Instrumentation Facility Technical Manuals, 
2/02/65 

DOD— 1023-GEN 11-01 

Requirements for Contractor Preparation of Deep 
Space Instrumentation Facility Periodic, 
Technical, and Final Project Reports, 

9/22/64 

D00— 1 024— GEN 11-01 

Deep Space Instrumentation Facility 

Documentation Requirements for Contractor 
Furnished Services and Hardware, 2/15/65 
DOD— 1025-GEN 11-01 

Deep Space Instrumentation Facility, 

Manufacturing Requirements, Cables and 
Harness, 4/06/66 

DOS-891 3-GEN-B 11-01 

Programmed Apollo Checkout Equipment, 

Spacecraft Requirements 

ESD—1 06081 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for North American Aviation 
Facilities 

ESD-106083 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Merritt Island Launch Area 
Facil i ty 

ESD— 106084 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Space Environmental 
Facil i ty 

ESD-1 06085 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Grummen Aircraft 
Engineering Corporation Facility 
ESD— 106086 09—03 

Quality Control Requirements for Ground 
Support Equipment, 10/06/66 

GMQ— 50139-GEN-F 11-01 

Spare Parts Requirements for Electro- 
Mechanical Systems, 5/13/64 

GMO— 50300— GEN 11-01 

Research and Development Quality Assurance 
Requirements for Ground Support Equipment, 

6/02/66 

GMO— 5 0 555— GEN 11-01 

Design and Fabrication Requirements for 
Resistance Welded Electrical Connections, 

7/27/66 * 

GMO— 50571 -GEN 11-01 

Clean Room Requirements for Attitude Control 
Gas System, 10/07/63 

GMV-50 003-GEN 11-01 

Contract End Item Detail Specification /Low 
Frequency Accelerometer/ Performance/Design 
and Product Configuration Requirements, 

11/03/66 

KSC— SPEC— M— 0001 10—01 

Instructions for Preparation of Design Criteria 
and Functional Requirements. /Interim/. 

02/24/65 ' * 

KSC— STD— 8 10-01 

Gas Cleanliness Requirements for Operational 
Gaseous Nitrogen, Helium, and Hydrogen 
Systems at Complex 39, 06/07/66 


KSC— C— 182 10 _ 01 

Performance/Design and Product Configuration 
Requirements KSC Operations Safety Officer. 
Launch Firing Room Console for Apollo 
Launch Support Systems, 09/13/65 
KSC— CP— 22309 10 - 0 1 

Mariner C, Flight and Ground Equipment 
Requirements for Storage of the Mariner 
/MC-4/ Spacecraft and Associated Items, 

2/01/65, Amendment 1, 12/01/65 

MC0-50383— GEN-B n _0i 

Addendum to MIL-I— 26600 /Interference Control 
Requirements, Aeronautical Equipment/ 

NSC— ASP0-EMI-1 0 A 09-01 

Apollo Spacecraft Integrated Ground Operations 
Requirements Plan 

MSC-ASP0-G0RP-4 09-03 

Crimping of Electrical Connections Requirements 
f or 

MSC— MSFC— JD— 001 09-03 

Microfilming of Engineering Documents 16 MM, 
Requirements for 

MSC-SPEC-3 09-03 

Preparation of Performance and Design 
Requirements 

MSC-STD— 105 09-03 

Hydraulic System, H-l Engine, Checkout 

Requirements, Specification for 08/30/1963 
MSFC— SPEC— 188 08-01 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 

MSFC-PR0C— 195A 08-01 

Weight and Balance Requirements, Procedure for 
09/19/1962 

MSFC— PROC-252 08-01 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MSFC— SPEC— 259A 08-01 

Vehicle Configuration System, Data 

Requirements for, Marshall Space Flight 
Center, Data Center, 12/22/65, Notice 1, 
12/13/66 

MSFC-STD-417A 08-01 

Master Drawings and Patterns, Undimensioned, 

General Requirements, 02/03/65, Amendment 
1, 04/09/65 

MSFC— STD-420 08 _ 01 

Electrical Support Equipment, General Design 
Requirement for. Standard for 08/14/1964 
MSFC— STD-421 08-01 

Adhesive Bonding, Process and Inspection 
Requirements for 05/07/1965 

MSFC— SPEC— 445 08—01 

Strength Analysis Requirements for Propulsion 
System Components and Assemblies, 9/21/66 
MSFC— STD-460 08-01 

Quality Requirements for Hand Soldering of 
Electrical Connections, 08/64 

NPC 200—4 00—01 

Workmanship, Marking, Traceability, Age 

Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Space Flight Center Use 

S-323-P-2 05-01 

Visual Inspection Requirements for Glass 
Encased Diodes 

S-323-P-3 05-01 

Functional Requirements for Phase Lock 
Demodul at or— Combi ner 

S-500-P-0020 05-01 

Grounding System Requirements for Satellite 
Tracking and Data Acquisition Network 
Stations 

S— 533-P-U 05— 01 

Applications Technology Satellite Experimental 
Communications System Description and 
Requirements 

S— 620-ATS— 0012 05-01 

Vehicle System Integration- Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory Spacecraft /S— 18/ 

S— 623-QAO— 0020 05-01 

Vehicle System Integration - Requirements and 
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Restraints Document for the Orbiting 
Astronomical Observatory /S-18/ Spacecraft 
S-623-OAD-0100 05-01 

Project Relay I System Requirements 

S-625-REL— OOG1 05-01 

Relay I Spacecraft Project Relay Performance 
Requi rements 

S-625-REL— 0100 05-01 

Project Relay Performance Requirements- Relay 
Spacecraft Expected Environment 

S-625-REL-0103 05-01 

Project Relay Performance Requirements- Relay 
Spacecraft Reliability Control 

S-625-REL-0104 05-01 

Project Relay Performance Requ 1 rement s- 
Electrical Design and Coordination 
S-625-REL— 0105 05-01 

Project Relay Performance Requi rement s- 
Structure Subsystem 

S-625-REL— 0111 05-01 

Project Relay Performance Requi rements- 
Electrical Power Subsystem 

S-625-REL-0120 05-01 

Project Relay Performance Requi rements- 
Uideband Communications Subsystem 

S-625-REL-0130 05-01 

Project Relay Performance Requi rementa- 
Spacecraft Command Receiver 

S— 625-REL— 0142 05-01 

Project Relay Performance Requi rements- 
Spacecraft Command Decoder 

S- 625-REL— 0143 05-01 

Project Relay Performance Requi rements- 
Spacecraft Telemetry Encoder 

S-625-REL-0144 05-01 

Project Relay Performance Requi rement s- 
Spacecraft Telemetry Transmitter 

S— 625-REL— 0145 05-01 

Project Relay Performance Requi rement s- 
Relay Spacecraft Telemetry Measurements 
List 

S- 625-REL— 0146 05-01 


Project Relay Performance Requi remen ts- 
Command Control Box 

S- 625-REL- 01 47 05-01 

Project Relay Performance Requi rements- 
Radi at Ion Experiments 

S-625-REL-0150 05-01 

Project Relay Performance Requirements- Space 
Radiation Monitor Experiments 

S- 625-REL— 0151 05-01 

Project Relay Performance Requi rements- 
Spacecraft Radiation Effects Experiments 
S— 625-REL— 0152 05-01 

Project Relay Performance Requirement s- 
Spacecraft Sun Aspect Indicator 

S- 625-REL- 0153 05-01 

Project Relay Performance Requi rements- 
Radiation Experiments Voltage Regulator 
S— 625-REL- 0154 05-01 

Project Relay Performance Requi rements- 
Spacecraft Simulator 

S— 625-REL- 0169 05-01 

Specifications and Requirements for the 
Interplanetary Monitoring Platform Pryme 
Converter* Model 1 

S— 630-IMP— 0122 05-01 

Requirements for the Nimbus D Attitude Control 
Subsystem /ACS/ Integration and 
Quail f i cat ion 

S-731-P-58 05-01 

Requirements for the Eighteen by Thirty Bell 
Jar Vacuum Thermal System 

S-731-P-61 05-01 

Data Requirements for Micrometeorite Experiment 
Surveyor Scientific Flights /A-24 Model/* 

4/04/66 
SAS-505 07-GEN 

Data Requirements for Soil Mechanics Surface 
Sampler Experiment Surveyor Scientific 
Flights /A-24 Model/, 4/04/66 
SAS-505 09— GEN- A 

Data Requirements for Touchdown Dynamics 
Surveyor Engineering Flights /A-21 Model/, 
4/04/66 

SAS-505 10-GEN— A 

Data Requirements for Touchdown Dynamic 
Experiment Surveyor Scientific Flights 
/A-24 Model/* 4/04/66 


11-01 

11-01 

11-01 


11-01 


11-01 


SAS— 5 0511 -GEN— A 11-01 

Data Requirements for Television Experiment 
Surveyor Engineering Flights /A-21 Model/* 
4/04/66 

SAS-50512— GEN-A 

Data Requirements for Television Experiment 
Surveyor Scientific Flights /A-24 Model/, 

4/04/66 

SAS-50513— GEN— A 
Certification Requirements for the Experimental 
Assembly and Sterilization Laboratory, 

10/25/65 

X0Y— 50543-GEN 11-01 

Requirements for Controls in Manufacturing of 
Spacecraft Electronic for Electromechanical 
Component Parts, 11/15/65 
ZPP— 2002-GEN-B 

Requirements for Rad I ogtaph l c Inspection of 
Electronic Parts* 1/06/67 
ZPP-2050-GEN 

Spacecraft Flight and Ground Support 

Equipment* Requirements for Electronic 
Components, 2/05/64 
ZPP-2070-GEN-C 

Qualification Testing Requirements for Fixed 
Resistors, 10/26/65 
ZPQ-2 24 8-GEN 

Qualification Requirements for Electronic and 
Electromechanical Parts, 5/10/66 
ZPQ-2 400 -GEN 

Qualification Testing Requirements for Low 
Frequency Inductors and Transformers, 

4/22/66 
ZPQ-2 437- GEN 

Qualification Testing Requirements for Fixed 
Capacitors, 1/21/66 
ZPQ— 2444-GEN 

Qualification Testing Requirements for 
Semiconductor Diodes, 5/25/66 
ZPQ-2 44 6- GEN 

Qualification Testing Requirements for Relays, 
12/01/65 
ZPQ-2 44 7-GEN 

Qualification Testing Requirements for 

Variable Resistors /Lead-Screw Actuated/* 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11-01 


11/07/66 

ZPQ— 2 449- GEN 11-01 

Qualification Testing Requirements Methods and 
Procedures for Transistors, 1/21/66 
ZPQ-2 451 -GEN 11-01 

Qualification Testing Requirements for Silicon 
Controlled Rectifiers and Switches, 5/25/66 
ZPQ-2452-GEN 11-01 

Qualification Testing Requirements for 
Switches, 2/25/66 

ZPQ-2 453- GEN 11-01 

General Requirements for Multiplier Chains, 

02/26/65 /W3HAP-MS-1/ 10-03 

Requirements for Connectors and Cable 
Assemblies /K-BF3-GES-3/ 

10-03 


Requirements and Criteria for Facilities for the 
Central Instrumentation Facility Antenna 
Site, 11/09/64 10-03 

Requirements for the Installation of Equipment 
in Government Furnished Racks and Consoles 
/K-EF3-GES-2/ 

Technical Requirements for Proposals 
/K-EF3— TPR— 1/ 

Technical Requirements for Cost Proposals- 
Appendlx C /KN-EF3-64-2/ 


10-03 

10-03 

10-03 


Gages, Measuring Devices, Instruments, Test 
Equipment, and Tools, Calibration and 
Checking Requirements, 02/15/65 
02-2 

Valve, Main LQX, /H-l Rocket Engine/, 

Reliability Test Requirements 05/08/1961 
10M01000A 

Valve Assembly, Main Fuel, /H— 1 Rocket 
Engine/, Reliability Test Requirements 
05/06/1961 
10M01001 

Blender Unit Assembly, Fuel Additive, /H-l 
Rocket Engine/, Reliability Test 
Requirements 03/29/1961 
10M01002 

Duct, Fuel, High Pressure, H-l Rocket 
Engine, Reliability Test Requirements 


04-01 

08-01 


08-01 

08-01 


232 


SUBJECT INDEX 


REQUIREMENT CONT 


04/14/1961 
10M01003 

Gimbal Assembly, H-l Rocket Engine* 

Reliability Test Requirements 05/10/1961 
10M01004 

Generator Assembly, Gas, H-l Rocket Engine, 
Reliability Test Requirements 05/01/1961 
10M01005 

Container, Hypergolic Igniter Type FX H-l 
Rocket Engine, Reliability Test 
Requirements 05/10/1961 
10M01006 

Valve, Explosive Actuated /300 degrees F/, 

H-l Rocket Engine, Reliability Test 
Requirements 05/26/1961 
10M01008 

Duct, Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirements 05/01/1961 
10M01010 

Switch, Pressure, Thrust OK, H-l Rocket 
Engine, Reliability Test Requirements 
05/25/1961 
10H01011 

Line, L0X Bootstrap, H-l Rocket Engine, 

Reliability Test Requirements, Specification 
for 04/17/1961 
10N01012 

Line, Fuel Bootstrap, H-l Rocket Engine, 
Reliability Test Requirements 04/15/1961 
10M01013 

Hose, Flexible, Blender Filter, 

/H-l Rocket Engine/, Reliability Test 
Requirements 04/19/1961 
10M01014 

Hose, Engine Control, H-l Rocket Engine, 
Reliability Test Requirements 04/20/1961 
10M01015 

Heater Assembly, Fuel Additive Blender Unit, 
H-l Rocket Engine, Reliability Test 
Requirements 06/15/1961 
10M01016 

Manifold Assembly, Lube Drain, H-l Rocket 
Engine, Reliability Test Requirements 
04/20/1961 
10M01017 

H-l Rocket Engine, SA-3 Outboard, Reliability 
Test Requirements 09/06/1961 
10M01018 

Valve Assembly, Ignition, Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements 06/01/1961 
10M01019 

Hose Assembly, Oxidizer Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 
10N01022 

Hose, Assembly, Fuel Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 
10M01023 

Control Valve, Fuel Container Pressurizing, 
Reliability Test Requirement 05/28/1961 
10M01025 

Switch, High Pressure, Reliability Test 
Requirements 04/04/1961 
10M01026 

Pressure Switch, 750 Pounds Per Square Inch, 
Reliability Test Requirements, 04/01/1961 
10M01027 

Switch Assembly, LOX, Level, Reliability Test 
Requirements 05/15/1961 
10M01028 

Thermostat, Reliability Test Requirements 
04/19/1961 
10M01030 

Regulator, Air Pressure, Reliability Test 
Requirements 03/16/1961 
10M01031 

Relay Assembly, Reliability Test Requirements 
06/12/1961 
10M01032 

Check Valve, /1/4-Inch/, Reliability Test 
Requirements 03/22/1961 
10M01034 

Valve, Check /3/8-Inch/, Reliability Test 
Requirements 04/13/1961 
10M01035 

Pressure Switch, Fuel Container, Reliability 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


Test Requirements 09/12/1961 

10M01036 08-01 

Switch Assembly, LOX Pressurizing and Relief, 
Reliability Test Requirements 09/19/1961 
10M01037 08-01 

Switch Assembly, Emergency, LOX Vent, 

Reliability Test Requirements 09/09/1961 
10M01038 08-01 

Control Valve, Reliability Test Requirements 
06/12/1961 

10M01039 08-01 

Control Valve, MV-74V, Reliability Test 
Requirements 04/01/1961 

10H01040 08-01 

Bottle Fill and Vent Valve, Reliability 
Test Requirements 04/04/1961 

10M01041 08-01 

Regulator Assembly, 750 Pounds Per Square 
Inch Gravity, Reliability Test 
Requirements, 03/31/1961 

1 0M01042 08-01 

Pressure Switch, LOX Differential Step, 

Reliability Test Requirements 03/17/1961 
10H01043 08-01 

Valve, Pressure Regulating, Reliability Test 
Requirements 06/30/1961 

10M01044 08-01 


Heater Assembly, Reliability Test Requirements 
06/29/1961 

10M01045 08-01 

Switch, Assembly, Fuel Step Pressure, 

Reliability Test Requirements 06/15/1961 
10M01046 08-01 

Switch, Absolute Pressure, Reliability Test 
Requirements 04/01/1961 

10M01047 08-01 

Regulator, Constant Flow, Reliability Test 
Requirements 04/01/1961 

10H01048 08-01 

Pressure Switch, 1475 Pounds Per Square Inch 
Gravity, OK, Reliability Test 
Requirements, 04/06/1961 

10M01049 08-01 

Filter Assembly, /3/4-Inch/, Reliability Test 
Requirements 04/14/1961 

10M01050 08-01 

Filter Assembly, /3/8-Inch/, Reliability Test 
Requirements 04/06/1961 

10M01G53 08-01 


Valve Assembly, LOX-Relief, Reliability 
Test Requirements 03/31/1961 

10M01054 08-01 

Valve, Check, Reliability Test Requirements 
04/07/1961 

10M01056 08-01 

Check Valve, Reliability Test Requirements 
03/15/1961 

10M01057 08-01 

Switch Assembly, Fuel Level, Reliability Test 
Requirements 05/15/1961 

10M01058 08-01 

Pressure Relief Valve, Reliability Test 
Requirements 04/07/1961 

10M01059 08-01 

Valve Assembly, Fuel Vent, Reliability Test 
Requirements 04/01/1961 

10H01060 08-01 

Fuel Safety Valve, Reliability Test 
Requirements 04/01/1961 

10M01061 08-01 

Valve Assembly, Preliminary Fuel, Reliability 
Test Requirements 04/04/1961 

10M01062 08-01 

Valve Assembly, LOX Preliminary, Reliability 
Test Requirements 04/07/1961 
10M01063 

Valve Assembly, LOX Fill and Drain, 

Reliability Test Requirements 04/03/1961 
10M01064 

Check Valve, Fuel, H-l Rocket Engine, 

Reliability Test Requirements 06/16/1961 
10H01365 

Check Valve, Liquid Oxygen, H-l Rocket 
Engine, Reliability Test Requirements 
06/13/1961 
10M01366 

Check Valve, LOX Dome, H-l Rocket Engine, 
Reliability Test Requirements 06/28/1961 
10M01367 


08-01 

08-01 

08-01 

08-01 

08-01 
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Switch, HypergoHc Igniter Monitor, H-l 
Rocket Engine, Reliability Test 
Requi resents, 06/09/1961 

10M01369 08-01 

Generator, Gas Assembly, Reliability Test 
Requi reaent s 08/25/1961 

10M01449 08-01 

Valve Assembly, Push Button, Bleed, H-l 
Rocket Engine, Reliability Test 
Requirements 08/09/1961 

10M01450 08-01 

Valve Assembly, Precooling, Check, 

Reliability Test Requirements 08/28/1962 
10M01667 08-01 

Hazardous Gas Analyzer System, General 
Design, Operation, and Sampling 
Requirements, Specification for, 2/09/66 
10M01812 08-01 

General Electrical Wiring Requirements, 

09/15/63 

12-1 04-01 

Basic Soldering Requirements Shield 

Terminations, Safety Wiring, and Connectors, 
09/30/63 

12-2 04-01 

Deep Space Instrumentation Facility, General 
Requirements for Deep Space Instrumentation 
Facility Electronic Equipment, 10/11/62 
8907-GEN— A 11-01 

Workmanship Requirements for Electronic 
Equipment, 2/08/63 

20016-GEN-C 11-01 

Spacecraft Flight Equipment, Pressure System, 
Safety Requirements for, 6/15/62 
30265-GEN 11-01 

Jet Propulsion Laboratory Quality Control 
Requirements for Mariner Program 
Procurement, 04/26/63 

30274 11-01 

Jet Propulsion Laboratory Quality Control 
Requirements for Surveyor Program 
Procurement, 04/26/63 

30284-GEN 11-01 

Engineering Requirements for Telemetry Ground 
Equipment, 01/16/62 

30584-GEN 11-01 

Space Flight Operations Facility, General 
Requirements for Electronic Components, 

03/27/63 

30765-GEN 11-01 

Space Flight Operations Facility, 

Documentation Requirements, 03/26/63 
30766-GEN 11-01 

Spacecraft Operational Support Equipment, 

Electronic System, Minimum Requirements for 
the Atlantic Missile Range Launch Complex, 
06/03/63 

30768-GEN 11-01 

Mariner C, Flight Equipment, Requirements for 
Minimum Magnetic Field, 3/19/63, Amendment 

1, 6/24/63 

31252-GEN 11-01 

RESEARCH 

Electron Probe Microanalyzer, Research 

Equipment, 07/09/65, Revision 1, 11/24/65 

ERC/FR-10001 12-01 

Metallography Research Equipment, with 
Accessories, 05/13/65 

ERC/FR-10002 12-01 

Research and Development Quality Assurance 
Requirements for Ground Support Equipment, 
6/02/66 

G MO— 50555-GEN 11-01 

A Research, Design and Development Program 
Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondl ss i pat l ve Regulator-Converters 
S-630-P-0136 05-01 

RESET 

Reset and Calibration Procedure, X-15 Cabin 
Pressure Control Switch /Meletron Model 
M4151/, 07/11/62 

14-4 04-01 

RESIN 

Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 

5/04/64, Amendment 1-B, 9/01/64, Amendment 

2, 2/26/65 

GMD— 50111-GEN-B 11-01 


Potting Cable Assemblies, Using Epoxy Resin 
Compounds, 09/09/65, Amendment 1, 12/13/65 

MSFC-PROC— 196B 08-01 

Resin Compounds, Electrical and Environmental 
Insulation, Epoxy, Specification for, 

10/19/65, QPL-222-1, 10/25/65 

MSFC-SPEC— 222B 08-01 

Adhesive, Epoxy Resin, 3/01/66, QPL-411-1, 

3/01/66 

MSFC-SPEC-411 08-01 

Flight Equipment, Carbon Cloth with Phenolic 
Resin for Rocket Motor Nozzles, 2/22/63 
20038-GEN 11-01 

RESISTANCE 

Design and Fabrication Requirements for 
Resistance Welded Electrical Connections, 

7/27/66 

G MO-5 0571 -GEN 11-01 

Specification for Determining Relative 1 
Microelectron Volt Electron Radiation 
Damage Resistance for Silicon Solar Cells 
S-630-P-0 106 05-01 

Welding, Spot, Resistance, Nons truct ura 1 , 

Specification for, 04/06/62, EQ-1 10/11/63 
10M01617 08-01 

Temperature Transducer Assembly, Resistance 
Type 8, Specification for 07/22/1964 
50M60080 08-01 

Temperature Gauge Assembly, Resistance, Type 
17, Specification for 03/02/1965 
50M60181 08-01 

Temperature Gauge Assembly, Resistance Type 3, 
Specification for 06/28/1965 

50M60213 08-01 

Temperature Gauge Assembly, Resistance Type 
10, Specification for 11/13/1964 
50M60215 08-01 

RESISTANT 

Tubing, Steel, Corrosion-Resistant /Type 304 
and 304L/, Seamless, Specification for 
12/23/1964 

MSFC-SPEC-131C 08-01 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shapes, and Forgings /Premium 
Quality/, Specification for, 05/15/63, 

Amendment 4, 08/19/66, QPL-14S-1, 02/16/66 

MSFC-SPEC-145A 08-01 

Tubing, Steel, Corrosion and Heat-Resistant 
/ 18-8 Stabilized/, Type 321 and 347, 

Specification for 04/23/1963 

MSFC-SPEC— 248 08-01 

Application of Heat and Blast Resistant 

Coatings to Electrical Cables, Procedure for 
08/24/1964 

MSFC-PROC— 395 08-01 

Specification for Chemical Resistant Counter 
Assemblies, 02/25/65 /PR 54970-1/ 

10-03 

Adhesive, Silicone Rubber, Two-Component, 
Low-to-Moderate Temperature Resistant, 
Room-Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10M01587 08-01 

Adhesive, Silicone Rubber, One-Component, 
Moderate-to-Hlgh Temperature Resistant, 

Room Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10M01588 08-01 

Tubing, Steel, Corrosion-Resistant, Type 316, 
Seamless, Specification for 06/28/63, 

E0-1, 03/29/64 

1 0M0 1734 08-01 

Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, EO-1 
04/18/61, EO-2 06/05/62 
10509306 08-01 

RESISTING 

Steel, Expanded Sheet, Corrosion-Resisting, 
Specification for 05/17/1962 

10M01647 08-01 

Cover Sheet for QQ-S-766 /Steel Plates, 

Sheets, and Strips, Corrosion Resisting/ 
07/17/1962 

10M01674 08-01 

RESISTOR 

Resistors, Fixed, Film /High Stability/ 

/Styles KRN55/60/65/70C/ , 08/24/64 
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REVERSE 


KSC-R-102 

Resistors, Fixed, Film General Purpose 
/Styles KRL 07/2 0/32/42/ , 08/24/64 

KSC-R-103 

Resistors, Fixed, Wirewound /Power Type/ 
Style KRW67/68/69/, 03/10/66 

KSC-R-105A 

Resistors, Composition Carbon /Styles 
KRC07/20/32/42/ , 03/10/66 

KSC-R-148 

Timer Assemblies, Selection of Timing and 
Temperature Compensating Resistors, 
Procedure for 11/05/1963 
MSFC— PROC-378 

Integrated Circuits* Resistor Capacitor 
Transistor Logic* Series SMN51, General 
Specification for 03/01/1965 
MSFC-SPEC-451 

Integrated Circuits* Resistor Capacitor 
Transistor Logic* Series SMN511, General 
Specification for 03/01/1965 
NSFC— SPEC-4 5 1/1 

Integrated Circuits, Resistor Capacitor 
Transistor Logic* Series SMN513, General 
Specification for 03/01/1965 
MSFC-SPEC-451/2 

Integrated Circuits* Resistor Capacitor 
Transistor Logic* Series SMN514, General 
Specification for 03/01/1965 
MSFC— SPEC-45 1/3 

Integrated Circuits* Resistor Capacitor 
Transistor Logic, Series SMN515, General 
Specification for 03/01/1965 
MSFC— SPEC-451/4 

Standard Format for Coding of Resistor Test 
Data, 1/24/64 


ZPP— 2092— GEN 11-01 

Sterilization Test Program Fixed Resistors 
/Procedure No. 674/2-A/* 10/14/65 

ZPP— 2102— GEN 11-01 

Sterilization Test Program Variable Trimming 
Resistors /Procedure No. 674/3-A/, 10/22/65 

ZPP— 2103-GEN 11-01 

Sterilization Test Program Variable Trimming 
Resistors /Phase XI/, 1/19/67 

ZPP— 2109-GEN— A 11-01 

Sterilization Test Program Fixed Resistors 
/Phase II/, 1/19/67 

ZPP— 21 12— GEN— A 11-01 

Spacecraft Electronic Components Fixed 
Resistors, 12/01/65 

ZPP— 2748-GEN-8 11-01 

Qualification Testing Requirements for Fixed 
Resistors, 10/26/65 

ZPQ— 2248— GEN 11-01 

Qualification Testing Requirements for 

Variable Resistors /Lead-Screw Actuated/* 
11/07/66 

ZPQ— 2449— GEN 11-01 

Capacitors and Resistors* Preferred* Approved 
Source List, 06/03/66 

10M01805C 08-01 

Resistors* Fixed, Precision* Wirewound /Style 
SRB/, Specification for, 04/17/64, EO-1 
04/21/65 

50M60147 08-01 

Resistors, Precision* Fixed, Film /Style 
SRN/* Specification for 04/17/1964 
50M60149 08-01 


Resistors* Variable* Wirewound* /Lead Screw 
Actuated/* /Style SRT/, Specification for, 
06/19/64, EO-1, 04/21/65, EO-2, 11/04/65, 

EO-3, 01/03/66 

50M60183 08-01 

Resistors, Variable, Nonwirewound /Lead Screw 
Actuated/, /Style SRJ/, Specification for, 
06/19/64, EO-1, 04/21/65, EO-2, 11/04/65, 

EO-3, 01/03/66 

50M60184 08-01 

Resistors* Fixed* Wirewound /Power/, /Style 
SRE/, Specification for, 05/21/64, EO-1, 
04/21/65, EO-2, 12/20/65 

50M60185 08-01 

Resistors, Fixed, Wirewound /Insulated/, 

/Style SRW/, Specification for, 05/21/64, 

EO-1 04/21/65 

50M60188 08-01 

Resistor, Fixed, Composition /Insulated/, 

Style RC07 with Weldable Leads, 


10-01 

10-01 

10-01 

10-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


Specification for /Cover Sheet to 
Specification MIL-R-11/, 4/07/66 

50M60337 08-01 

Resistors, Fixed, Composition /Insulated/, 

Style RL07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-22684/, 4/07/66 

50M60358 08-01 

Resistor, Fixed, Film /High Stability/, 

Style RN55 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-10509/, 4/07/66 

50M60359 08-01 

Resistor, Fixed, Composition /Insulated/, Type 
CBD2265 through CBD10065 with Weldable 
Leads, Specification for, 10/13/66 
50M60380 08-01 

Resistor, Fixed, Precisfon, Wire Wound /High 
Temperature/, Type SX063 with Weldable 
Leads, Specification for, 8/12/66 
50M60381 08-01 

Resistors, Fixed, Film, Insulated, Style RL 
20 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/, 
10/17/66 

50M60399 08-01 

Resistors, Fixed, Film, Insulated, Style RL 
32 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/, 
10/17/66 

50M60400 08-01 

RESOLUTION 

High Resolution 1-Inch Vidicon System 
Specification 

S— 630— P-0164 05-01 

Specification for Modification of the High 
Resolution Infrared Photofacsimile for Image 
Rectification 

S-653— P-0002 05-01 

Medium Resolution Infrared /MRIR/ Experiment 
Prototype and Flight Model Digital 
Electronics Telemetry Units for Nimbus B 
S-731— P-18A 05-01 

High Resolution Display and Film Recorder 

S-731— P—55 05-01 

RESTRAINTS 

Magnetic Field Restraints for Low Magnetism 
Systems 

ARC— STD— 204 02-01 

Delta Spacecraft Design Restraints /Douglas 
Aircraft Company Report SM-42367/ 

S— 623— D-0052 05-01 

Vehicle System Integration- Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory Spacecraft /S-18/ 

S— 623— 0 AQ-0020 05-01 

Vehicle System Integration - Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory /S-18/ Spacecraft 
S-623— OAO— 0100 05-01 

Magnetic Field Restraints for Interplanetary 
Monitoring Platform F and G 

S— 672— IMP-0197 05-01 

RETEST 


Sterilization Test Program Capacitor Retest 
Phase, 2/26/65 

ZPP— 2108-GEN 11-01 

RETROFITTED 

On-Site Acceptance Test Procedure for the 
Retrofitted Agave Acquisition Aid System 
S— 553 -P-0036 05-01 

REVERSE 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC-339/ IB 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH-1 . 5— 19A, 04/01/65, Amendment 1, 

07/29/66 

MSFC— SPEC— 339/1 9A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 7.5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3-20A, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/20 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
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Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-2-22A, 03/16/64 

MSFC-SPEC— 339/22A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3.25-23A, 08/31/64 

MSFC-SPEC— 339/23 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 

08/31/64 

MSFC-SPEC-339/24A 08-01 

Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC-SP EC-339/25 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse— FI ange Mounting, S4LH-6-26A, 

04/01/65 

MSFC-SPEC— 339/26 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/31 B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SP EC-339/4 IB 08-01 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-51A, 04/01/65 

MSFC-SPEC-339/51A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One— Hole Reverse-Ears Mounting, 
S2GH-3-58A, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/58A 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC-SPEC— 33$/61 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/68A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH— 7- 25— 71A, 04/01/65 

MSFC-SPEC-339/71A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/81A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8-91A, 

04/01/65 

MSFC-SPEC-339/91A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC-SPEC-339/92A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/98A 08-01 

Relay, Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throw, 2A, 


Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/101 08-01 

REVISION 

Engineering Procedures Manual, Preparation, 
Revision, and Publication of. Standard for 
01/25/1965 

MSFC— STD-432 08-01 

Engineering Bulletins, Preparation and 
Revision of 06/23/1965 

MSFC— STD-454 08-01 

REWORK 

Material, Rework and Repair for M-31 Thermal 
Insulation, Specification for 03/22/1963 
MSFC-SPEC-198A 08-01 

RING 

Ring-Segment, Instrument Unit Handling, 
Specification for 02/24/1964 

10M01773 08-01 

Ring, Hybrid, Command and Communication 
System, Model 608, Specification for, 

5/06/66 

50M60385 08-01 

RIVETING 

Riveting, Fabrication and Inspection, 

Standard for, 04/02/62, Notice 1, 11/14/63, 

Amendment 1, 11/15/63 

MSFC-STD— 156 08-01 


ROAD 

Specification for Construction Road and 

Antenna Foundation for Satellite Tracking 
Antenna Receiver Data Acquisition Facility, 
East Grand Forks, Minnesota 
S-532-P— 0041 
ROCKET 

Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 
5/04/64, Amendment 1-B, 9/01/64, Amendment 

2, 2/26/65 

GMO-50111— GEN— B 

Insulation of Metal Rocket Motor Chambers 
Using NBR Gen-Gard Materials /Hand Layup, 
Cure In-Place Method/, 9/07/64, 

Amendment 1, 11/19/64 

G MO-5 036 3 -GEN 

Rocket Fuel, RP-1, Specification for 


05-01 


11-01 


11-01 


06/28/1965 

MSFC-SPEC-342A 08-01 

General Environmental Test Specifications for 
Flight Acceptance of Sounding Rocket 
Payloads 

S— 320-SR— 1 05-01 

Standardized Payload Housing and Rack for 
Nike-Cajun and Nike-Apache Sounding 
Rockets 

S— 616— P—0 051 05-01 

Backscatter Ultraviolet /BUV/ Instrument for 
Use on the Nimbus D Spacecraft and on the 
Aerobee 150A Sounding Rocket 

S-623-P— 1 05-01 


Valve, Main LOX, /H-l Rocket Engine/, 

Reliability Test Requirements 05/08/1961 
10M01000A 

Valve Assembly, Main Fuel, /H-l Rocket 
Engine/, Reliability Test Requirements 
05/06/1961 
10M01001 

Blender Unit Assembly, Fuel Additive, /H-l 
Rocket Engine/, Reliability Test 
Requirements 03/29/1961 
10M01002 

Duct, Fuel, High Pressure, H-l Rocket 
Engine, Reliability Test Requirements 
04/14/1961 
10M01003 

Gimbal Assembly, H-l Rocket Engine, 

Reliability Test Requirements 05/10/1961 
10M01004 08-01 

Generator Assembly, Gas, H-l Rocket Engine? 
Reliability Test Requirements 05/01/1961 
10M01005 08-01 

Container, Hypergollc Igniter Type FX H-l 
Rocket Engine, Reliability Test 
Requirements 05/10/1961 

10M01006 08-01 

Valve, Explosive Actuated /300 degrees F/, 

H-l Rocket Engine, Reliability Test 
Requirements 05/26/1961 


08-01 

08-01 

08-01 

08-01 
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ROOM 


10M01008 08—01 

Duct, Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirements 05/01/1961 

10M01010 08-01 

Switch, Pressure, Thrust OK, H-l Rocket 
Engine, Reliability Test Requirements 
05/25/1961 

10M01011 08-01 

Line, LOX Bootstrap, H-l Rocket Engine, 

Reliability Test Requirements, Specification 
for 04/17/1961 

10M01012 08-01 

Line, Fuel Bootstrap, H-l Rocket Engine, 
Reliability Test Requirements 04/15/1961 
10M01013 08-01 

Hose, Flexible, Blender Filter, 

/H-l Rocket Engine/, Reliability Test 
Requirements 04/19/1961 

10M01014 08-01 

Hose, Engine Control, H-l Rocket Engine, 
Reliability Test Requirements 04/20/1961 
10M01015 08-01 

Heater Assembly, Fuel Additive Blender Unit, 

H-l Rocket Engine, Reliability Test 
Requirements 06/15/1961 

10M01016 08-01 

Manifold Assembly, Lube Drain, H-l Rocket 
Engine, Reliability Test Requirements 
04/20/1961 

10M01017 08-01 

H-l Rocket Engine, SA-3 Outboard, Reliability 
Test Requirements 09/06/1961 

10M01018 08-01 


Valve Assembly, Ignition, Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements 06/01/1961 

10M01019 08-01 

Valve, Main LOX, /H-l Rocket Engine/, 

Qualification 03/13/1961 

10M01020 08-01 

Hose Assembly, Oxidizer Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 

10H01022 08-01 

Hose, Assembly, Fuel Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 

10M01023 08-01 

Filter, Lube System, Turbopump, H-l Rocket 
Engine 06/08/1961 

10M01364 08-01 

Check Valve, Fdel, H-l Rocket Engine, 

Reliability Test Requirements 06/16/1961 
10M01365 08-01 

Check Valve, Liquid Oxygen, H-l Rocket 
Engine, Reliability Test Requirements 
06/13/1961 

10M01366 08-01 

Check Valve, LOX Dome, H-l Rocket Engine, 
Reliability Test Requirements 06/28/1961 
10M01367 08-01 

Switch, Hypergolic Igniter Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements, 06/09/1961 

10M01369 08-01 

Valve Assembly, Push Button, Bleed, H-l 
Rocket Engine, Reliability Test 
Requirements 08/09/1961 

10M01450 08-01 

Flight Equipment, Carbon Cloth with Phenolic 
Resin for Rocket Motor Nozzles, 2/22/63 
20038-GEN 11-01 

ROD 


Polytetraf luoroet hy lene /Teflon/ Molded and 
Extruded Parts, Sheets, Rods, and Tubing, 
Specification for, 07/20/62, Amendment 1, 
09/20/65 

MSFC— SPEC— 236 08-01 

Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1, 

10/04/66, QPL-389-2, 01/28/66 

MSFC— SPEC— 389 08-01 

Specification for Disk-On-Rod Command Antenna 
Array 

S— 525— P—0018 05-01 

Gold Alloy /Gold 75-Silver 22-Nickel 3/, 

Hire Strip, Sheet, and Rod, Specification 


for, 10/29/63, E0-1 01/08/64 

10H01753 08-01 

Gold, Coin /Gold 90-Copper 10/, Wire, Strip, 

Sheet, and Rod, Specification for, 10/21/63, 
EO-1 01/08/64 

10M01754 08-01 

Palladium Alloy /Palladium 35-Silver 30- 
Copper 14-Gold 10-Platinum 10-Zinc 1/, 

Hire, Sheet, Strip and Rod, Specification 
for, 11/07/63, EO-1 01/08/64 

10M01755 08-01 

Platinum-Ruthenium Alloy /Platinum 90- 

Ruthenium 10/, Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/18/1963 
10M01756 08-01 

Gold, Silver, Platinum Alloy /Gold 69-Silver 
25-Platinum 6/, Strip, Sheet, Tubing, and 
Rod, Specification foi* 12/18/1963 
10M01757 08-01 

Gold, Silver, Zinc, Platinum, Copper Alloy 
/Gold 71.5-Silver 4.5-Zinc 1-Platinum 8.5- 
Copper 14.5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 
10M01758 08-01 

Gold, Platinum Alloy /Gold 98-Platinum 2/ 

Strip, Sheet, Tubing, and Rod, 

Specification for 12/31/1963 

10M01759 08-01 

Platinum, Iridium Alloy /Platinum 85-Iridium 
15/, Wire, Strip, Sheet, Tubing, and Rod, 
Specification for 12/18/1963 

10M01760 08-01 

Silver, Coin /Silver 90-Copper 10/, Sheet, 

Strip, Rod, and Tubing, Specification for 
12/18/1963 

10M01761 08-01 

Gold, 10 Carat, /Gold 41.7-Copper 36.2-Si lver 
12.8-Zinc 9.3/, Sheet, Strip, Rod, and 
Tubing, Specification for 12/18/1963 
10M01764 08-01 

ROLLED 

Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1, 

10/04/66, QPL-389-2, 01/28/66 

MSFC- SPEC— 389 08-01 

ROOM 


Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Control Room 
ESD— 106095 09-03 

North American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Computer 
Room 1 and 2 

ESD— 106096 09-03 

North American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Room 

ESD— 106098 09-03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Room 

ESD-106099 09-03 

Control Room Layout and Rack Elevation for 
Houston Space Environmental Facility 
ESD-106100 09-03 

Computer Room Layout and Rack Elevation for 
Houston Space Environmental Facility 
ESD— 106101 09-03 

Control Room Layout and Rack Elevation for 
Grumman Aircraft Engineering Corporation 
ESD-106102 09-03 

Computer Room Layout and Rack Elevation for 
Grumman Aircraft Engineering Corporation 
ESD— 106103 09-03 

Terminal Facility Layout for Grumman 
Aircraft Engineering Corporation 
ESD— 106104 09-03 

Clean Room Requirements for Attitude Control 
Gas System, 10/07/63 

GMV— 50003— GEN s 11-01 

Performance/Design and Product Configuration 
Requirements KSC Operations Safety Officer. 
Launch Firing Room Console for Apollo 
Launch Support Systems, 09/13/65 
KSC-CP-22309 10-01 

Clean Room Garments, Specification for 

MSC— SPEC-C— 2A 09-03 

Clean Rooms and Work Stations 

MSC— SPEC— C— 4 09-03 
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ROPE 


SUBJECT INDEX 


Shipping and Container and Combined Supporting 
Framework and Clean Rook Dolly for 
Experiment Optical Systems Containers 
S— 623— 0 AO— 0014 05-01 

Adhesive* Silicone Rubber, Two-Conponent, 
Low-to-Moderate Temperature Resistant, 

Rook— Temperature Vulcanizing, General 
Purpose, 01/16/62, E0-1 08/03/62 

10 H01 587 08-01 

Adhesive, Silicone Rubber, One-Component , 
Moderate-to-High Temperature Resistant, 

Room Temperature Vulcanizing, General 
Purpose, 01/16/62, E0— 1 08/03/62 

10H015BB 00-01 

Silicone Rubber, Insulation Material, Thermal, 

Room Temperature Vulcanizing, General 
Purpose, Specification for, 01/16/62, E0— 1 

08/03/62 

10M01589 08-01 


ROPE 

Rope, Fiberglass, One-Quarter Inch, 

General Purpose, Specification for 
01/31/1962 

10M01599 08-01 

ROTARY 

Minimum Salient Characteristics for Rotary 
Thumbwheel Switch Assembly, 03/26/65 
/PR 91259-1/ 10-03 

Switches, Electrical, Toggle, Rotary, 

Pushbutton and Associated Hardware, 

Specification for 04/30/1962 

10M01585 08-01 

RUBBER 

Synthetic Rubber, Age Control of. Standard for 
12/21/62, Amendment 1, 04/16/65 

MSFC-STD-105A 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 

American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/IB 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 

American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/3B 00-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
HSFC-SPEC-332/4B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/6B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/8B 08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/9B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/21B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4/0, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC— 332/23B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 1/0, 

Butyl Rubber Insulated Specification for, 
00/30/66 

MSFC-SPEC— 332/25B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4, 

Butyl Rubber Insulated Specification for, 
08/30/66 

MSFC-SPEC-332/26B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 6, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/27B 08-01 


08-01 


08-01 


08-01 


Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/28B 08-01 


Cable, Electrical, 7 Conductor, I Unshielded, 

3 Pair Twisted and Shielded, American Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 

MSFC— SPEC— 332/32B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/33B 00-01 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 10, Polyethylene and Butyl Rubber 
MSFC-SPEC-332/46B 08-01 

Cable, Electrical, 47 Conductor, Overall 

Shielded Double Braid,' American Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 

08/30/66 

MSFC-SPEC— 332/47B 08-01 

Cable, Electrical, 21 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/63B 08-01 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/64B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for 00/30/66 
MSFC-SPEC-332/89B 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 1/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 332/90B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for 00/30/66 
MSFC-SPEC-332/1 12A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2, Butyl Rubber 
Insulated, Specification for 00/30/66 
MSFC— SPEC-332/ 114 A 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC— 3 32/11 6A 08-01 

Potting, Encapsulating and Molding, Using 
Silicone Rubber, 01/26/65, Amendment 1, 


08-01 


08-01 


08-01 


08-01 


07/07/65 
MSFC-PROC— 380 

Rubber stamping of Electrical Equipment and 
Components, 10/24/66 
MSFC-STD-383A 

Adhesive, Silicone Rubber, Two-Component, 
Low-to-Moderate Temperature Resistant, 
Room-Temperature Vulcanizing, General 
Purpose, 01/16/62, E0-1 08/03/62 

10M01587 

Adhesive, Silicone Rubber, One-Component, 
Moderate-to-High Temperature Resistant, 

Room Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10MO1588 

Silicone Rubber, Insulation Material, Thermal, 

Room Temperature Vulcanizing, General 
Purpose, Specification for, 01/16/62, EO— 1 
08/03/62 

10M01589 08-01 

Silicone Rubber, Insulation Material, Thermal, 
Elevated Temperature Vulcanizing, General 
Purpose, 02/02/62, EO-1 00/03/62 
10M01595 08-01 

Silicone Rubber, Insulating Material, 
Two-Component, Thermal Curing, General 
Purpose, 01/31/62, E0-1 00/16/62, EO-2 

10/10/62 

10M01596 08-01 

Adhesive, Silicone Rubber, Solvent Type, 

General Purpose, Specification for 
02/01/1962 

10M01598 08-01 

Primer, Silicone Rubber, Solvent Type, 

Specification for, 03/28/62, EO-1 08/03/62 
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SATELLITE 


10M01620 08-01 

RUTHENIUM 

Platinum-Ruthenium Alloy /Platinum 90- 

Ruthenium 10/, Wire, Strip, Sheet, Tubing, 

and Rod, Specification for 12/18/1963 

10M01756 08-01 


S 


S— BAND 

Performance Specification for a 10 Kilowatt S- 
Band Power Amplifier 

S— 500— P—0010 05-01 

Goddard Range and Range Rate System Enhanced 
S-Band Transponder Specification, Exhibit 
A 

S— 531— RR— 0003 05-01 

Specification for Construction of S-Band 
Collimation Tower Site at the National 
Aeronautics and Space Administration, Ula3ka 
Data Acquisition Facility, Fairbanks, 

A1 ask a 

S— 532— P-11 05-01 

S-Band Transmitter 

S— 652— P—5 05-01 

SAFETY 


Per f ornance/Des i gn and Product Configuration 
Requirements KSC Operations Safety Officer. 
Launch Firing Room Console for Apollo 
Launch Support Systems, 09/13/65 
KSC— CP— 22309 10-01 

Range Safety, System Controller, 40H32016, 
Acceptance Test, 10/14/65 

MSFC-PR0C-382B 08-01 

Controller, Range Safety System, 1/21/66 

NSFC— SPEC— 449 08-01 

Specifications for Architect-Engineer Services 
for Radiation Safety System - Building 22 

05-01 

Fuel Safety Valve, Reliability Test 
Requirements 04/01/1961 

10M01061 08-01 

Valve, Fuel Safety, Specification for 

08/21/61, ED-1 12/10/61, EO-2 02/20/62, 

EO-3 05/25/62, EO-4 10/02/62 

10M01073A 08-01 

Safety and Arming Device /Remote 

Controlled/, Specification for, 06/13/66 
10H01745A 08-01 


Basic Soldering Requirements Shield 

Terminations, Safety Wiring, and Connectors, 
09/30/63 

12-2 04-01 

Command Decoder, Secure Range Safety, 

Qualification Test Procedure, 4/06/66 
50M60155 08-01 

Decoder, Secure Range Safety Command, 

Acceptance Test Procedure, 8/04/66 
50H60156 08-01 

Command Decoder, Secure Range Safety, Bench 
Checkout, Procedure for, 09/21/65, EO-1, 


03/17/66, ED-2, 04/13/66 

50M60157A 08-01 

Command Decoder, Secure Range Safety, 

Specification for, 09/16/65, EO-1, 03/14/66 

50H60158B 08-01 

Command System, Secure Range Safety, 

Specification for, 03/04/1965 


50M60160 08-01 

Command System, Secure Range Safety, Bench 
Checkout Procedure for, 12/21/65, EO-1, 

03/16/66 

50M60162B 08-01 


Spacecraft Flight Equipment, Pressure System, 
Safety Requirements for, 6/15/62 
30265-GEN 11-01 

Valve, Fuel, Safety, Containers, Specification 
for, 06/08/60, ED-1 11/29/61 

10419923 08-01 

SALIENT 

Minimum Salient Characteristics for Automatic 
Tape Degaussers, 01/04/65 /PR 49003-1/ 

10-03 


Minimum Salient Characteristics for Constant 
Input-Output Impedance T-Pad, 03/16/65 
/PR 91226-2/ 10-03 

Minimum Salient Characteristics for Direct 
Writing Analog Recorder Systems, 05/10/65 
/PR 98508-1/ 10-03 


Minimum Salient Characteristics for Display 
Unit, 03/12/65 /PR 91218-1/ 

10-03 

Minimum Salient Characteristics for Electronic 
Instrument Carrier, 05/10/65 /PR 98507-1/ 


Minimum Salient Character i si tcs for Function 
Generator, 12/04/64 /PR 45619-1/ 

Minimum Salient Characteristics for Isolated 
Radio Frequency Power Divider, 03/12/65 
/PR 91214-1/ 

Minimum Salient Characteristics for Logic 
Modules, 10/22/64 /PR 41329-3,7/ 


10-03 


10-03 


10-03 


10-03 


Minimum Salient Characteristics for Magnetic 
Indicators, 03/16/65 /PR 91224-4/ 

10-03 

Minimum Salient Characteristics for an 
Oscillogram Processor, 03/02/65 

/PR 54974-1/ 10-03 

Minimum Salient Characteristics for Plastic 
Magnetic Tape Storage Container, 03/19/65 
/PR 91237-1/ 10-03 

Minimum Salient Characteristics for Power 

Amplifier/Supply 10-03 

Minimum Salient Characteristics for Power 
Supply, 12/04/64 /PR 45618-2/ 

10-03 

Minimum Salient Characteristics for Rack 
Mount for Model 5-119 Oscillographs, 

05/07/65 /PR 98521-1/ 10-03 

Minimum Salient Characteristics for Radio 
Frequency Micro-Voltmeter, 03/05/65 
/PR 58941-1/ 10-03 

Minimum Salient Characteristics for Recording 
Oscillograph, 03/22/65 /PR 91239-1/ 

10-03 

Minimum Salient Characteristics for Rotary 
Thumbwheel Switch Assembly, 03/26/65 
/PR 91259-1/ 10-03 

Minimum Salient Characteristics for Spectrum 
Analyzer Plug-in Unit, 03/05/64 

/PR 58942-1/ 10-03 

Minimum Salient Characteristics for Switch 
Assemblies, 03/10/64 /PR 90135-1/ 

10-03 

Minimum Salient Characteristics for 
Telemetering Indicators, 01/11/65 
/PR 49696-1/ 10-03 

Minimum Salient Characteristics for Television 
Monitor, 02/25/65 /PR 54947-1/ 

10-03 

Minimum Salient Characteristics for 

Turns-Counting Dial, 04/05/65 /PR 94213-1/ 

10-03 

Minimum Salient Characteristics for Very High 
Frequency Oscillator, 12/04/64 /PR 45602-1/ 

10-03 

Minimum Salient Characteristics for Very High 
Frequency Signal Generator, 03/10/65 
/PR 90134-1/ 10-03 

SAMPLER 


Data Requirements for Soil Mechanics Surface 
Sampler Experiment Surveyor Scientific 
Flights /A— 24 Model/, 4/04/66 

SAS— 50509— GEN-A 11-01 

SAMPLING 

Fluid Sampling 

MSC— SPEC-C— 13 09-03 

Hazardous Gas Analyzer System, General 
Design, Operation, and Sampling 
Requirements, Specification for, 2/09/66 
10M01812 08-01 

SAN MARCO 

Environmental Test Specification for San Marco 
/Shotput/ Payloads 

S— 320-SM-0901 05-01 

SANITARY 


Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 
S-532— P— 15 05-01 

SATELLITE 

General Specification Governing the 

Applications Technology Satellite Program 
S-2-0000 05-01 

Environmental Test Specification and Test Plan 
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SATELLITE CONT 


SUBJECT INDEX 


for S— 27 Topside Sounder Satellite 
S— 320-AL— 0001 


Environmental Test Specification for S— 6 
Atmospheric Structure Satellite 
S— 320- AT— 0001 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 


Particles Satellite 
S— 320— EP— 0002 

Environmental Test Plan- Energetic Particles 
Satellite /S-3/ 

S-320-EP— 0003 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 
S— 320-EP— 0004 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 
S— 320— EP— 0401 

Environmental Test Specification for FR-1 
Very Low Frequency Satellite 


S— 320-FR— 1 


05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 


Environmental Test Plan of the UK-2/S-52 
Satellite Program 

S— 320— UK— 0501 05-01 

Screening of Semiconductors for the Nimbus 
Meteorological Satellite Program 

S-450-P-3 05-01 

Screening of High Usage Electronic Parts for 
the Nimbus Satellite Program 

S-450-P-4 05-01 

Specification for 85-Foot Satellite Data 
Acquisition Antenna 

S— 500-P-0017 05-01 

Functional Specification for Broad-Band Ground 
Antenna for Satellite Command System 
S-523-P— 0001 05-01 


Functional Specification for Satellite Command 
Antenna 


S-525-P-0001 05-01 

Performance Specification for Communications 
Satellite Feed System for 85-Foot Diameter 
Parabolic Antenna 

S— 525— P-0015 05-01 

Specification for 5 Kilowatt Amplitude 
Modulated Satellite Interrogation 
Transmitter 

S— 530— P-0010 05-01 

Satellite Tracking and Data Acquisition 
Network Timing System /Amendment 1/ 

S— 531— P-0129 05-01 

Satellite Tracking and Data Acquisition 
Network Timing System Specification 
S— 531-P-0267 05-01 


Advanced Technology Sat el 1 i t e-Mojave 40-Foot 
Antenna 

S-531-P-1A 05-01 

Uallops-Tiros Operational Satellite Antenna 
Feed Systems 

S-531-P-7 05-01 

Goddard Space Flight Center Specifications 
Advanced Technology Satel 1 i te-Rosman II 
Polarization Auto - Track System 

S— 531— P-15A 05-01 

Advanced Technological Satellite Range and 
Range Rate System /ATSR/ 

S-531-RR-0004 05-01 

Specification for Construction Road and 

Antenna Foundation for Satellite Tracking 
Antenna Receiver Data Acquisition Facility, 

East Grand Forks, Minnesota 

S— 532-P-Q041 05-01 

Specifications for Satellite Tracking 
Antenna Receiver Facility, No. 2 Rosman 
Department of Air Force, Rosman, North 
Carol 1 na 

S-532-P-3 05-01 

Specification for Satellite Tracking Antenna 
Receiver 2, Data Acquisition Facility, 

Quito, Ecuador 
S— 532— P-4 

Specification for Telemetry Building and 
Satellite Tracking Antenna Receiver 
Facility, Golds tone , California 
S— 532-P-7 

Satellite Tracking and Data Acquisition 
Network Facility, Madagascar 
S-532-P-9 


05-01 

05-01 

05-01 


Specification for Satellite Tracking Antenna 
Facilities /Receiver 2 and Command 2/ Ulaska 
Data Acquisition Facility, Gilmore Creek, 

Alaska 

S— 532-P-10 05-01 

Specification for Operations Building, 

Satellite Tracking Antenna Receiver, and 
Related Facilities, National Aeronautics and 
Spaoe Administration Radio Tracking 
Facility, Fort Myers, Florida 

S-532-P— 12 05-01 

Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 
S-532-P-15 05-01 

Generator Building National Aeronautics Space 
Administration Satellite Tracking Station 
Quito, Ecuador 

S-532-P-26 05-01 

Low Power Satellite Interrogation Transmitter 

S-533-P-3 05-01 

Advanced Technology Satellite Transportable 
Terminal Utility Trailer Specification 
S-533-P-5 05-01 

Grounding System Requirements for Satellite 
Tracking and Data Acquisition Network 
St at i ons 

S-533-P-11 05-01 

Satellite Tracking and Data Acquisition 
Network Spare Parts Program 

S-535-P-1 05-01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Satellite Tracking and Data Acquisition 
Network Facilities 

S- 537 -STD— 0266 05-01 

Procurement Specification for International 
Satellite for Ionospheric Studies A Solar 
Cell Panels 

S-615-P-1 05-01 

Procurement Specification for Nickel-Cadmium 
Cells International Satellite for 
Ionospheric Studies A 

S-615-P-2 05-01 


Procurement Specification for Clock Oscillator 
International Satellite for Ionospheric 
Studies-A 

S-615-P— 8 05-01 

Applications Technology Satellite Specification 
for Communication Frequency Modulation and 
Phase Modulation Receiver 

S-620— ATS— 0006 05-01 

Applications Technology Satellite Experimental 
Communications System Description and 
Requ i resents 

S-620- ATS— 0012 05-01 

Preliminary Specification for Solar Paddle 
Assembly Satellite S-74 /Interplanetary 
Monitoring Platform/ 

S-630-IMP— 0079 05-01 

Solar Paddle Specification for International 
Satellite United Kingdom-2/S-52 

S-630-UK-0072 05-01 

Ground Handling and Special Test Equipment for 
the International Satellite United 
Kingdom-2/S-52 

S-630-UK-0075 05-01 

Descriptive Specification for Test Stand for 
United Kingdom-2/S-52 International 
Satellite 

S-630-UK-0076 05-01 

Descriptive Specification for Data Reduction 
Stand for United KI ngdom-2/S-52 
International Satellite 

S-630-UK-0077 05-01 

System Specification for United 

Kingdom-2/S-52 International Satellite 
S-630-UK-0086 05-01 

Structural Subsystem Descriptive Specification 
for United Ki ngdom-2/S-52 International 
Satellite 

S -6 30— UK- 00 87 05-01 

Solar Power Supply Subsystem Descriptive 
Specification for United K i ngdom-2/S-52 
International Satellite 

S-630-UK— 0088 05-01 

Solar Paddle Assembly Test Specification for 
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SCREENING 


United Kingdom— 2/S-52 International 
Satellite 

S-630-UK-0097 05-01 

Test Specification and Operators Manual- 
Ground Handling Equipment, United 
Kingdom-2/S-52 International Satellite 
S-630-UK-0098 05-01 

Power Supply Converters Test Specification for 
United Kingdom-2/S-52 International 
Satellite 

S-630-UK— 0099 05-01 

Test and Test Specification for United 
Kingdom— 2/S— 52 International Satellite 
S— 630— UK-0100 05-01 

Battery Charge and Protective Circuit Test 
Specification for United Ki ngdom-2/S-52 
International Satellite 

S— 630— UK-0101 05-01 

Test Specification and 0perator*s Manual 
Special Test Equipment UK-2/S-52 
International Satellite 

S-630-UK— 0105 05-01 

Galactic Noise-Battery Cell Specification 
for International Satellite United 
Kingdom— 2/S-52 

S— 630— UK-0113 05-01 

Encoder Subsystem Descriptive Specification for 
United K ingdom-2/S-52 International 
Satellite 

S— 630— UK-0116 05-01 

Aspect System for Radio Astronomy Explorer 
Satellite 

S-631-P-4 05-01 

Environmental Specification for the Nimbus 
Satellite 

S— 650— N 1-0015 05-01 

Environmental Exposures and Tests for Nimbus 
Satellites /Preliminary/ 

S-650—N 1—0017 05-01 

Goddard Space Flight Center Specification for 
Semiconductor Power Aging for the 
Meteorological Satellite Program 
S— 650— P—1 05-01 

Scanning Celestial Attitude Determination 
System 


S-652-P-4 05-01 

Galactic Noise-Battery Test Specification for 
United Kingdom-2/S-52 International 
Satel 1 i te 

S— 670— UK-0001 05-01 

Data Reduction Stand Test Specification for 
United K ingdom-2/S-52 International 
Satellite 

S— 670— UK-0002 05-01 

Integration Plan for United Kingdom-2/S-52 
International Satellite 

S— 670— UK-0021 05-01 

GN-Battery Test Specification for UK-2/S-52 
International Satellite 

S-670-UK-0113 05-01 

International Ionosphere Satellite United 
Ki ngdom— 2/S— 52 System Specification 
S-672-UK— 0102 05-01 

Omega Position Location Equipment /0PLE/ 

Satellite Transponder Study 

S-731-P-21 05-01 

High Data Rate Storage System for the Nimbus 
Satellite 

S-731-P-34 05-01 

High Data Rate Storage System - D for the 
Nimbus D Satellite 

S-731-P-40 05-01 

Day-Night Meteorological Camera for the 
Advanced Technology Satellite-D Mission 
S— 731— P— 54 05-01 

Applications Technology Satellite Project 


Specification for Multiplex Equipment 


SCANNER 


05-01 


Specification for Electronic Scanner-Switching 
Device for Third Electrode Nickel-Cadmium 


Cells 

S— 630— P—0167 05-01 

Magnetic Tape Scanner 

S— 631— P—5 05-01 

Engineering Model Reaction Uheel Scanner 

S— 731— P—23 05-01 

Slow Code Scanner 

S-731-P-36 05-01 


Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 


Attitude Control Subsystem 

S— 731— P— 42 05-01 

Flight Model Reaction Wheel Scanner 

S— 731— P— 52 05-01 

Qualified Gimbaled Reaction Wheel Scanner 
Mounting 

S— 731— P— 59 05-01 

SCANNING 

Continuous Scanning Meteorological Camera 
Subsystem 

S— 650— P—0002 05-01 

Scanning Celestial Attitude Determination 
System 

S— 652— P—4 05-01 

SCHOOL 

Ames Research Center School for Reliable 
Electrical Connections Program Plan 
ARC-RQA-2A 02-01 

School of Reliability and Quality Assurance 
for Hand Soldering Student Handbook 
ARC-RQA-7 02-01 

SCIENTIFIC 


Data Requirements for Micrometeorite Experiment 
Surveyor Scientific Flights /A-24 Model/, 

4/04/66 

S AS— 50507-GEN 11-01 

Data Requirements for Soil Mechanics Surface 
Sampler Experiment Surveyor Scientific 
Flights /A-24 Model/, 4/04/66 

SAS— 50509— GEN- A 11-01 

Data Requirements for Touchdown Dynamic 
Experiment Surveyor Scientific Flights 
/A-24 Model/, 4/04/66 

SAS— 50511— GEN— A 11-01 

Data Requirements for Television Experiment 
Surveyor Scientific Flights /A-24 Model/, 

4/04/66 

SAS— 50513— GEN— A 11-01 

Surveyor, Prototype Flight Equipment, 

Scientific Instruments, Seismograph, 

10/11/61 

30849— DSN— A 11-01 

Surveyor Orbiter, Flight Equipment, Scientific 
Instrumentation, Electronic Packaging, 

10/31/62 

31139-GEN 11-01 

SCREEN 

Specification for Large Screen Projectors, 

12/07/64 /PR 45631-1/ 10-03 

Specification for Large Screen X-Y Indicator 

/PR 3704-1/ 10-03 

Specifications for Large Screen Oscilloscope 

/PR 14347-1/ 10-03 

Marking Method, /Silk Screen/, Standard for 
05/05/1960 

10419905 08-01 

SCREENED 

Handling of HI-REL, Preferred, or Screened 
Electronic Component Parts, 8/23/63 
ZPP-2021-GEN 11-01 

SCREENING 


Screening Inspection for Electronic Parts 

ARC-SPEC-303 02-01 

Magnetic Field Screening of Parts 

ARC-SPEC-350 02-01 

Silk Screening of Electrical Equipment, 

10/24/66 

MSFC— STD-372A 08-01 

Screening of Semiconductors for the Nimbus 
Meteorological Satellite Program 

S— 450— P—3 05-01 

Screening of High Usage Electronic Parts for 
the Nimbus Satellite Program 

S— 450— P—4 05-01 

Screening Specification for Transistors 

S— 716— P—4 05-01 

Screening Specification for Transistor 
G2nl724/I 

S— 716-P-5 05-01 

Screening Specification for Transistor GMHM 
2201 

S— 716— P—8 05-01 

Screening Specification for Transistor G2N3350 
S-716-P-9 05-01 

Sterilization Test Program Screening Test 
Development Task I Component Part Design 
Appraisal, 10/28/66 
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ZP P—2 1 25— GEN 11-01 

Screening Inspection for Electronic Parts 
/Applicable to Hars 1966 Only/, 8/07/64 
ZPP— 2901— GEN 11-01 

Screening Inspection for Deep Space Network 
Electronic Parts, 1/29/65 

ZPP— 2902— GEN 11-01 

Screening, Specification for Semiconductor 
Device S1N916B, 6/06/62, E0-1, 11/04/65 

85N01305A 08-01 

SCREW 

Qualification Testing Requirements for 

Variable Resistors /Lead-Screw Actuated/, 
11/07/66 

ZPQ-2449-GEN 11-01 


Resistors, Variable, Wirewound, /Lead Screw 
Actuated/, /Style SRT/, Specification for, 
06/19/64, E0-1, 04/21/65, EO-2, 11/04/65, 

E0-3, 01/03/66 

50M60183 08-01 

SCREWTYPE 

Terminals Bifurcated and Turret, Swage Type 
and Standoff, Insulated Screwtype, 

Terminals, Solder Pot, Swage Type 
07/01/64, Amendment 2, 10/05/64 

MSFC-SPEC-278A 08-01 

SCRUBBER 

Carbon Tetrachloride, Scrubber Method for 
Analysis of Condensible Hydrocarbon 
Contamination in Compressed Gases, 

Procedure for, 01/16/63, Amendment 1, 

05/23/63 

MSFC-PROC-245 08-01 

SEALANT 

Sealants, Organic, Application of. 

Specification for 06/28/1960 

10509317 08-01 

SEALED 

Relays, Direct Current Hermetically Sealed, 
for Space Vehicles and Ground Support 
Equipment, General Specification for. 

Supplement IE, 9/16/66, QPL-339-4, 4/25/65, 

Amendment 2, 2/07/66 

MS FC- SPEC-339 08-01 

Relay, Hermetically Sealed, Specification for 
01/24/1962 

10H01569 08-01 

Cover Sheet for ABMA-PD-R-187 /Relays, 

Hermetically Sealed Missile Equipment/ 

06/25/1964 

10M01707 08-01 

Relays, DC, Hermetically Sealed, Established 
Reliability for Space Vehicles and Ground 
Support Equipment, Specification, 10/01/65 
40M37496 08-01 

Capacitors, Fixed, Paper /or Paper-Plastic/ 
Dielectric /Hermetically Sealed in Metallic 
Case/ /Style SCPV09/, Specification for, 
04/17/64, EQ-1, 04/21/65, EO-2, 09/24/66 

50M60180 08-01 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, Hermetically 
Sealed Metallic Case /Style SCH05/, 

Specification for 

50M60186 08-01 

SEALING 

Specification for Sealing of Electrical 
Components and Enclosures, 02/15/65 
KSC-S-126 10-01 

Tape, Pressure-Sensitive Adhesive, for 

Preservation and Sealing, Specification for 


03/07/1962 

MS FC- SPEC- 124 08-01 

Epoxy Treatment of Aluminum and Magnesium 
Castings for Pressure Sealing, Procedure 
for 04/07/1964 

MS FC-P ROC-371 08-01 

Cover Sheet for 10509313 /Lubricant, Antiseize 
and Sealing Liquid Oxygen Systems/ 

06/25/1964 

10M01703 08-01 

Lubricant, Antiseize and Sealing, Liquid 

Oxygen Systems, Specification for, 06/28/60, 
EO-1 02/27/63 

10509313 08-01 

SEAMLESS 

Tubing, Steel, Corrosion-Resistant /Type 304 
and 304L/, Seamless, Specification for 


12/23/1964 

MSFC-SPEC-131C 08-01 

Tubing, Steel, Corrosion-Resistant, Type 316, 
Seamless, Specification for 06/28/63, 

EO-1, 03/29/64 

10H01734 08-01 

SEARCH 

Tape Recorder/Computer Time Decoder and 
Search Unit 

ESD— 106002 09-03 

Universal Automatic Tape Search Unit- 

Technical Exhibit 10-03 

SECTION 


Specification for Image Dissector 

Photomultiplier Tube Using a Channel 
Multiplier Section 
S— 630— P—0 144 

Networks, Passive, Printed Transmission Line 
Section, Standard for 11/18/1964 
50M60233 
SECURE 

Command Decoder, Secure Range Safety, 
Qualification Test Procedure, 4/06/66 
50M60155 

Decoder, Secure Range Safety Command, 
Acceptance Test Procedure, 8/04/66 
50M60156 

Command Decoder, Secure Range Safety, Bench 
Checkout, Procedure for, 09/21/65, E0— 1, 
03/17/66, EO-2, 04/13/66 

50M60157A 

Command System, Secure Range Safety, 
Specification for, 03/04/1965 
50M60160 

Command System, Secure Range Safety, Bench 
Checkout Procedure for, 12/21/65, EO-1, 
03/16/66 
50M60162B 
SEGMENT 

Sling, Instrument Unit Segment Handling, 
Specification for 02/24/1964 
10M01771 

Ring-Segment, Instrument Unit Handling, 
Specification for 02/24/1964 
10M01773 

Precipitation Hardening /Aging/ and Forming 
Tank Skin Segments for S-IC Stage of 
Saturn V Vehicle, Specification for 


05-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


08/13/1963 

95M01301 

Machining of Tank Skin Segments for S-IC 
Stage of Saturn V Vehicle, Specification 
for 08/13/1963 
95M01500 
SEISMOGRAPH 

Surveyor, Prototype Flight Equipment, 
Scientific Instruments, Seismograph, 
10/11/61 
30849— DSN-A 
SELECTION 

Prototype Communications Unit Executor and 
Selection to Activate Random Testing 
Modules 
ESD— 106042 

Communications Unit Executor Selection to 
Activate Random Testing Modules 
ESD-106091 

Timer Assemblies, Selection of Timing and 
Temperature Compensating Resistors, 
Procedure for 11/05/1963 
MSFC-PROC-378 
SELECTIVELY 

Acceptability Limits for All Selectively 
Etched Aluminum Components, Standard for 
06/30/1958 
ABMA-STD-21 
SELECTOR 


08-01 

08-01 

11-01 

09-03 

09-03 

08-01 

08-01 


Source Selector, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/02/1963 
MSFC-SPEC— 301 08-01 

Pulse Code Modulation-Data Handling 

Equipment- PCM-DHE Data Word Selector 
Interface Specification 

S-534-P-0001 05-01 


Switch Selector, MOD I and HDD II, Checkout 
Procedure for, 06/11/65, EO-1, 08/13/65, 

EO-2, 09/30/65, EO-3, 10/04/66 

50M11548 08-01 
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SENSOR 


Measurement Rack Selector* Specification for 
08/13/1963 

50M60001 08-01 

Filter* Mechanical* 455 Kilocycle* Upper 
Sideband Ferrite Drive Selector* 

Specification for 08/06/1963 

S0M60009 08-01 

Channel Selectors, A and B* Specification for 
02/26/1965 

50M60076 08-01 

Selector* Measuring Rack* Specification for 
03/30/1965 

50M60077 08-01 

Source Selector Panel Assembly, Specification 
for, 11/08/65 

50M60293 08-01 

SELF— CALIBRATING 

Specifications for a Self-Calibrating 
Cryogenic Accelerometer /PR 34619-1/ 


SEMI-TRAILER 


10-03 


Goddard Space Flight Center Specification for 
a Semi-Trailer Electronic Equipment Van 
S— 524— P— 3 05—01 

SEMICONDUCTOR 

General Specification Semiconductor Devices* 
08/24/64 

KSC-S-101 10-01 

Semiconductor Devices, General Specification 
for 12/18/1964 

MSFC— SPEC— 338A 08-01 

Semiconductor Device S2N2501, 8/26/66 

MSFC— SPEC— 338/122 08-01 

Semiconductor Devices, Established Reliability* 
Specification for 09/30/1964 

MSFC— SPEC-438 08-01 

Established Reliability Semiconductor Device 
E2N657A 05/31/1965 

MSFC— SPEC-4 38/ 100 08-01 

Established Reliability Semiconductor Devices 
E2N722 and E2N1132 05/31/1965 

MSFC— SPEC— 438/1 01 08-01 

Workmanship, Marking, Traceability, Age 


Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Space Flight Center Use 


S— 323— P— 2 05—01 

Screening of Semiconductors for the Nimbus 
Meteorological Satellite Program 

S-450-P-3 05-01 

Goddard Space Flight Center Specification for 
Semiconductor Power Aging for the 
Meteorological Satellite Program 

S— 650— P-1 05-01 

Specification for Semiconductor Power Aging 

S— 652— P -00 03 05-01 

Spacecraft Electronic Components, 

Semiconductors, Diodes /High Reliability/, 
1/31/66 

ZPH— 2246— GEN— B 1 i- 0 1 

Spacecraft Electronic Components Four— Layer 
Semiconductor Devices /HI-REL/, 1/25/66 
ZPH— 2252— GEN 11-01 

Spacecraft Electronic Components, 

Semiconductor Diodes, 1/11/66 
ZPP— 2746— GEN— B 11-01 

Spacecraft Electronic Components Semiconductor 
Devices Four Layer, 1/11/66 

ZP P-275 2-GEN- A 11-01 

Qualification Testing Requirements for 
Semiconductor Diodes, 5/25/66 

ZPQ— 2446-GEN 11-01 

Semiconductor Device, SM1186, Specification 
for, 10/22/64, ED-1, 12/14/64, EO-2, 

11/05/65, EO-3, 01/21/66 

50M60196 08-01 

Semiconductor Device, SMIN914, Specification 
for, 10/22/64, EQ-1 , 03/28/66, EO-2, 

01/14/66 

50M60197 08-01 

Semiconductor Device, SM2N2907A, Specification 
for, 10/22/64, E0-1, 11/05/65, EO-2, 

01 / 21/66 

50M60198 08-01 

Semiconductor Device, SM1534, Specification 
for, 10/22/64 j E0-1, 11/05/65, EO-2, 

01/21/66 

50M60199 08-01 


Semiconductor Devices, SM3750, Specification 
for, 10/22/64, E0-1, 11/05/65, EO-2, 

01/21/66 

50M60200 08-01 

Semiconductor Devices, SM4419, Specification 
for, 10/20/64, E0-1, 03/14/66 

50M60205 08-01 

Semiconductor Device, SMM1757, Specification 
for, 03/15/65, EO-1, 11/05/65, EO-2, 

01/21/66, EO-3, 04/06/66 

50M60267 08-01 

Semiconductor Device, Diode, Silicon, Type 
1N941B with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL-S-19500/, 10/17/66 

50M60404 08-01 

Semiconductor Devices, Diodes, Silicon, Type 
JAN-1N649 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL-S-19500/, 10/17/66 

50M60405 08-01 

Semiconductor Devices, Diodes, Silicon, Types 
1N4370A, TX-1N4370A, 1N4371A, TX-1N4371A, 
1N4372A, TX-1N4372A, 1N746A, Through 
1N759A, and TX-1N746A Through TX-1N759A with 
Weldable Leads, Specification for /Cover 
50M60406 08-01 

Screening, Specification for Semiconductor 
Device S1N916B, 6/06/62, EO-1, 11/04/65 

85M01305A 08-01 

SENSIST0R 

Sensistor, Molded, Silicon, Type TM-1/8 with 
Weldable Leads, Specification for, 8/12/66 
50M60382 08-01 

SENSITIVE 

Tape, Pressure-Sensitive Adhesive, for 

Preservation and Sealing, Specification for 
03/07/1962 

MSFC— SPEC— 124 08-01 

Relay, Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Amendment 1, 07/29/66 

MSFC— SPEC— 339/101 08-01 

Specification for Heat-Sensitive Recording 
Paper /Used in Sanborn Recorders/ 

S— 539— P—0 003 05-01 

Tape, Heat-Reflective, Pressure Sensitive, 

Aluminum Coated Fiberglass Cloth, 

Specification for, 02/23/62, EO-1 08/03/62, 


EO-2 09/25/62 

10M01597 08-01 

SENSOR 

Environmental Test Specification for the 
Reliable Earth Sensor /RES/ 

S— 324— RES— 1 05-01 

Lamp Power Supply, 2500 Watt, Light Sensor 
Controlled Spectrolab Model 2500-L 
S— 630— P-0151 05-01 

Nimbus Solar Array Sun Sensor Preamplifier 

S— 650— NI— 0006 05-01 

Nimbus Amplifier, Coarse Sun Sensor 

S— 650— NI-0007 05-01 

Yaw Rate and Position Sensor 

S— 653— P—0001 05-01 

Specification for an Image Dissector Sensor 

S-653-P— 0003 05-01 

Sensor, Temperature, Cooling System, 

Specification for, 04/16/62, E0-1 12/04/63 
10M01579 08-01 

Sensor, Temperature, Cooling System, 

Specification for, 04/16/62, EO-1 06/28/62 
1 0M01626 08-01 

Emergency Detection System, Q-Ball Angle of 
Attack, Sensor System, Specification for 
04/28/1965 

50M60241 08-01 

Explosive Bridge Wire /EBW/ Pulse Sensor 
224-1, Acceptance Test, 7/14/65 
50M60310 08-01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, 

Specification for, 1/06/66 

50M60338 08-01 

Emergency Detection System, Q-Ball Angle of 
Attack Sensor System, Test Procedure for 
03/15/1965 

50M69931 08-01 
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Sensor System, Redundant Emergency Detection 
System Q-Bal 1 Angle of Attack, In-Process 
Test Procedure, 1/06/66 

50M71001 08-01 

SENSORY 

Nimbus Sensory Subsystem Debugging Test 
Specification /Preliminary/ 

S-650-N 1-0002 05-01 

SEPARABLE 

Qualification Testing, Separable Tube 


Connectors, 04/27/64, Amendment 1, 

03/05/65 

MSFC-STD-362 08-01 

SEPARATION 

Interstage Structure and Separation Mechanism 

S-623-0 A0-00 15 05-01 

Interstage Structure and Separation Mechanism 
Design Specification for Orbiting 
Astronomical Observatory 

S-623-0 A0- 0345— 15 05-01 

SEPARATOR 

Ground Composite Signal Mixer and Separator 

ESD-106105 09-03 

SEQUENCE 


Nimbus Integration and Test /Nimit/ 
Sequence Specification for Nimbus A 
Prototype Spacecraft 


S-650-NI-0020 05-01 

Decoder, Television Sequence, Ground Support 
Equipment, Specification for 06/15/1964 
50M60053 08-01 

Decoder, Sequence, Ground Support Equipment, 
Checkout Procedure for 10/20/1964 
50M60054 08-01 

Decoder, Television Test Set, Sequence, 
Specification for 04/30/1964 

50M60127 08-01 

SEQUENCER 

Sequencer, Flight, Acceptance Test, Procedure 
for 07/15/1963 

MSFC-PR0C-285 08-01 

Sequencer, Flight, Slave Unit, Acceptance 
Test, 07/18/63, Amendment 1, 12/16/63 

MSFC-PROC-291 08-01 

SERIALIZING 

Welded Module, Series 300, Serializing Logic 
Circuit /M— 1 A/ 11/04/1963 

MS FC- SPEC- 32 5/20 08-01 

SERVICE 

Deep Space Instrumentation Facility 


Documentation Requirements for Contractor 
Furnished Services and Hardware, 2/15/65 
D00-1 025-GEN 11-01 

Inspection System Provisions for Suppliers of 
Space Materials, Parts, Components, and 
Services, 04/62 

NPC 200-3 00-01 

Library Technical Support Services Contract 

S-252-P-1 05-01 

Specification for Three Truck Mounted 
50-Foot Service Towers 

S-532-P-0042 05-01 

Specifications for Architect-Engineer Services 
for Radiation Safety System - Building 22 

Mobile Service Truck Unit, RJ-1 and Sodium 
Nitrite, Specification for 01/30/1964 
10M01765 
SERVICING 

Flush and Purge Ground Support Servicing 
System, Specification for 01/22/1964 
10M01696 

Propellant Servicing Unit, Specification for 
04/06/64, EO-1 08/20/64 

10M01777 08-01 

SERVO 

Servo Control and Drive Systems Specification 

S— 500— P-0012 05-01 

Servo Control and Drive Sub-System 
Specification 

S-500-P-0013 05-01 

Procurement Specification- Relay Test Station 
Servo System 

S-500-P-0216 05-01 

Functional Specification for Hydraulically 
Driven X-Y Pedestal and Servo Positioning 
System 

S-525-P-0005 05-01 

Specifications for Servo-Driven Antenna 


05-01 

08-01 

08-01 


Pedestal 

S— 525-P-0010 05-01 

Servoactuat or. Mechanical Feed-back, Thrust 
Vector Control, Saturn S-IC Stage, 

Specification for 05/15/1965 

50M35008C 08-01 

Servo Accelerometer Units, Types NP-1, 

NP-1/2, Specification for 10/23/1963 
50M60065 08-01 

Servo Accelerometer Units, Types PM-1/2 and 
MP-1/2, Specification for 11/20/1964 
50M60237 08-01 

Servo Accelerometer Unit, Specification for 
03/26/1965 

50M60268 08-01 


SET 


10-01 

05-01 


Detail Specification Packaging, Marking for 
Shipment and Storage of Motors and Motor 
Drive Sets, 07/01/66 
KSC-P-127/1 

Telemetry Test Set /Exhibit B/ 

S-514-P-1 

Goddard Range and Range Rate Transponder Test 
Set Specification 

S-522-P-0002 05-01 

Specification for Installation of two 350 
Kilowatt Diesel-Generator Sets and Related 
Equipment, Mojave Station 

S-532-P— 0030 05-01 

Specification for Furnishing and Installation of 
Motor-Generator Set at Mojave Station 
S— 532— P-0 036 05-01 

Specification for Modifications to Switchgear, 
Electrical Components and New Diesel 
Generator Sets, Data Acquisition Facility, 
Santiago, Chile 
S— 532-P-0038 

Specification for Switchgear and Diesel 

Generator Sets for Ascension Island Power 
Plant 

S-532— P-0039 

Specification for Switchgear and Diesel 
Generator Sets 
S— 532-P-0 040 

Switchgear and Diesel Generator Sets for 
Madrid Spain 
S— 532-P-l 

Switchgear and Diesel Generator Sets for Kokee 
Park Station, Hawaii 

S— 532— P—6 

Bermuda Switchgear and Diesel Generator Sets 
S-532-P-8 

Switchgear and Gas Turbine Generator Sets 
for Mojave Site 
S-532-P-13 

Radar Set AN/MPS-26 /XN-2/ Acceptance Test 
Procedure 
S-553— P-0025 

Model PPT-1 Telemetering Set 
S-616— P-0001 

Nimbus Control Sub-System Pacific Missile 
Range Pre-Launch Test Set 
S-6 50 -N 1-0005 

Motor Generator Set, 3-Phase, 120/208-Volt, 
400-Cycles Per Second, 60-Kilowatt, 
Specification for 08/19/1964 
40M00202A 

Power Supply Set, 3-Phase, 60-Kilowatt, 

60-Cycles Per Second, Specification for 
05/18/1964 
40M00203A 

Power Supply Set, Direct Current 56-Volt, 

50— Ampere, Specification for, 02/28/64, 

EO-1, 06/22/64 

40M00205 

Power Supply Set, Direct 28-Volt, 50-Ampere, 
Specification for, 02/28/64, EO-1 06/22/64 
40M00206 

Power Supply Set, Direct Current 28-Volt, 
100-Ampere, Specification for, 02/28/64- 
EO-1 06/22/64 
40M00207 

Power Supply Set, Direct Current 28-Volt, 
250-Ampere, Specification for, 02/28/64, 

E0-1, 06/22/64 

40M00208 

Power Supply Set, Direct Current 28-Volt, 
500-Ampere, Specification for, 02/28/64, 

EO-1 06/22/64 


05-01 


05-01 


05-01 


05-01 


05-01 

05-01 


05-01 


05-01 


05-01 


05-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 
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SHEET 


40M00209 08-01 

Decoder, Television Test Set, Sequence, 
Specification for 04/30/1964 

50M60127 08-01 

Deep Space Instrumentation Facility Field- 
Power Equipment 60 Cycles Per Second 
Engine Generator Set, 6/11/62 

8909— GEN— A ti-Ol 

SEWER 

Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 
S— 532— P—15 05-01 

SHAPE 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shapes, and Forgings /Premium 
Quality/, Specification for, 05/15/63, 

Amendment 4, 08/19/66, QPL-145-1, 02/16/66 

MSFC-SPEC-145A 08-01 

Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1 , 

10/04/66, QPL-389-2, 01/28/66 

MSFC— SPEC— 389 08-01 

SHEET 

Aluminum Alloy, 2014 Bars, Plate, and Sheet, 
Specification for, 04/02/62, Amendment 1, 
04/30/64 

MSFC— SPEC— 104 08-01 

Aluminum Alloy Sheet, Raw Material, General 
Specification for, 03/18/63, Amendment 1, 
07/14/65 

MSFC— SPEC— 137A 08-01 

Cover Sheet to 0-T-634a /Trichloroethylene, 
technical/ 08/10/1962 

MSFC— SPEC— 217 08-01 

Poly tetrafl uoroe thy lene /Teflon/ Molded and 
Extruded Parts, Sheets, Rods, and Tubing, 
Specification for, 07/20/62, Amendment 1, 
09/20/65 

MSFC— SPEC— 236 08-01 

Preparation for Delivery of Aluminum Alloy 

Plate and Sheet, Specification for 04/22/1963 
MSFC— SPEC— 241 08-01 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MSFC-SPEC-259A 08-01 

Plastic Sheet, Laminated Copperclad /for 
Printed Wiring/, 11/16/66 

MSFC-SPEC-377A 08-01 

Plastic Sheet, Laminated, Ni eke 1-Iron-Cobal t 
Clad /for Weldable Printed Wiring/ 

05/07/1965 

MSFC— SPEC— 455 08-01 

Cover Sheet to QQ-S-571d /Solder, Tin 
Alloy, Lead-Tin Alloy, and Lead Alloy 
05/10/1965 

MSFC— SPEC— 457 08-01 

Model 3403D Tracking Receiver- Acceptance 
Test Procedure and Data Sheet 

S-553-P— 0033 05-01 

Steel, Expanded Sheet, Corrosion— Resisting, 
Specification for 05/17/1962 

10M01647 08-01 

Cover Sheet to Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 
08/27/1963 

10M01672A 08 _ 01 

Cover Sheet for QQ-S-766 /Steel Plates, 

Sheets, and Strips, Corrosion Resisting/ 
07/17/1962 a/ 

10M01674 0 8-01 

Preparations for Delivery of Aluminum Alloy 
Plates and Sheets, Specification for 
09/06/1962 

10M01677 08 _ 01 

Cover Sheet for Marshall Space Flight Center- 
STD-110 /Electrical Hardware, Equipment, 
Material, and Methods Used in Saturn 
Ground Support Equipment/ 06/25/1964 
10M01701 08 _ 01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 


06/25/1964 

10M01702 08-01 

Cover Sheet for 10509313 /Lubricant, Antiseize 
and Sealing Liquid Oxygen Systems/ 

06/25/1964 

10M01703 08-01 

Cover Sheet for Marshall Space Flight Center- 
STD-163 /Electrical Engineering Design 
Praotice/ 06/25/1964 

1 0M01704 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-171 /Fittings, Pressure Connections, 

Flared Tube/ 06/25/1964 

1 0M01705 08-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-106 /Testing Compatibility of 
Materials, for Liquid Oxygen Systems/ 

06/25/1964 

10M01706 08-01 

Cover Sheet for ABMA-PD-R-187 /Relays, 

Hermetically Sealed Missile Equipment/ 

06/25/1964 

10M01707 08-01 

Gold Alloy /Gold 75-Silver 22-Nickel 3/, 

Wire Strip, Sheet, and Rod, Specification 
for, 10/29/63, EO-1 01/08/64 

10M01753 08-01 

Gold, Coin /Gold 90-Copper 10/, Wire, Strip, 

Sheet, and Rod, Specification for, 10/21/63, 
EO-1 01/08/64 

10M01754 08-01 

Palladium Alloy /Palladium 35-Silver 30- 
Copper 14-Gold 10-Platinum 10-Zinc 1/, 

Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, EO-1 01/08/64 

10M01755 08-01 

Platinum-Ruthenium Alloy /Platinum 90- 

Ruthenium 10/, Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/18/1963 
10M01756 08-01 

Gold, Silver, Platinum Alloy /Gold 69-Silver 
25-Platinum 6/, Strip, Sheet, Tubing, and 
Rod, Specification for 12/18/1963 
10M01757 08-01 

Gold, Silver, Zinc, Platinum, Copper Alloy 
/Gold 71. 5-Silver 4.5-Zinc 1-Platinum 8.5- 
Copper 14.5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 
10M01758 08-01 

Gold, Platinum Alloy /Gold 98-Platinum 2/ 

Strip, Sheet, Tubing, and Rod, 

Specification for 12/31/1963 


10MD1759 08-01 

Platinum, Iridium Alloy /Platinum 85-Iridium 
15/, Wire, Strip, Sheet, Tubing, and Rod, 
Specification for 12/18/1963 

10M01760 08-01 

Silver, Coin /Silver 90-Copper 10/, Sheet, 

Strip, Rod, and Tubing, Specification for 
12/18/1963 

10M01761 08-01 

Gold, 10 Carat, /Gold 41.7-Copper 36.2-Silver 
12.8-Zinc 9.3/, Sheet, Strip, Rod, and 
Tubing, Specification for 12/18/1963 
1 OM01764 08-01 

Resistor, Fixed, Composition /Insulated/, 

Style RC07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-11/, 4/07/66 

50M60337 08-01 

Resistors, Fixed, Composition /Insulated/, 

Style RL07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-22684/, 4/07/66 

50M60358 08-01 

Resistor, Fixed, Film /High Stability/, 

Style RN55 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-10509/, 4/07/66 

50M60359 08-01 

Capacitor, Fixed, Ceramic— Dielectr ic. Styles 
CK05CW and CK06CW with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-11015/, 10/05/66 

50M60360 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Slntered-Slug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-C-3965/, 4/07/66 
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50M60361 08-01 

Capacitors, Fixed, Solid Electrolyte, 

Tantalum, Style CS13 with Weldable Leads, 
Specification for /Cower Sheet to 
Specification MIL-C-26655/ , 10/18/66 

50M60362 08-01 

Capacitor, Fixed, Mica-Dielectric, Style CM06 
with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-C-5/, 

4/07/66 

50M60364 08-01 

Transistors, NPN, Silicon, Types 2N910, 

2N930, and 2N1482 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-S-19500/, 4/07/66 

50M60365 08-01 

Diodes, Silicon, Types IN458, IN459, and 

IN827 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-S-19500/, 
4/07/66 

50M60376 08-01 

Resistors, Fixed, Film, Insulated, Style RL 
20 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/ , 
10/17/66 

50M60399 08-01 

Resistors, Fixed, Film, Insulated, Style RL 
32 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/, 
10/17/66 

50M60400 08-01 

Transistors, Silicon, PNP, Types S2N722 and 
S2N1132 with Weldable Leads, Specification 
for /Cower Sheet to Specification 
MSFC-SPEC-338/108/ , 10/17/66 

50M60402 08-01 

Transistors, Silicon, NPN, Type S2N2102 with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MSFC-SPEC-338/1 15/ , 
10/17/66 

50M60403 08-01 

Semiconductor Device, Diode, Silicon, Type 
1N941B with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL-S-19500/, 10/17/66 

50M60404 08-01 

Semiconductor Devices, Diodes, Silicon, Type 
JAN-1N649 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL-S-19500/, 10/17/66 

50M60405 08-01 

Semiconductor Devices, Diodes, Silicon, Types 
1N4370A, TX— 1N4370A, 1N4371A, TX-1N4371A, 
1N4372A, TX-1N4372A, 1N746A, Through 
1N759A, and TX-1N746A Through TX-1N759A with 
Weldable Leads, Specification for /Cover 
50M60406 08-01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Nonmet al lie Cases/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-27287/ , 10/17/66 

50M60409 08-01 

Plating, Cadmium, /Electrodeposi ted/, /Cover 
Sheet for Specification QQ-P-416 Ag 
Amendment 1/, 11/30/64 

10419960A 08-01 

SHELTER 

Specification for Astrodome-Type Shelter 
/with Air Conditioning/ for Dptical 
Tracking Instruments, 07/23/64 

10-03 


SHIELD 

Coating Procedures, Saturn Ice-Shields 
03/26/1962 

MSFC-PROC-175 08-01 

Curtains, Heat Shield, Flexible, Acceptance, 
Specification for, 03/09/62, EQ-1 08/03/62 
10M01591 08-01 

Manufacturing Procedure for Saturn Heat Shield 
Curtains /Outboard/ 05/04/1962 

10M01593 08-01 


Basic Soldering Requirements Shield 

Terminations, Safety Wiring, and Connectors 
09/30/63 
12-2 


04-01 


SHIELDED 

Welding, Fus i on, Sh i e 1 ded Arc, Missile 

Components, Aluminum and Magnesium Manual 
or Automatic 01/10/1958 


08-01 


09-03 


ABMA-PD-W— 45 

Radio Frequency Interference Shielded 
Enclosures 
ESD— 106035 

Specification for Modular Enclosures, Radio 
Frequency Interference Shielded, 01/21/64 
KSC-E-153F 10-01 

Radio Interference Electric Field Attenuation 
Measurements for Shielded Equipment 
Enclosures, Standard for 06/26/1963 
HSFC— STD— 280 08—01 

Enclosures, Modular Shielded, Radio Frequency 
Interference, Specification for 07/05/1963 
MSFC- SPEC— 331 08-01 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 

Specification for, 06/30/66 
MSFC-SPEC-332/7B 

Cable, Electrical, 10 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 
MSFC-SPEC-332/11B 

Cable, Electrical, 18 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 
MSFC-SPEC-332/12B 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 
MSFC-SPEC-332/16B 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 
MSFC-SPEC-332/17B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4/0, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/23B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 1/0, 

Butyl Rubber Insulated Specification for, 
08/30/66 

MSFC-SPEC-332/25B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 4, 

Butyl Rubber Insulated Specification for, 
08/30/66 

MSFC-SPEC-332/26B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 6, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/27B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/28B 

Cable, Electrical, 7 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 
MSFC-SPEC-332/31B 

Cable, Electrical, 7 Conductor, I Unshielded, 

3 Pair Twisted and Shielded, American Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 
MSFC-SPEC-332/32B 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/33B 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/34B 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/35B 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 
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Cable* Electrical* 10 Conductor* Overall 
Shielded* American Wire Gauge Size 16* 
Polyethylene Insulated* Specification for, 
08/30/66 

MSFC-SPEC-332/36B 08-01 

Cable, Electrical, 60 Conductor* 20 Triple 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 1*, Polyethylene 
Insulated, Specification for* 08/30/66 
HSFC-SPEC— 332/37B 08-01 

Cable* Electrical* 19 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/39B 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded* American Wire Gauge Size 14* 
Polyethylene Insulated, Specification for, 
08/30/66 

HSFC-SPEC-332/40B 08-01 

Cable, Electrical* 36 Conductor* Single 
Conductor Shielded, American Wire Gauge 
Size 18* Polyethylene Insulated* 

Specification for, 08/30/66 

HSFC-SPEC-332/42B 08-01 

Cable* Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated* American 
Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/44B 08-01 

Cable* Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14* 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/45B 08-01 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 
NSFC-SPEC-332/46B 08-01 

Cable* Electrical* 47 Conductor, Overall 
Shielded Double Braid* American Wire Gauge 
Size 8, 12* and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 

08/30/66 

MSFC-SPEC-332/47B 08-01 

Cable* Electrical, 60 Conductor* Single 
Conductor Shielded* American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specif icatiori for, 08/30/66 

HSFC-SPEC-332/49B 08-01 

Cable* Electrical, 60 Conductor* Single 
Conductor Shielded, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/51B 08-01 

Cable* Electrical, 60 Conductor* 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/52B 08-01 

Cable, Electrical, 60 Conductor* Overall 
Shielded Double Braid, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

HSFC— SPEC-332/53B 08-01 

Cable* Electrical, 60 Conductor* 30 Pair 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14* Polyethylene 
Insulated* Specification for, 08/30/66 
MSFC-SPEC— 332/57B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC-SPEC-332/58B 08-01 

Cable* Electrical* 60 Conductor* Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for* 
08/30/66 

MSFC-SPEC-332/59B 08-01 

Cable* Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 


MSFC-SPEC— 332/60B 08-01 

Cable* Electrical, 60 Conductor* 30 Pair 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/61B 08-01 

Cable* Electrical* 21 Conductor* Overall 
Shielded Double Braid* American Wire Gauge 
Size 8, Butyl Rubber Insulated* 

Specification for, 08/30/66 

MSFC— SPEC-332/63B 08-01 

Cable* Electrical, 4 Conductor* Overall 

Shielded Double Braid* American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/64B 08-01 

Cable* Electrical, 5 Conductor* Overall 
Shielded* American Wire Gauge Size 12* 
Polyethylene Insulated* Specification for* 
08/30/66 

MSFC— SPEC-332/65B 08-01 

Cable* Electrical, 6 Conductor* Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/70B 08-01 

Cable* Electrical, 10 Conductor* Overall 
Shielded, American Wire Gauge Size 18* 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/71B 08-01 

Cable* Electrical, 15 Conductor* Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/72B 08-01 

Cable, Electrical, 13 Conductor* Overall 
Shielded, American Wire Gauge Size 18* 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/73B 08-01 

Cable, Electrical, 18 Conductor* Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/75B 08-01 

Cable* Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/77B 08-01 

Cable, Electrical, 7 Conductor* 3 Pair 
Twisted and Shielded and 1 Unshielded* 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/79B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 16* 
Polyethylene Insulated* Specification for 
08/30/66 

MSFC-SPEC— 332/80B 08-01 

Cable* Electrical, 7 Conductor* Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/81B 08-01 

Cable* Electrical* 20 Conductor* Overall 
Shielded, American Wire Gauge Size 16* 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/83B 08-01 

Cable, Electrical, 2 Conductor* Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/87B 08-01 

Cable* Electrical, 3 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/88B 08-01 

Cable* Electrical, 37 Conductor* Overall 
Shielded Double Braid, American Wire Gauge 
Size 16, Polyethylene Insulated* 

Specification for, 08/30/66 

MSFC-SPEC-332/95A 08-01 

Cable* Electrical, 10 Conductor, 2 Pair 
Twisted and Shielded and 6 Unshielded, 

American Wire Gauge Size 16, Polyethylene 
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Insulated t Specification for 08/30/66 
HSFC-SPEC— 332/96A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC-SPEC-332/98A 08-01 

Cable, Electrical, 30 Conductor, Single 

Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/99A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC-SPEC— 332/1 00 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/ 101 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC— SPEC-332/ 102 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded Insulated, Overall 
Shielded, Anerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/ 103 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC-SPEC— 332/104 A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/1 05 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC-S PEC-332/ 106 A 00-01 

Cable, Electrical, 30 Conductor, Single 

Conductor Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/107A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/ 108 A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/ 109 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MS FC-S PEC-332/1 10 A 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Anerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC- SPEC-332/1 11 A 08-01 

Cable, Electrical, 37 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 


08/30/66 

MSFC-SPEC— 332/1 15A 08-01 

Specification for Radio Frequency Interference 
Shielded Enclosures 

S-530— P—0027 05-01 

Radio Frequency Shielded Enclosure 

S— 636-P-5 05-01 

Specification for Radio Frequency Shielded 
Enclosure 

S-672-P-1 05-01 

Inductor, Shielded, Type 1537734 with Weldable 
Leads, Specification for, 8/12/66 
50M60383 08-01 

SHIP 

C-Band Re-Entry Acquisition System for 
Apollo Inst runentation Ships 

S-506-P-4 05-01 

SHIPBOARD 

Shipboard Unified S-Band Systen Transnitter 
Voltage Controlled Oscillator Counter 
S— 506-P-6 05-01 

SHIPMENT 

Detail Specification Packaging, Marking for 
Shipment and Storage of Motors and Motor 
Drive Sets, 07/01/66 

KSC-P-127/1 10 “ 01 

Packing and Crating Equipment for Export 
Shi pment 

S-500— P-0026 05-01 

Packing Flight Equipment for Shipment Within 
the Continental United States, 2/28/63, 

Amendment 1-A, 10/24/63 

20064— GEM-A 11-01 

SHIPPING 

Preservation, Packaging, Handling, and 
Shipping of Space Vehicle Supplies and 
Associated Equipment, General Standard for 
03/09/1965 

MSFC- STD— 343 08-01 

Shipping and Container and Combined Supporting 
Framework and Clean Room Dolly for 
Experiment Optical Systems Containers 
S-623-OAO-0014 05-01 

Environmental Control System for Orbiting 
Astronomical Observatory Transport Trailer 
and Experiment Shipping Container 
S-623-OAO-OO10 05-01 

SHOCK 

High Impact Shock Test Program for Electronic 
Component Parts, 7/12/66 

ZPP-2128-GEN 11-01 

SHORT 

Offset Doppler Frequency Short-Range 

Interrogator System- Technical Exhibit 

10-03 

Offset Doppler Frequency Short-Range 
Interrogator System, Addendum A, 

/PR 03347-1/ 10-03 

SHROUD 

Thermal Shroud Assembly 

S-322-P-2 05-01 

SHUTTER 

Goddard Space Flight Center Specification for 
High Speed Shutter 

S-536-P-0001 05-01 

SIDE 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6— 32 A, 04/01/65, Amendment 1, 07/29/66 

MSFC SPEC— 3 39/32 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC— SPEC— 339/4 2A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-52 A, 04/01/65 

MSFC-SPEC-339/52A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC-SPEC-339/59A 08-01 

Relay, Special Purpose /Magnetic Latch/, 20 
Volts, Direct Current, 2 Pole Double 
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Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC-SPEC-339/62A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-6-69A, 04/01/65 

MSFC— SPEC-339/69 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC-SPEC-339/82A 08-01 

SIDEBAND 


Telemetry Assembly, Single Sideband Airborne, 
Specification for, 10/19/64, EO-1 
12/11/64, EO-2, 03/23/65, EO-3, 04/30/65, 
EO-4, 07/28/65, EO-5, 10/05/65, EQ-6, 

11/05/65, EQ— 7 , 12/10/65, EO-8, 01/26/66, 
50M60002B 

Filter, Mechanical, 455 Kilocycle, Upper 
Sideband Ferrite Drive Selector, 
Specification for 08/06/1963 
50M60009 

Telewet ry Asseably, Single Side-band, 
Airborne, Specification for 01/31/1964 
50M6001 0A 

Dewul t i pi exer. Single Sideband Frequency 
Modulated, Specification for 12/02/1963 
50M60078 

Dewul t i plexer. Single Sideband Frequency 
Modulated, Specification for, 01/22/65 
50M60092A 

Telewet ry Assewbly, Single Sideband, Airborne 
Acceptance Test, Procedure for 03/03/1964 
50M60103 

Top Deck Assewbly, Single Sideband 

Te leweter. Specification for, 09/28/64, 
EO-1, 12/11/64, EO-2, 07/15/65, EO-3, 

07/28/65, EO-4, 10/05/65, EO-5, 10/27/65, 

EO-6, 06/13/66 

50M60210 

Top Deck Assewbly, Single Sideband 

Teleweter, Type III, Specification for, 

12/01/65, E0-1, 7/05/66 

50M60326 

SIGNAL 

Signal Siwulator 
ESD— 106004 

Ground Cowposite Signal Mixer and Separator 
ESD— 106105 

Digital Signal "(Siwul ator Panel Assewbly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystew Receiving Station, 
Specification for 08/07/1963 
MSFC— SPEC— 297 

Digital Signal Synchronizer, Pulse Code 
Modulated Digital Data Acquisition 
Subsystew Receiving Station, Specification 
for 01/05/1965 
MSFC— SPEC-304 A 

Tlwer, 40 Second, Cowponent Selection, Tiwe 
and Tewperature Compensating, 06/10/65 
MSFC— PR0C-453A 


08-01 

08-01 

08-01 

08-01 

08-01 

9 

08-01 

08-01 

08-01 

09-03 

09-03 

08-01 

08-01 

08-01 


Perforwance Specifications- Pulse Code 

Modulation Signal Conditioner and Calibrator 
S— 500— P—0023 05-01 

Noise Figure and Test Signal Systew 
Perforwance Specification 


S— 500-P-0222 05-01 

Signal Data Demodulator Systew 

S-500— P—0226 05-01 


Specifications for the Noise Figure and Test 
Signal Systew 

S-500-P-0410 05-01 

136 Megacycle Calibration Signal Generator 
Perforwance Specification 


S— 500— P—0412 

400 Megacycle Calibration Signal Generator 
Perforwance Specification 
S— 500-P-0414 

1700Megacycle Calibration Signal Generator 
Perforwance Specification 
S— 500— P—0416 

Specification for a Pulse Code Modulation 
Signal Conditioning Console 
S— 522— P—0005 

Specification for a Universal Comb-Filter 


05-01 

05-01 

05-01 

05-01 


Processing for Pulse Frequency Modulation 
Telemetry Signals 

S— 522-P-0011 05-01 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 


S— 522— P—0012 05-01 

Specification for a Bit Synchronizer and Signal 
Conditioner 

S— 522-P— 0013 05-01 

Signal Patch Board Assembly 

S— 525— P—2 05-01 

Specification for Pulse Code Modulation 
Signal Siwulator 

S— 530— P-0019 05-01 

Noise Figure and Test Signal Systew 
Perforwance Specification 

S— 553— P—0 022 05-01 

Nimbus Programmer and Signal Converter 

S— 650— Nl- 0009 05-01 

Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystem 

S— 731— P—42 05-01 

Signal Processor and Control Logic Box Flight 
Model for Nimbus D Attitude Control 
Subsystew 

S— 731— P-51 05-01 

Minimum Salient Characteristics for Very High 
Frequency Signal Generator, 03/10/65 
/PR 90134-1/ 10-03 

Specifications for Ultra High Frequency 
Amplitude Modulated/Frequency Modulation 
Signal Generator 10-03 

Technical Exhibit for a Study of Certain 
Propagation Anomalies in Flight Radio 
Frequency Signals 10-03 

Adapter, Signal, Differential /Wideband/, 
Specification for, 03/30/66 

50N60070B 08-01 

Signal Conditioner, Pulse Code Modulated, 

Specification for, 06/14/65, EO-1, 10/05/65, 

EO-2, 12/02/65, EO-3, 07/06/66 

50M60231 08-01 

Digital Signal Simulator Panel Assembly, 
Specification for, 11/26/65 

50M60292 08-01 

Signal Adapter, Pulse Code Modulated, 

Specification for, 8/08/66 

50M60313 08-01 

SILICA 


Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 
5/04/64, Amendment 1-B, 9/01/64, Amendment 


2, 2/26/65 

GMO— 50111— GEN— B 11-01 

SILICON 

Specification Sheet Diode, Zener, Silicon, 

Power Type KIN2970B, 08/24/64 

KSC-S-101/1 10-01 

Diode, Silicon, S1N483B 12/13/1963 

MSFC-SPEC-338/1 08-01 

Diodes, Silicon, S1N540 and S1N547 12/13/1963 

MSFC-SPEC-338/2 08-01 

Diode, Silicon, S1N626 12/13/1963 

MSFC— SPEC-338/3 08-01 

Diode, Silicon, S1N643 12/13/1963 

MSFC— SPEC-338/4 08-01 

Diode, Silicon, S1N793 12/13/1963 

MSFC— SPEC— 338/5 08-01 

Diodes, Silicon, S1N645 and S1N649 12/13/1963 

MSFC— SPEC-338/6 08-01 

Diodes, Silicon, S1N3016B through S1N3028B 
12/13/1963 

MSFC-SPEC-338/7 08-01 

Semiconductor Devices S1N4370A through 
S1N4372A and S1N476A through S1N759A, 

04/12/66 

MSFC-SPEC-338/8A 08-01 

Diodes, Silicon, S1N761A through S1N769A 
12/13/1963 

MSFC-SPEC-338/9 08-01 

Diodes, Silicon, S1N827A, S1N939A, and 
S1N944B 12/13/1964 

MSFC— SPEC— 338/10 08-01 

Diodes, Silicon, S1N962B through S1N973B 
12/13/1963 

MSFC-SPEC-338/1 1 08-01 
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Diodes, Silicon, S1N1169 12/13/1963 

MSFC— SPEC— 338/12 08-01 

Diodes, Silicon S1N1204A and S1N1206A 
12/13/1963 

HSFC-SPEC— 338/13 08-01 

Diode, Silicon, S1N1616 12/13/1963 

HSFC-SPEC-338/14 08-01 

Diode, Silicon, S1M916B 12/13/1963 

NSFC— SPEC— 338/15 08-01 

Diodes, Silicon, S1N2970B through S1N2958B 
02/17/1964 

HSFC-SPEC— 338/16 08-01 

Seaiconductor Devices, S2N1724 and S2N1724I, 
06/25/66 

MSFC-SPEC-338/100A 08-01 

Transistors, Silicon, NPN, S2N335B 12/13/1963 

HSFC-SPEC-338/ 101 08-01 

Transistor, Silicon, NPN, S2N338B 12/13/1963 

MSFC-SPEC-338/102 08-01 

Transistors, Silicon, PN, Unijunction, 

S2N491B and S2N2419B 12/13/1963 

HSFC-SPEC-338/ 103 08-01 

Transistor, Silicon, NPN, S2N657A 12/13/1963 

HSFC-SPEC— 338/104 08-01 

Transistor, Silicon, Planar, NPN, S2N697 
12/13/1963 

HSFC-SPEC— 338/105 08-01 

Transistor, Silicon, Planar, NPN, S2N708 
12/13/1963 

HSFC-SPEC-338/ 1 06 08-0 1 

Transistors, Silicon, NPN, S2N718A and 
S2N1613 02/17/1963 

HSFC-SPEC-338/ 107 08-01 

Transistors, Silicon, PNP, S2N722 and 
S2N1132 12/13/1963 

HSFC-SPEC— 338/108 08-01 

Transistor, Silicon, NPN, S2N1514 12/13/1963 

HSFC-SPEC— 338/109 08-01 

Transistor, Silicon, NPN, S2N834 12/13/1963 

HSFC-SPEC-338/1 10 08-01 

Transistor, Silicon, Planar, NPN, S2N910 
12/13/1963 

HSFC-SPEC— 338/111 08-01 

Transistor, Silicon, NPN, S2N2034A 12/13/1963 

HSFC-SPEC— 338/114 08-01 

Transistor, Silicon, NPN, Planar, S2N2102 
12/13/1963 

HSFC-SPEC-338/ 115 08-01 

Transistor, Silicon, Planar, PNP, S2N2412 
12/13/1963 

HSFC-SPEC— 338/116 08-01 

Seel conductor Devices, S2N1016D and S2N3432, 
09/24/65, Aeendeent 1, 10/28/66 

HSFC-SPEC— 338A/117B 08-01 

Seaiconductor Devices, S2N2126 and S2N2772, 
09/30/65 

HSFC-SPEC— 338/1 18 A 08-01 

Transistor, Silicon, NPN, S2N1486 12/13/1963 

HSFC-SPEC-338/1 19 08-01 

Specification for Deteraining Relative 1 
Microelectron Volt Electron Radiation 
Daaage Resistance for Silicon Solar Cells 
S— 630-P— 0106 05-01 

Goddard Space Flight Center Specification 
High Reliability Transistor Silicon PNP, 

Type SP-100 

S— 631-0— 0010 05-01 

Hicroelectronlc Circuits, Digital, Silicon, 
Nonolithic, General Specification for 
S-711-P-1 05-01 

Qualification Testing Requlreaents for Silicon 
Controlled Rectifiers and Switches, 5/25/66 
ZPQ— 2452— GEN 11-01 

Transistor, Silicon, Precision, Type SP2N861, 
Specification for, 03/24/65, EO-1, 03/28/66, 

EO-2, 05/16/66 

50H60236 08-01 

Transistors, NPN, Silicon, Types 2N910, 

2N930, and 2N1482 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-S-19500/, 4/07/66 

50H60365 08-01 

Transistors, PNP, Silicon, Types C920-1, 

C920-A, and C920-AA with Weldable Leads, 
Specification for, 11/17/66 

50H60366 08-01 

Transistor NPN, Silicon, Type 2N2432 with 

Weldable Leads, Specification for, 10/05/66 
50H60370 08-01 


Transistor, PNP, Silicon, Type 2N936 with 

Weldable Leads, Specification for, 10/19/66 
50H60371 08-01 

Transistor, PNP, Silicon, Type 2N32S1 with 
Weldable Leads, Specification for, 10/19/66 
50H60373 08-01 

Transistor, PNP, Silicon, Type T6153 with 

Weldable Leads, Specification for, 10/18/66 
50H60374 08-01 

Diodes, Silicon, Types IN458, IN459, and 

IN827 with Weldable Leads, Specification for 
/Cover Sheet to Specification HIL-S-19500/, 
4/07/66 

50H60376 08-01 

Diode, Zener, Silicon, Type 1N936A with 

Weldable Leads, Specification for, 10/13/66 
50H60377 08-01 

Diode, Zener, Silicon, Type 1N1314A with 

Weldable Leads, Specification for, 10/13/66 
50M60378 08-01 

Sensistor, Molded, Silicon, Type TM-1/8 with 
Weldable Leads, Specification for, 8/12/66 
50M60382 08-01 

Transistors, N-Channel Junction* Silicon, 
Field-Effect, Type U182 with Weldable 
Leads, Specification for, 10/17/66 
50H60401 08-01 

Transistors, Silicon, PNP, Types S2N722 and 
S2N1132 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
HSFC-SPEC-338/108/, 10/17/66 

50M60402 08-01 

Transistors, Silicon, NPN, Type S2N2102 with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MSFC-SPEC-338/115/, 
10/17/66 

50H60403 08-01 

Seeiconductor Device, Diode, Silicon, Type 
1N941B with Weldable Leads, Specification 
for /Cover Sheet to Specification 
HIL-S-19500/, 10/17/66 

50M60404 08-01 

Seeiconductor Devices, Diodes, Silicon, Type 
JAN-1N649 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL-S-19500/, 10/17/66 

50M60405 08-01 

Seeiconductor Devices, Diodes, Silicon, Types 
1N4370A, TX-1N4370A, 1N4371A, TX-1N4371A, 
1N4372A, TX-1N4372A, 1N746A, Through 
1N759A, and TX-1N746A Through TX-1N759A with 
Weldable Leads, Specification for /Cover 
50M60406 08-01 

SILICONE 

Transistor, Silicone, Planar, NPN, S2N918 
12/13/1963 

MSFC— SPEC-338/ 112 08-01 

Seeiconductor Devices S2N930 and S2N2586, 


09/09/66 

HSFC-SPEC-338/1 13A 08-vl 

Potting, Encapsulating and Holding, Using 
Silicone Rubber, 01/26/65, Aeendeent 1, 
07/07/65 

HSFC— PRDC-380 08-01 

Adhesive, Silicone Rubber, Two-Coeponent , 

Low-t o-Hoderate Teeperature Resistant, 

Rooe— Teeperature Vulcanizing, General 
Purpose, 01/16/62, E0-1 08/03/62 

1OM01587 08-01 

Adhesive, Silicone Rubber, One-Coeponent, 
Moderate-to-High Teeperature Resistant, 

Rooe Teeperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 

10M01588 08-01 

Silicone Rubber, Insulation Material, Thereal, 

Rooe Teeperature Vulcanizing, General 
Purpose, Specification for, 01/16/62, EO-1 
08/03/62 

10M01589 08-01 

Silicone Rubber, Insulation Material, Thereal, 
Elevated Teeperature Vulcanizing, General 
Purpose, 02/02/62, EO-1 08/03/62 

10N01595 08-01 

Silicone Rubber, Insulating Material, 
Two-Coeponent, Thereal Curing, General 
Purpose, 01/31/62, E0— 1 08/16/62, EO— 2 

10/10/62 

10M01596 08-01 

Adhesive, Silicone Rubber, Solvent Type, 
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General Purpose* Specification for 
02/01/1962 

10M01598 08-01 

Primer, Silicone Rubber* Solvent Type, 

Specification for, 03/28/62, EO-1 08/03/62 
10M01620 08-01 

SILK 

Silk Screening of Electrical Equipatent* 

10/24/66 

MSFC-STD-372A 08-01 

Narking Method* /Silk Screen/* Standard for 
05/05/1960 

10419905 08-01 

SILVER 

Procurement Specification for the Purchase of 
Sixteen Ampere-Hour Ceils of the 
Si 1 ver-Cadai ua Type 

S— 630— P—0126 05-01 

Procureaent Specification for the Purchase of 
Three Anpere-Hour Cells of the Silver 
Cadaiua Type 

S— 630-P— 0127 05-01 

Procureaent Specification for the Purchase of 
Five Aapere-Hour Cells of the 
Si 1 ver-Cadai ua Type /Nonaagnet i c/ 

S— 630-P— 0128 05-01 

Silver Cadaiua* 12 Aapere Hour Battery 
Cycl ing Prograa 

S— 630— P—0138 05-01 

Procureaents Specifications for the Purchase of 
Eleven Ampere-Hour Cells of the 
Si lver-Cadaium Type /Non-Magnet I c/ 

S— 630— P—0166 05-01 

Gold Alloy /Gold 75-Silver 22-Nickel 3/* 

Wire Strip* Sheet, and Rod, Specification 
for, 10/29/63, EO-1 01/08/64 

10M01753 08-01 

Palladiua Alloy /Palladium 35-Silver 30- 
Copper 14-Gold 10-Platinua 10-Zinc 1/, 

Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, EO-1 01/08/64 

10M01755 08-01 

Gold, Silver, Platinum Alloy /Gold 69-Silver 
25-Platinua 6/, Strip, Sheet, Tubing, and 
Rod, Specification for 12/18/1963 
10H01757 08-01 

Gold, Silver, Zinc, Platinum, Copper Alloy 
/Gold 71. 5-Silver 4.5-Zinc 1-Platinua 8.5- 
Copper 14.5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 
10M01758 08-01 

Silver, Coin /Silver 90-Copper 10/, Sheet, 

Strip, Rod, and Tubing, Specification for 
12/18/1963 

10M01761 08-01 

Gold, 10 Carat, /Gold 41.7-Copper 36.2-Silver 
12.8-Zinc 9.3/, Sheet, Strip, Rod, and 
Tubing, Specification for 12/18/1963 
10M01764 08-01 

Silver Plating /Elect rodepos i ted/. 

Specification for 01/24/1964 

95M01104 08-01 

Brazing, Silver, Specification for 06/03/1961 
10509307A 08-01 

SIMULATION 

Preparation of Space Environment Simulation 
Laboratory and Space Environment Effects 
Laboratory Test Procedures 

MSC— STD— 109 09-03 

SIMULATOR 

Signal Simulator 

ESD— 106004 09-03 

Digital Signal Simulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 08/07/1963 

MSFC— SPEC— 297 08-01 

Launch Phase Simulator 

S— 325— LPS— 0001 05-01 

Data Collection and Recording System for the 
Launch Phase Simulator 

S-325-P-4 05-01 

Goddard Space Flight Center Specifications 
Universal Pulse Frequency Modulation 
Simul ator 

S— 521— P—2 05-01 

Specification for a Pulse Code Modulation 
Data Simulator and Comparator 

S— 522— P—0007 05-01 


Specification for an Analog Simulator 

S— 525— P-0037 05-01 

Data Collection and Recording System for the 
Launch Phase Simulator 

S— 525-P-4 05-01 

Specification for Pulse Code Modulation 
Signal Simulator 

S-530-P-0019 05-01 

Pulse Code Modulation Simulator 

S— 534-P-4 05-01 

Project Relay Performance Requi rement s- 
Spacecraft Simulator 

S— 625— REL— 0169 05-01 

Solar Simulator Specification 

S— 630-P-0 133 05-01 

Equipment Specification-Pulse Amplitude 

Modulation Commutator Simulator for Saturn 
IB 10-03 

Specifications for Pulse Code Modulation 

Simulator /PR 14369-1/ 10-03 

Digital Signal Simulator Panel Assembly, 
Specification for, 11/26/65 

50M60292 08-01 

SINGLE 

Single Branch Explosively Actuated Valve 
Assembl i es 

GME-5 0335— GEN 11-01 

Chain, Ueldless, Single Jack, and S Hooks, 
Specification for 02/12/1962 

MSFC-SPEC— 189 08-01 

Printed Circuit Assemblies, Automatic Single 
Wave Soldering of. Procedure for, 01/10/64, 
Amendment 2, 10/25/65 

MSFC-PROC— 224 08-01 

Cable, Electrical, 10 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/1 IB 08-01 

Cable, Electrical, 18 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Si 2 e 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/12B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/17B 08-01 

Cable, Electrical, 7 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/31B 08-01 

Cable, Electrical, 19 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/39B 08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/40B 08-01 

Cable, Electrical, 36 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/42B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/49B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/51B 08-01 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/52B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
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Insulated Specification for* 08/30/66 
MSFC-SPEC-332/58B 

Cable , Electrical , 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/99A 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 07 A 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC-SPEC-332/111 A 
Single Bituminous Surface Treatment 
S— 532— P-0025 

Very High Frequency Telemetry Receiving 
System, Type I Single Channel, Type 
II Dual Channel 
S-553-P-1 

Very High Frequency Telemetry Receiver, Type 
I Single Channel 
S— 553-P-2 05-01 

Valve, Single-Solenoid, 2-Way, 2-Posttlon 
/P/N 805764-10460/ Qualification Test 
Specification, 12/08/66 

10H05060 08-01 

Valve, Single-Solenoid, 3-Way, 2-Positlon 
/P/N 803664-10469/ Qualification Test 
Specification, 12/08/66 

10M05074 08-01 

Telemetry Assembly, Single Sideband Airborne, 
Specification for, 10/19/64, EO-1 
12/11/64, EO-2, 03/23/65, EO-3, 04/30/65, 

ED-4, 07/28/65, ED-5, 10/05/65, ED-6, 

11/05/65, EO-7, 12/10/65, EO-8, 01/26/66, 

50M60002B 08-01 

Telemetry Assembly, Single Side-band, 

Airborne, Specification for 01/31/1964 
50M60010A 08-01 

Single Output Mixer Amplifier Specification 
for, 12/30/64, EO-1, 07/14/65, EO-2, 

07/14/65, EO-3, 07/14/65, EO-4, 12/30/65, 

EO-5, 07/06/66 

50H60021A 08-01 

Demultiplexer, Single Sideband Frequency 
Modulated, Specification for 12/02/1963 
50M6007B 08-01 

Demultiplexer, Single Sideband Frequency 
Modulated, Specification for, 01/22/65 
50M60092A 08-01 

Telemetry Assembly, Single Sideband, Airborne, 
Acceptance Test, Procedure for 03/03/1964 
50M60103 08-01 

Viewing Unit, Television, Single Channel, 

Ground Support Equipment, Specification for 
06/15/1964 

50M60125 08-01 

Top Deck Assembly, Single Sideband 

Telemeter, Specification for, 09/28/64, 

EO-1, 12/11/64, EO-2, 07/15/65, EO-3, 

07/28/65, EO-4, 10/05/65, EO-5, 10/27/65, 

EO-6, 06/13/66 

50M60210 08-01 

Top Deck Assembly, Single Sideband 

Telemeter, Type III, Specification for, 

12/01/65, EO-1, 7/05/66 

50M60326 08-01 

SINK 

Heat Sink, Connection Compound, Specification 
for 11/15/1963 

50M60033 08-01 

SINTERED 

Capacitors, Fixed, Tantalum /Polarized, 
Sintered-Slug/ /Style KCL65/, 03/10/66 

KSC-C-133 10-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Sintered Slug/, /Style 
SCL/, Specification for, 06/24/64, E0-1 

04/21/65 

50M60193 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Sintered-Slug/ with 


08-01 

08-01 

08-01 

08-01 

05-01 

05-01 


Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-C-3965/, 4/07/66 

50M60361 08-01 

SITE 

Specification for Construction of S-Band 
Collimation Tower Site at the National 
Aeronautics and Space Administration, Ulaska 
Data Acquisition Facility, Fairbanks, 

Alaska 

S— 532— P-11 05-01 

Switchgear and Gas Turbine Generator Sets 
for Mojave Site 

S-532— P-13 05-01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Minitrack Data Acquisition Sites 

S-533-P-0212 05-01 

Specification for Remote Site Computers 

S-553-P-0032 05-01 

Requirements and Criteria for Facilities for the 
Central Instrumentation Facility Antenna 
Site, 11/09/64 10-03 

SKETCHES 

Procedure for Preparing Vendor Drawing 

Changes and Engineering Sketches, 10/02/62 
00-5 04-01 


SKIN 

Attaching Thermocouples to Saturn Vehicle 
Skins, Procedure for 09/16/1963 

1 0M01741 08-01 

Precipitation Hardening /Aging/ and Forming 
Tank Skin Segments for S-IC Stage of 
Saturn V Vehicle, Specification for 
08/13/1963 

95M01301 08-01 

Machining of Tank Skin Segments for S-IC 
Stage of Saturn V Vehicle, Specification 
for 08/13/1963 

95M01500 08-01 

SLAVE 

Sequencer, Flight, Slave Unit, Acceptance 
Test, 07/18/63, Amendment 1, 12/16/63 

MSFC-PROC-291 08-01 

SLEEPING 

Apollo Transportable Facility for Grand 

Bahama Island Living and Sleeping Quarters 
Trailer Specification 

S-552-P-2 05-01 

SLING 

Sling, Instrument Unit Container Handling, 
Specification for 02/24/1964 

10M01770 08-01 

Sling, Instrument Unit Segment Handling, 
Specification for 02/24/1964 

1 OM01771 08-01 

Sling, Assembled Instrument Unit Handling, 
Specification for 02/24/1964 

10M01772 08-01 


SLOSH 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 

MSFC-PR0C— 195A 08-01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 
Specification for, 06/26/62, EO-1 07/02/63, 
EO-3 04/03/64 

10419906B 08-01 

SLOW 

Slow Code Scanner 

S— 731-P— 36 05-01 

SLUG 

Capacitors, Fixed, Tantalum /Polarized, 
Sintered-Slug/ /Style KCL65/, 03/10/66 

KSC-C-133 10-01 

Capacitors, Fixed, Nonsolid Electrolytic 

/Tantalum, Foil and Sintered Slug/, /Style 
SCL/, Specification for, 06/24/64, E0-1 

04/21/65 

50M60193 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Sintered-Slug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-C-3965/, 4/07/66 

50M60361 08-01 
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SOLDER 


8KALL 

Small Diameter Antenna System- Technical 
Exhibit, 06/29/64 /PR 26755-1/ 

SMOOTH 

Formica Gray Smooth Vinyl 
S— 553-P— 0038 

SODIUM NITRITE 

Mobile Service Truck Unit, RJ-1 and Sodium 
Nitrite, Specification for 01/30/1964 
10H01765 

Mobile Service Truck Unit, RJ-1 and Sodium 
Nitrite, Specification for 01/30/1964 
10M01765 

SOIL 


10-03 

05-01 


08-01 

08-01 


Data Requirements for Soil Mechanics Surface 
Sampler Experiment Surveyor Scientific 
Flights /A— 24 Model/, 4/04/66 
S AS— 50 5 09-GEN— A 

SOLAR 

Mariner C, Flight Equipment, Fabrication, 
Power Subsystem, Solar Panels /4A1, 4A3, 
4A5, and 4A7/, 8/17/63 

MCP— 30287— GEN 

Preliminary Test Specification for S-3A 
Solar Paddles 
S-320-E P—0001 

Procurement Specification for International 
Satellite for Ionospheric Studies A Solar 
Cell Panels 
S-615-P-1 

Preliminary Technical Specification for 

Advanced Orbiting Solar Observatory /S-67/ 
Spacecraft Antenna Studies 


S— 623-A0S0— 000 1 05-01 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 

S— 623- AOSO— 0137 05-01 

Design Specifications for the Orbiting Solar 
Observatory-D Spacecraft Tone Digital 
Command Decoder No. 0S0-D-TDDS 

S— 623— 0S0— 0001 05-01 

Specifications for the Orbiting Solar 
Observatory-C /S-57/ Spacecraft Tone 
Digital Command Decoder 

S— 623— 0S0— 0002 05-01 

Design Specifications for the Orbiting Solar 
Observatory-D Flight Spacecraft Digital 
Recorder /Reproducer 

S— 623— QSO-0004 05-01 


Design Specifications for the Orbiting Solar 
Observatory-E Flight Spacecraft Digital 
Recorder/Reproducer 
S— 623-OSD-0005 

Advanced Orbiting Solar Observatory S— 67 
Phase I Development Tasks 
S— 623-0 SO- 0137 

Preliminary Specification for Solar Paddle 
Assembly Satellite S-74 /Interplanetary 
Monitoring Platform/ 

S— 630— I MP— 0079 

Specifications for S-74 /Interplanetary 
Monitoring Platform-C/ Solar Paddles 
S— 630— I MP— 0125 

Specification for Determining Relative 1 
Microelectron Volt Electron Radiation 
Damage Resistance for Silicon Solar Cells 


S— 630— P -01 06 05-01 

Solar Simulator Specification 

S— 630— P -01 33 05-01 

Design and Development of a Brushless Direct 
Current Torque Motor for Use in Solar 
Array Orientation Systems 

S— 630— P—0135 05-01 

Solar Paddle Specification for International 
Satellite United K i ngdom-2/S-52 

S— 630— UK— 0072 05-01 

Solar Power Supply Subsystem Descriptive 
Specification for United Ki ngdom-2/S-52 
International Satellite 

S— 630— UK— 0 088 05-01 

Solar Paddle Assembly Test Specification for 
United Kingdom-2/S-52 International 
Satellite 

S— 630— UK-0097 05-01 

Anchored Interplanetary Monitoring 
Platform /D+E/ Solar Paddles 

S-636-P-1 05-01 

Interplanetary Monitoring Platform /F+G/ 


05-01 

05-01 

05-01 

05-01 


11-01 

11-01 

05-01 

05-01 


Solar Paddles 

S— 636— P—2 05-01 

Nimbus Solar Array Sun Sensor Preamplifier 

S— 650— NI— 0006 05-01 

Goddard Space Flight Center Specification for 
the Nimbus B Solar Conversion Power 
Supply Subsystem 

S— 652— P—1 05-01 

Monitor of Ultraviolet Solar Energy /Muse/ 
Instrument- Nimbus B, Aerobee 150, Aerobee 
150 A 

S— 652— P—6 05-01 

A Long Life Solar Array Drive Subsystem 

S-653-P-8 05-01 

Long Flight Solar Array Drive /Flight Model/ 

S— 731— P— 49 05-01 


SOLDER 

Terminals Bifurcated and Turret, Swage Type 
and Standoff, Insulated Screwtype, 

Terminals, Solder Pot, Swage Type 
07/01/64, Amendment 2, 10/05/64 

MSFC-SPEC— 278A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/1 B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 1* 5-19A, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC— 339/1 9A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 7.5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3-20A, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/20 A 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-2-22A, 03/16/64 

MSFC— SPEC-339/22 A 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S4GH— 3. 25-23A, 08/31/64 

MSFC-SPEC— 339/23A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 

08/31/64 

MSFC— SPEC— 339/24 A 

Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC-SPEC-339/25A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse— Flange Mounting, S4LH-6— 26A, 

04/01/65 

MSFC-SPEC— 339/26A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse— FI ange Mounting, 
S2GH-6-31B, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/31B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH— 6— 32 A, 04/01/65, Amendment 1, 07/29/66 

MSFC SPEC— 339/ 32 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/4 IB 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/42A 08-01 

Relay General Purpose, 28 Volts, Direct 


08-01 


08-01 


08-01 


08-01 
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Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-51A, 04/01/65 

MSFC-SPEC-339/51A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-52A, 04/01/65 

MSFC-SPEC-339/52A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 
S2GH-3-58A, 04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/58 A 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MS FC-S PEC-339/61 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC-SPEC-339/62A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH— 6— 68A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/68 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH— 7 . 25— 71 A, 04/01/65 

MS FC-S PEC-339/71 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2 A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SP EC-339/81 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC-SPEC-339/82A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8-91A, 

04/01/65 

MSFC-SPEC— 33^/91 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MS FC-S PEC-339/ 92 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/98A 08-01 

Relay, Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Amendment 1, 07/29/66 

MS FC-S PEC- 339/1 01 08-01 

Cover Sheet to QQ-S-571d /Solder, Tin 
Alloy, Lead-Tin Alloy, and Lead Alloy 
05/10/1965 

MSFC-SPEC— 457 08-01 

SOLDERED 

Soldered Cordwood Electronic Module 
Fabrication, 5/17/62 

30262-GEN 11-01 

SOLDERING 

School of Reliability and Quality Assurance 
for Hand Soldering Student Handbook 
ARC-RQA-7 02-01 

Soldering, Automatic Wave, or Printed Circuit 
Assembl 1 es , 07/01/66 

KSC-S-178 10-01 

Amendment to Soldering Specification MSFC 
PR0C 150B 

MSC-ASP0-S-5C 09-03 

Soldering of Electrical Connections /High 


Reliability/, Procedure for, 02/15/63, 

Amendment 1, 09/27/63 

MSFC-PR0C-158B 08-01 

Printed Circuit Assemblies, Automatic Single 
Wave Soldering of. Procedure for, 01/10/64, 
Amendment 2, 10/25/65 

MSFC-PROC-224 08-01 

Quality Requirements for Hand Soldering of 
Electrical Connections, 08/64 

NPC 200-4 00-01 

Basic Soldering Requirements Shield 

Terminations, Safety Wiring, and Connectors, 
09/30/63 

12-2 04-01 

High Temperature Wiring and Soldering, 

09/27/63 

12-3 04-01 

Hand Soldering of High Reliability Electrical 
Connections, 10/02/63 

12-6 04-01 

Soldering Process, 12/13/61 

20014-GEN-F 11-01 

SOLDERLESS 

Specification for Solderless Wrap Process, 
Electrical Connections, 07/06/64 
KSC-W-151 A 10-01 

SOLENOID 

Cooling System Vent Valve, Solenoid Operated, 
Specification for, 08/30/61, EO-1 05/17/62 
10M01211 08-01 

Valve Assembly, Solenoid Operated, 

Specification for, 01/23/63, E0-1 03/11/63, 

EO-2 09/16/63, EO-3 11/18/63 

10M01616A 08-01 

Valve, Single-Solenoid, 2-Way, 2-Positlon 
/P/N 805764-10460/ Qualification Test 
Specification, 12/08/66 

10M05060 08-01 

Valve, Single-Solenoid, 3-Way, 2-Posltion 
/P/N 803664-10469/ Qualification Test 
Specification, 12/08/66 

10M05074 08-01 

Valve Assembly Solenoid Operated, 

Specification for, 07/12/60, EO-1, 04/18/61 

10419922 08-01 


SOLID 

Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 
5/04/64, Amendment 1-B, 9/01/64, Amendment 


2, 2/26/65 

GMO-50111-GEN-B 11-01 

Solid State Neutral Telegraph Relay 
Spec l f i cat I on 

GSFC— 571— 66— 08 05-01 

Capacitors, Fixed, Solid, Tantalum /Style 
KCS13/, 03/10/66 

KSC-C-111 A 10-01 

136 Megacycle Solid-State Preamplifier 
Performance Specification 

S-500-P-021 1 05-01 

Procurement Specification for Portable, 

Solid-State, Radiometer 

S— 525-P— 0017 05-01 

130-140 Megacycle Solid-State Multicoupler 

S-531-P-3 05-01 

Solid State Switching Network 

S— 534— P—3 05-01 

Specification for Frequency Modulated 5 Watt, 

400 Megacycle Solid State Transmitter 
S— 621— P-0001 05-01 

Specification for Solid State Current Limiter 
/Fuse/ Development 

S— 630— P—0 139 05-01 

Specification for Two-Channel All Solid-State 
Recording Oscillograph System 

S-630— P—0153 05-01 

Solid State Digital Voltmeter Specification 

S-630— P—0 160 05-01 

Solid State S-Band Transmitter 

S— 733— P-1 05-01 

Motors, Auxiliary Solid Propellant, Model 

Specification, Preparation of, Standard for, 
6/23/66 

10M01818 08-01 


Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 02/09/65, EO-1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, ED-4, 

01/05/66, E0-5, 07/06/66 
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SPACE 


50M60039B 08-01 

Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 12/10/64, E0-1, 05/17/65, 

EO-2, 10/05/65, ED-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60230 08-01 

Capacitors, Fixed, Solid Electrolyte, 

Tantalum, Style CS13 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification HIL-C-26655/, 10/18/66 

50M60362 08-01 

SOLVENT 

Solvent Tr i chi or omonofl uorome thane 

MSC-PPD-1 09-03 

Solvent, Precision Cleaning Agents, 

Specification for 10/16/1964 

MSFC-SPEC-237A 08-01 

Cleaning Solvent, Printed Circuit Assemblies, 
4/30/65 
MSFC— PROC-439 

Solvent, 1, 1, 1 - Trl chloroethane. High 
Purity, Inhibited, 7/11/66 
MSFC— SPEC— 471 

Adhesive, Silicone Rubber, Solvent Type, 

General Purpose, Specification for 
02/01/1962 
10M01598 

Primer, Silicone Rubber, Solvent Type, 

Specification for, 03/28/62, EO-1 08/03/62 
10M01620 08-01 

SONAR 

Acoustic Transponders - A Component of the 
Sonar Beacon Reference System 

S-512-P-2 05-01 

SOUND 


08-01 

08-01 

08-01 


Specification for Sound Powered Handset and 
Sound Powered Headset - Microphone 


10-03 


SOUNDER 

Environmental Test Specification and Test Plan 
for S— 27 Topside Sounder Satellite 
S— 320- AL— 0001 05-01 

Topside Sounder Data Processor 


564-78779 05-01 

SOUNDING 

General Environmental Test Specifications for 
Flight Acceptance of Sounding Rocket 
Payloads 

S— 320— SR— 1 05-01 


Standardized Payload Housing and Rack for 
Nike-Cajun and Nike-Apache Sounding 
Rockets 


S— 616-P— 0051 05-01 

Backscatter Ultraviolet /BUV/ Instrument for 
Use on the Nimbus D Spacecraft and on the 
Aerobee 150A Sounding Rocket 

S-623-P-1 05-01 

SOUNDNESS 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MSFC-SPEC-259A 08-01 

SOURCE 

Source Selector, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/02/1963 
MSFC-SPEC— 30 1 08-01 

Performance Specification for 2300 Megacycle 
Boresight Source 

S-500-P-0224 05-01 

136 Megacycle Boresight Source Performance 
Specification 

S— 500-P-0411 05-01 

400 Megacycle Boresight Source Performance 
Specification 

S-500— P-0413 05-01 

1700 Megacycle Boresight Source Performance 
Specification 

S— 500 -P—041 5 05-01 

Performance Specification on Apollo Precision 
Frequency Source 

S— 553-P— 0028 05-01 

Specification for a Radioisotope Heat Source 
Evaluation 

S-630-P— 0134 05-01 

Capacitors and Resistors, Preferred, Approved 


Source List, 06/03/66 

10M01805C 08-01 

Source Selector Panel Assembly, Specification 
for, 11/08/65 

50M60293 08-01 

Source Follower, Design Specification for 
05/05/1965 

50M60296 08-01 

Flight Equipment, Radio Frequency System, 

ML-6J 20-Megacycle Crystal Frequency 
Source, 01/12/63 

30273— GEN-B 11-01 

SPACE 

Control Room Layout and Rack Elevation for 
Houston Space Environmental Facility 
ESD-106100 09-03 

Preparation of Space Environment Simulation 
Laboratory and Space Environment Effects 
Laboratory Test Procedures 

MSC— STD— 109 09-03 

Contamination Control and Environmental 
Protection of Space Launch Vehicles and 
Associated Equipment, Procedure for 
03/29/1963 

MSFC— PROC-151 08-01 

Finishes and Coatings for Corrosion Protection 
of Space Vehicle Structures and 
Associated Equipment, Standard for 
02/07/1962 

MSFC-STD-181 08-01 

Weight Documentation Form Completion, Space 
Vehicle, Procedure for 10/10/1962 
MSFC— PR0C-208A 08-01 

Nitrogen, Space Vehicle Grade, Specification 
for 09/21/1964 

MSFC— SPEC-234 08-01 

Protective finishes for Space Vehicles, 

Structures and Associated Flight Equipment, 
Specification for, 02/28/63, Amendment 1, 
02/26/64 

MSFC-SPEC-250 08-01 

Space Vehicles and Supporting Equipment, 

Applicable Documents, Listing for, 02/23/65 
MSFC-ADL-258B 08-01 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MSFC-SPEC-259A 08-01 

Relays, Direct Current Hermetically Sealed, 
for Space Vehicles and Ground Support 
Equipment, General Specification for. 

Supplement IE, 9/16/66, QPL-339-4, 4/25/65, 

Amendment 2, 2/07/66 

MSFC— SPEC— 339 08-01 

Preservation, Packaging, Handling, and 
Shipping of Space Vehicle Supplies and 
Associated Equipment, General Standard for 
03/09/1965 

MSFC— STD-343 08-01 


Quality Program Provisions for Space System 
Contractors, 04/62 

NPC 200-2 00-01 

Inspection System Provisions for Suppliers of 
Space Materials, Parts, Components, and 
Services, 04/62 

NPC 200-3 00-01 

Reliability Program Provisions for Space 
System Contractors, 07/63 

NPC 250-1 00-01 

General Environmental Test Specification for 
Spacecraft and Components- Launch 
Environments Dictated by Delta Space 
Vehicle-3C and Thor-Augmented 
Launch Vehicles /Alleghaney Ballistics 
S-320-D-1 05-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Improved Delta 
Launch Vehicle /Delta Space Vehicle-3F, 

3G, and 3H/ 

S-320-D-2 05-01 

Performance Specification for Space 

Communications Feed System for 85-Foot 
Diameter Parabolic Antenna 

S-525-P-0013 05-01 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
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Network 

S-536— P-0004 05-01 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S-536— P-0009 05-01 

Pulse Code Modulat i on/Nat ional Aeronautics 
Space Administration Manned Space Plight 
Network 

S— 553-P-17 05-01 

Project Relay Performance Requirements- Space 
Radiation Monitor Experiments 

S-625-REL-0151 05-01 

Screening Inspection for Deep Space Network 
Electronic Parts* 1/29/65 

ZPP-2902— GEN 11-01 

Quality Assurance Provisions for Fabricated and 
Machined Items /Space Flight Use/ 

05-01 

Relays* DC* Hermetically Sealed, Established 
Reliability for Space Vehicles and Ground 
Support Equipment* Specification* 10/01/65 
40M37496 08-01 

Camera* Television* Space Vehicle* 

Specification for 02/03/1964 

50M60047 08-01 

Transmitter* Television, Space Vehicle* 
Specification for 02/03/1964 

50M60049 08-01 

Register* Video, Space Vehicle* Specification 
for 09/22/1964 

50M60051A 08-01 

Transmitter* Ninitrack* Saturn IB and Saturn 

V Space Vehicle, Specification for 
04/16/64, EO-1 05/25/64 

50M60107 08-01 

Transmitter* Minitrack, Saturn IB and Saturn 

V Space Vehicle* Checkout Procedure for 
07/14/1964 

50M60108 08-01 

Electropolishing Saturn Ducting for Space 
Launch Vehicles* Specification for 
10/21/1963 

95M01101 08-01 

Packaging and Packing of Parts /Repair Parts 
and Components for Space Vehicles/* 

Specification for 05/16/1960 

10509302 08-01 

SPACE-BORNE 

Specification for a Miniature Space-Borne 
Memory 

S— 652-P-0001 05-01 

SPACECRAFT 

Magnetic Field Testing of Low Magnetism 
Spacecraft 

ARC-SPEC-352 02-01 

Digital Computer Complex for Apollo Checkout 
Equipment, Spacecraft Stations 

ESD— 106001 09-03 

Programmed Apollo Checkout Equipment* 

Spacecraft Programmed Apollo Checkout 
Equipment, Launch Vehicle Computer Interface 
ESD— 106038 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Requirements 

ESD— 106081 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft External Interfaces 

ESD— 106082 09-03 

Programmed Apollo Checkout Equipment* 

Spacecraft Mechanical and Electrical 
Requirements for North American Aviation 
Facil ities 

ESD— 106083 09-03 

Programmed Apollo Checkout Equipment* 

Spacecraft Mechanical and Electrical 
Requirements for Merritt Island Launch Area 
Facility 

ESD— 1 06084 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Space Environmental 
Facility 

ESD-1 06085 09-03 

Programmed Apollo Checkout Equipment, 

Spacecraft Mechanical and Electrical 
Requirements for Grumman Aircraft 
Engineering Corporation Facility 

ESD-106086 09-03 


Facility Criteria* Programmed Apollo Checkout 
Checkout Equipment* Spacecraft Ground 
Station, North American Aviation Facility 
ESD— 106090 09-03 

North American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Control Room 
ESD— 106094 09-03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Control Room 
ESD-106095 09-03 

North American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Computer 
Room 1 and 2 

ESD-106096 09-03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment* Spacecraft Computer Room 
ESD— 106097 09-03 

North American Av 1 at i on 'Programmed Apollo 
Checkout Equipment* Spacecraft Terminal 
Facility Room 

ESD— 106098 09-03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Room 

ESD-106099 09-03 

Closed-Circuit Television System for North 
American Aviation Programmed Apollo 
Checkout Equipment* Spacecraft Ground 
Station 

ESD— 106106 09-03 

Intercommunication System for Programmed 

Apollo Checkout Equipment* Spacecraft Ground 
Station 

ESD-106107 09-03 

Apollo Checkout Equipment* Spacecraft 
Equipment in Blockhouse 34 

ESD— 106109 09-03 

Apollo Checkout Equipment* Spacecraft 
Equipment in Blockhouse 37 

ESD— 1 06110 09-03 

Apollo Checkout Equipment, Spacecraft 

Equipment in the Launch Control Center of 
Complex 39 

ESD-106111 09-03 

Electronic Moving Van for Transport of 
Spacecraft, 12/18/64 

GMO-5 0385— GEN 11-01 

Microbiological Assay and Certification of 
Spacecraft Hardware Sterility, 8/04/67 
GMO-50470— GEN-A 11-01 

Contamination Control of Flight Hardware 
Spacecraft Control Flight Components* 

2/03/66 

GMU— 50387— GEN 11-01 

Mariner C, Flight and Ground Equipment 
Requirements for Storage of the Mariner 
/MC-4/ Spacecraft and Associated Items, 

2/01/65, Amendment 1, 12/01/65 

MCO— 50383— GEN-B 11-01 

Apollo Spacecraft Integrated Ground Operations 
Requirements Plan 

MSC-ASPQ-GORP-4 09-03 

Apollo Spacecraft Cleanliness, Specification 
for 

MSC— SPEC-C-5A 09-03 

Apollo Spacecraft, Fluid Cleanliness 

MSC— SPEC— C-6 09-03 

Apollo Spacecraft Fluid Systems Surface 

MSC-SPEC-C— 7 09-03 

Spacecraft Fluid Analysis 

MSC— SPEC— C-14 09-03 

Mariner Venus 67 Spacecraft Material and 
Hardware for Packaging of Spacecraft 
Electronic Equipment, 7/25/66 

MVU-50575— GEN 11-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Atlas-Agena, 

Thor-Agena, or Thrust-Augmented Thor-Agena 
Launch Vehicles 

S-320-A-1 05-01 

Environmental Test Specification for the 

Anchored Interplanetary Monitoring Platform 
/AIM P/Spacecraft 

S-320— AIMP-1 05-01 

Environmental Test Specification- Alouette B 
Spacecraft System Tests 

S — 320-AL-0901 05-01 

Environmental Qualification and Acceptance Test 
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Specification- Spacecraft Testing 
S— 320— ATS— 0101 05-01 

General Environmental Test Specification for 
Spacecraft and Components— Launch 
Environments Dictated by Delta Space 
Vehicle— 3C and Thor-Augmented 
Launch Vehicles /Alleghaney Ballistics 
S-320-D-1 05-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Improved Delta 


Launch Vehicle /Delta Space Vehicle-3F, 

3G f and 3H/ 

S-320-D-2 05-01 

Environmental Test Specification- S-74 
Interplanetary Monitoring Platform 
Spacecraft System Tests 

S— 320— IMP— 0903 05-01 

Interplanetary Monitoring Platform 
Environmental Test Specification for 
Spacecraft System Tests 

S— 320— IMP— 2 05-01 

Environmental Test Specification Nimbus C 
Spacecraft System and Subsystem Tests 
S-320-NI-1 05-01 

Environmental List Specification Nimbus B 
Spacecraft System, Subsystems and 
Experiments 

S-320-NI-2 05-01 


General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Scout FW-4 and 
Scout X-258 Launch Vehicles 


S-320-S-1 

Environmental Design Qualification 

Specification for the Prototype United 
K i ngdom— 2/S— 52 Spacecraft 
S— 320— UK— 0301 

Specification for a Reliable, Low Power, Thin 
Film Spacecraft Memory 
S— 522— P—0008 

Specification for a Reliable, Light Weight, 
Ceramic Audio Filter for Spacecraft 
Applications 
S— 522— P—0009 

Preliminary Technical Specification for 

Advanced Orbiting Solar Observatory /S-67/ 
Spacecraft Antenna Studies 
S— 623— AOSO— 0001 

Delta Spacecraft Design Restraints /Douglas 
Aircraft Company Report SM-42367/ 

S— 623— D— 0052 

Vehicle System t Integrat i on- Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory Spacecraft /S-18/ 
S— 623— 0 AO— 0020 

Vehicle System Integration - Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory /S-18/ Spacecraft 
S— 623— 0 AO— 0100 

Design Specifications for the Orbiting Solar 
Observatory-D Spacecraft Tone Digital 
Command Decoder No. 0S0-D-TDDS 
S— 623— OSO— 0001 

Specifications for the Orbiting Solar 
Observatory-C /S-57/ Spacecraft Tone 
Digital Command Decoder 
S— 623— 0S0— 0002 

Specifications for Digital Class I Spacecraft 
Recorder Utilizing the M Modular Concept 
as Sponsored by Goddard Space Flight Center 
S— 623— OSO— 0003 

Design Specifications for the Orbiting Solar 
Observatory-D Flight Spacecraft Digital 
Recorder/Reproducer 


05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 

05-01 


S— 623-DSO-0004 05-01 

Design Specifications for the Orbiting Solar 
Observatory-E Flight Spacecraft Digital 
Recorder /Reproducer 

S— 623— OSO— 0005 05-01 

Backscatter Ultraviolet /BUV/ Instrument for 
Use on the Nimbus D Spacecraft and on the 
Aerobee 150A Sounding Rocket 

S-623-P-1 05-01 

Relay I Spacecraft Project Relay Performance 
Requi rements 

S— 625— REL— 0100 05-01 

Relay Spacecraft Environmental Qualification 
Testing 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


S— 625-REL-0101 05-01 

Project Relay Test Specification- Relay 

Spacecraft Environmental Acceptance Testing 
S— 625-REL— 0102 05-01 

Project Relay Performance Requirements- Relay 
Spacecraft Expected Environment 

S— 625-REL— 0103 05-01 

Project Relay Performance Requirements- Relay 
Spacecraft Reliability Control 
S— 625— REL— 0104 

Spacecraft Tracking, Telemetry, and Command 
Subsystem 
S— 625-REL— 0140 

Project Relay Performance Requ i rements- 
Spacecraft Command Receiver 
S-625— REL-0142 

Project Relay Performance Requi rement s- 
Spacecraft Command Decoder 
S— 625-REL-0143 

Project Relay Performance Requi rement s- 
Spacecraft Telemetry Encoder 
S-625-REL-0144 

Project Relay Performance Requi rements- 
Spacecraft Telemetry Transmitter 
S— 625— REL— 0145 

Project Relay Performance Requ i rement s- 
Relay Spacecraft Telemetry Measurements 
List 

S— 625-REL -01 46 

Project Relay Performance Requi rement s- 
Spaoecraft Radiation Effects Experiments 
S-625— REL -01 52 

Project Relay Performance Requirements- 
Spacecraft Sun Aspect Indicator 
S— 625-REL-0153 

Project Relay Performance Requ i rements- 
Spacecraft Simulator 
S— 625— REL— 0169 

Specification for a Reel to Reel Spacecraft 
Recorder 
S-630-P— 0 156 

Feasibility Prototype Spacecraft Tape Recorder 
Utilizing Peripheral Drive Belt Technique 
S-632-P-0100 05-01 

Nimbus Integration and Test /Nimit/ 

Check-of— Cal ibrat ion for Nimbus A 
Spacecraft 

S— 650-NI-0001 05-01 

Weight Center-of-Gravi ty , Inertia and Balance 
Tests for the Nimbus A Prototype Spacecraft 
S-650-NI-0003 05-01 

Step One Check of Calibration for Nimbus A 
Prototype Spacecraft /Preliminary/ 

S-650—N 1-0018 

Electrical Systems Test for Nimbus A 
Prototype Spacecraft 
S— 650-NI-0019 

Nimbus Integration and Test /Nimit/ 

Sequence Specification for Nimbus A 
Prototype Spacecraft 
S— 650-NI-0020 

Step Two Check of Calibration for Nimbus A 
Prototype Spacecraft 
S— 650-NI-0021 

Radio Frequency Susceptibility/Electrical 
Systems Test for Nimbus A Prototype 
Spacecraft 
S— 650-NI-0022 

Paddle Deployment Test for Nimbus A Prototype 
Spacecraft 
S— 650 -N I -0023 

Vibration Test Specification for Nimbus A 
Prototype Spacecraft 
S— 650— NI-0024 

Command and Clock Subsystem for Nimbus B 
Spacecraft 
S— 653— P-3 

Specification for the Integration and Test of 
Nimbus B Spacecraft 
S— 653-P-10 

Electrical Interface Document for 

Interplanetary Monitoring Platform F and 
Spacecraft, Experiments and Instruments 
S— 672-IMP— 0196 

Cobalt 60 Spacecraft Irradiator 
S— 716— P—2 

Command Clock Subsystem for Nimbus D 
Spacecraft 

S-731-P-28 05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 

05-01 
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Versatile Information Processor /VIP/ 

Subsystem for the Nimbus D Spacecraft 
S-731-P-46 05-01 

Voyager Spacecraft Electronic Equipment 
Packaging* 5/18/65 

VhO— 50405-GEN 11-01 

Electrical Cabling Voyager Spacecraft, 6/25/65 
VMO— 50406— GEN 11-01 

Spacecraft Electronic Components Transistors 
/HI-REL/, 2/04/64 

ZPH— 2051— GEN-B 11-01 

Spacecraft Electronic Components Capacitors, 

Fixed /HI-REL/, 2/26/65 

ZPH— 2244— GEN 11-01 

Spacecraft Electronic Components, 

Semiconductors, Diodes /High Reliability/, 

1/31/66 

ZPH— 2246— GEN-B H“°l 

Spacecraft Electronic Components Relays 
/HI-REL/, 8/31/65 

ZPH— 2247— GEN- A 11-01 

Spacecraft Electronic Components, 

Transistors /High Reliability/, 2/25/65 
ZPH— 2251— GEN- A 11-01 

Spacecraft Electronic Components Four-Layer 
Semiconductor Devices /HI-REL/, 1/25/66 
ZPH— 2252— GEN 11-01 

Spacecraft Electronic Components Switches 
/HI-REL/, 11/30/65 

ZPH— 2253— GEN 11-01 

Jet Propulsion Laboratory Reliability Control 
Program for Spacecraft Electronic and 
Electromechanical Component Parts, 9/24/64 
ZP P-20 00-GEN- A 11-01 

Jet Propulsion Laboratory Contractor 

Reliability Control Program for Spacecraft 
Electronic and Electromechanical Component 
Parts, 7/29/64 

ZPP— 2001— GEN 11-01 

Requirements for Controls in Manufacturing of 
Spacecraft Electronic for Electromechanical 
Component Parts, 11/15/65 

ZPP— 2002— GEN— B 11-01 

Spacecraft Flight and Ground Support 

Equipment, Requirements for Electronic 
Components, 2/05/64 

ZPP— 2070— GEN— C 11-01 

Spacecraft Electronic Components Transformers 
and Inductors Audio, Power, and High Power 
Pulse, 8/19/65 

ZPP— 2737— GEN 11-01 

Spacecraft Electronic Components Transformers 
and Inductors Radio Frequency, Intermediate 
Frequency, and Low Power Pulse, 8/10/65 
ZPP— 2738— GEN 11-01 

Spacecraft Electronic Components Capacitors, 

Fixed, 9/19/66 

ZPP— 2744— GEN- A 11-01 

Spacecraft Electronic Components, 

Semiconductor Diodes, 1/11/66 

ZPP— 2746— GEN— B 11-01 

Spacecraft Electronic Components Relays, 

8/31/65 

ZPP— 2747— GEN- A 11-01 

Spacecraft Electronic Components Fixed 
Resistors, 12/01/65 

ZP P-274 8— GEN-B 11-01 

Spacecraft Electronic Components Transistors, 
2/23/65 

ZPP— 2751— GEN 11-01 

Spacecraft Electronic Components Semiconductor 
Devices Four Layer, 1/11/66 

ZPP— 2752— GEN- A 11-01 

Spacecraft Electronic Components Switches, 

2/15/66 

ZPP— 2753— GEN 11-01 

Qualification Testing of Spacecraft Electronic 
and Electromechanical Parts, 7/18/66 
ZPQ— 2401— GEN— A 11-01 

Materials, Processes, and Hardware for 
Fabrication of Spacecraft Electronic 
Equipment, 6/07/62, Amendment 1, 8/20/63 

30261-GEN 11-01 

Spacecraft Flight Equipment, Pressure System, 
Safety Requirements for, 6/15/62 

30265-GEN 11-01 

Spacecraft Operational Support Equipment, 

Electronic System, Minimum Requirements for 
the Atlantic Missile Range Launch Complex, 


06/03/63 

30768-GEN 11-01 

Spacecraft Flight Equipment, Identification of 
Electronic Assembly Chassis, 09/18/61 
30879-GEN 11-01 

SPARE 

Spare Parts Requirements for Electro- 
Mechanical Systems, 5/13/64 

GMO-50300— GEN 11-01 

Spare and Replaceable Parts Provisioning 
Document for National Aeronautics Space 
Administration Communications Division 
GSFC- 571— 65-01 05-01 

Satellite Tracking and Data Acquisition 
Network Spare Parts Program 

S-535-P-1 05-01 

SPECIAL 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse— F lange Mounting, S4LH— 6— 24A, 

08/31/64 Oft— 0 1 

MSFC-SPEC-339/24A 08-01 

Relay, Special Purpose, /Magnetic Latch/, 28 

Volts, Direct Current, 4 Pole Double 

Throw, 3A, Solder Hook, Four Hole 

Reverse— F lange Mounting, S4LH— 6— 25A, 

04/01/65 

MSFC-SPEC-339/25A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse— F 1 ange Mounting, S4LH— 6— 26A, 

04/01/65 

MSFC-SPEC-339/26A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC-339/27 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3 A , Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC-339/28A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2 A , Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/41B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/42A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC-339/43B 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC-SPEC-339/61A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2 A , Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 


MSFC-SPEC-339/62A 


08-01 


Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC-SPEC-339/63B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC-SPEC-339/64B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10 A, Solder Hook, 2 One-Hole 
Reverse— Ears Mounting, S2LH— 6— 68A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/68A 


08-01 
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Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC-339/69A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/81A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 

MSFC-SPEC-339/82A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC-SPEC— 339/83A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse-Flange Mounting, S2LH-8-91A, 

04/01/65 

MSFC-SPEC-339/91A 08-0 1 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC-SPEC— 339/92 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug— In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC-SPEC-339/93A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-94A, 08/31/64 

MS FC-SP EC-339/94 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/98A 08-01 

Relay, Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Amendment 1, 07/29/66 

MSFC-SPEC-339/101 08-01 

Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1, 

10/04/66, QPL-389-2, 01/28/66 

MSFC-SPEC— 389 08-01 

Ground Handling and Special Test Equipment for 
the International Satellite United 
K 1 ngdom— 2/S— 52 


S— 630 -UK— 0075 

Test Specification and Dperator*s Manual 
Special Test Equipment UK-2/S-52 
International Satellite 
S— 630— UK-0105 

Container, Special Handling and Protective, 
for Saturn IB and Saturn V Instrument 
Unit, Specification for 02/24/1964 
10M01774 
SPECTROMETER 

Ion Mass Spectrometer 
S-652-P-3 

Nimbus Infrared Interferometer Spectrometer 
/IRIS/ Test and Formatting System 
S-653-P-1 

Nimbus Infrared Interferometer Spectrometer 
/IRIS/ Instrument 
S— 653— P—5 
SPECTROPHOTOMETER 

Specification for Spectrophotometer 
S— 630— P—0161 
SPECTRUM 

Specifications for Spectrum Analyzer /Tuning 
Unit/ III 
S— 530— P—0013 

Specification for Spectrum Analyzer /Tuning 


05-01 

05-01 

08-01 

05-01 

05-01 

05-01 

05-01 

05-01 


05-01 


05-01 


10-03 


08-01 


09-03 


09-03 


0k/04/60, EO-1 12/12/62, 


08-01 


ED-1 


Unit/ II 
S— 530-P— 0014 

Specification for Spectrum Analyzers /Tuning 
Unit/ I 
S-530-P-0015 

Minimum Salient Characteristics for Spectrum 
Analyzer Plug-in Unit, 03/05/64 
/PR 58942-1/ 

Spectrum Analyzer, Inflight, Models 3 and 10, 
Specification for 03/16/1964 
50M60004 

SPEED 

High Speed Digital Computer /Interim/ 

ESD-1 06025 

High Speed Digital Computer /Data 
Processing/ 

ESD-106087 

Goddard Space Flight Center Specification for 
High Speed Shutter 
S— 536-P-0 001 05-01 

Fifty— Channel High Speed Analog-to-Digi tal 
Conversion System /K-EF3-64-6/ 

10-03 

SPHERE 

Spheres, Fiberglass, High Pressure, 

Specification for, 

EO-2 11/21/63 
10419907 

SPOT 

Etching of Aluminum before Spotwelding, 

Standard for 09/23/1958 
ABMA-STD-3 

Welding, Spot, Resistance, Nons t ructural , 
Specification for, 04/06/62, 

10M01617 
SQUARE 

Pressure Switch, 750 Pounds Per Square Inch, 
Reliability Test Requirements, 04/01/1961 
10M01027 

Regulator Assembly, 750 Pounds Per Square 
Inch Gravity, Reliability Test 
Requirements, 03/31/1961 
10M01042 

Pressure Switch, 1475 Pounds Per Square Inch 
Gravity, DK, Reliability Test 
Requirements, 04/06/1961 
10M01049 

Valve Assembly, Pressure Relief, 750 Pounds 
Per Square Inch Gravity, Specification for, 
08/16/60, EO-1, 12/18/61 

10419946 

Coupling, Specification for 02/21/1961 
10419970 
STABILITY 

Resistors, Fixed, Film /High Stability/ 

/Styles KRN55/60/65/70C/, 08/24/64 

KSC-R-102 

Resistor, Fixed, Film /High Stability/, 

Style RN55 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-10509/, 4/07/66 

50 M60359 
STABILIZATION 

Determination of Voltage Controlled Oscillator 
Frequency Stabilization Network, Procedure 
for, 04/09/65 
MSFC-PROC-359 

Star Tracker /Back-Up Model/ for Use in 
Stabilization and Control Subsystem, 

Orbiting Astronomical Observatory 
S— 623— OAD-0016 

Stabilization and Control Subsystem Design 
Specification for Orbiting Astronomical 
Observatory 
S-623-0 A0-0345-3 

Design Specification for the Apollo 

Stabilization and Control System Bench 
Maintenance Equipment, 04/09/64 
/PO [ M3J7XA-406004/ 

Electrical Load Data-Apollo Command Module 
Stabilization and Control System, 01/31/64 
/64 752C/24/A/ 10-03 

STABILIZED 

Tubing, Steel, Corrosion and Heat-Resistant 
/I 8-8 Stabilized/, Type 321 and 347, 
Specification for 04/23/1963 
MSFC-SPEC— 248 

STABLE 

Deep Space Instrumentation Facility, Ground 


08-01 


10/11/63 

08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


10-01 


08-01 


08-01 


05-01 


05-01 


10-03 


08-01 
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SUBJECT INDEX 


Equipment, Transmitter, 29. 668-Megacycl e 
Very Stable Voltage Controlled Oscillator, 

Go ldstone Duplicate Standard, 2/20/62 
9915-GEN 11-01 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29.666-Megacycle 
Very Stable Voltage Controlled Oscillator, 

MTS, 3/06/62 

9917-GEN 11-01 

STAGE 

General Environmental Test Specification for 
Spacecraft and Components- Launch 
Environments Dictated by Delta Space 
Vehicle-3C and Thor-Augmented 
Launch Vehicles /Alleghaney Ballistics 
S-320-D-1 05-01 

Ullage Motor, S-II Stage, Test Specification 
for, 6/23/66, E0-1, 7/22/66 

10M01817 08-01 

Servoactuator, Mechanical Feed-back, Thrust 
Vector Control, Saturn S-IC Stage, 

Specification for 05/15/1965 

50M35008C 08-01 

Precipitation Hardening /Aging/ and Forming 
Tank Skin Segments for S-IC Stage of 
Saturn V Vehicle, Specification for 
08/13/1963 

95M01301 08-01 

Hydraulic Bulge-Forming of 54-Inch Center 
Pieces for S-IC Stage of Saturn V Vehicle, 
Specification for 08/13/1963 

95M01400 08-01 

Machining of Tank Skin Segments for S-IC 
Stage of Saturn V Vehicle, Specification 
for 08/13/1963 

95M01500 08-01 

STAINLESS 

Welding of Stainless Steel and Invar Pipe, 

Tubing, and Associated Fittings, 08/01/66 
KSC-W— 179 10-01 


Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, EO-1 
04/18/61, EQ-2 06/05/62 

10509306 08-01 

Welding, Carbon, Low Alloy and Stainless 

Steel, /Manual or Automatic/, Specification 
for 06/02/1960 

10509308 08-01 

STAMPING 

Ames Research Center Quality Status Stamping 
Procedure 

ARC-RQA-9 02-01 

Rubber stamping of Electrical Equipment and 
Components, 10/24/66 

MSFC-STD-383A 08-01 

STAND-OFF 

Terminals Bifurcated and Turret, Swage Type 
and Standoff, Insulated Screwtype, 

Terminals, Solder Pot, Swage Type 
07/01/64, Amendment 2, 10/05/64 

MSFC-SPEC— 278A 08-01 

STANDARDIZED 

Standardized Payload Housing and Rack for 
Nike-Cajun and Nike-Apache Sounding 
Rockets 

S-616— P-0051 05-01 

STANDING 

Measuring Assembly, Voltage Standing Wave 
Ratio Model 220, Specification for, 

01/28/66 

50M60259A 08-01 

Measuring Assembly, Voltage Standing Wave 

Ratio, Model 225, Specification for, 4/18/66 
50M60355 08-01 

STAR 

Star Tracker /Back-Up Model/ for Use in 
Stabilization and Control Subsystem, 

Orbiting Astronomical Observatory 

S— 623-0 A0— 0016 05-01 

STATE 

Solid State Neutral Telegraph Relay 
Specification 

GSFC— 571-66-08 05-01 

136 Megacycle Solid-State Preamplifier 
Performance Specification 

S— 500— P-0211 05-01 

Procurement Specification for Portable, 


Solid-State, Radiometer 

S— 525— P—0017 05-01 

130-140 Megacycle Solid-State Multicoupler 

S— 531-P-3 05-01 

Solid State Switching Network 

S-534-P-3 05-01 

Specification for Frequency Modulated 5 Watt, 

400 Megacycle Solid State Transmitter 
S— 621— P—0001 05-01 

Specification for Solid State Current Limiter 
/Fuse/ Development 

S-630-P-0139 05-01 

Specification for Two-Channel All Solid-State 
Recording Oscillograph System 

S-630-P-0 153 05-01 

Solid State Digital Voltmeter Specification 

S-630— P-0160 05-01 

Solid State S-Band Transmitter 

S-733-P-1 05-01 


Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 02/09/65, EO-1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, ED-4, 

01/05/66, EO-5, 07/06/66 

50M60039B 08-01 

Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 12/10/64, EO-1, 05/17/65, 


EO-2, 10/05/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60230 08-01 

STATIC 

Welding, HT-80 Armor Plate Steel, Static 

Test Holddown Arm, Procedure for 02/26/1963 
10M01687 08-01 

Frequency Changer, Static, 15-Kilowatt, 
120/208-Volt, 3-Phase, 400-Cycles Per 
Second, Specification for, 07/01/64 
40M00201B 08-01 

Inverter, Static 450, Volt-Ampere, Model 0 and 
1, Specification for 11/08/1963 

50M60027 08-01 

STATION 

Clean Rooms and Work Stations 

HSC— SPEC-C-4 09-03 

Switchgear and Diesel Generator Sets for Kokee 
Park Station, Hawaii 

S-532-P-6 05-01 


Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 


S-532-P— 15 05-01 

Generator Building National Aeronautics Space 
Administration Satellite Tracking Station 
Quito, Ecuador 

S-532-P-26 05-01 

Grounding System Requirements for Satellite 
Tracking and Data Acquisition Network 
Stations 

S-533-P-11 05-01 

Support for the Transportable Automatic Picture 
Transmission Ground Station 

S-653-P-15 05-01 

Digital Receiving Station 50M69703-1, 

Specification for, 1/04/66 

50M60315 08-01 

PCM Telemetry Receiving Station 50M69803-1 
Specification for, 12/17/65 

50M60316 08-01 

Digital Receiving Station 50M69753-1, 

Specification for, 1/04/66 

50M60317 08-01 

STATISTICS 

Computation and Submittal of Component Test 
Statistics, 2/03/65 

ZPP— 2040— GEN— D 11-01 

STATUS 

Ames Research Center Quality Status Stamping 
Procedure 

ARC-RQA-9 02-01 

Status Control and Monitor System 

ESD-106049 09-03 

Antenna Control Status Specification 

S-500— P—001 1 05-01 


STEEL 

Tubing, Steel 
and 304L/, 
12/23/1964 


, Corrosion-Resistant /Type 304 
Seamless, Specification for 
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STRENGTH 


HSFC-SPEC-131C 08-01 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shapes, and Forgings /Premium 
Quality/, Specification for, 05/15/63, 

Anendnent 4, 08/19/66, QPL-145-1, 02/16/66 

MSFC-SPEC-145A 08-01 

Tubing, Steel, Corrosion and Heat-Resistant 
/18-8 Stabilized/, Type 321 and 347, 
Specification for 04/23/1963 

MS FC— SPEC-248 08-01 

Steel, Structural, Lou Alloy, High Yield 
Strength, Specification for, 03/25/64 
Anendnent 1, 05/26/65 

MSFC— SPEC-282 08-01 

Steel, Expanded Sheet, Corrosion-Resisting, 
Specification for 05/17/1962 

10N01647 08-01 

Cower Sheet for QQ-S-766 /Steel Plates, 

Sheets, and Strips, Corrosion Resisting/ 
07/17/1962 

10M01674 08-01 

Welding, HY-80 Arnor Plate Steel, Static 

Test Holddown Am, Procedure for 02/26/1963 
10M01687 08-01 

Tubing, Steel, Corrosion-Resistant, Type 316, 
Seanless, Specification for 06/28/63, 

EO-1, 03/29/64 

10M01734 08-01 

Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, EO-1 
04/18/61, EO-2 06/05/62 

10509306 08-01 

Welding, Carbon, Lou Alloy and Stainless 

Steel, /Manual or Automatic/, Specification 
for 06/02/1960 

10509308 08—01 

STEERABLE 

Steerable Mirror and Lens System for the Image 
Orthicon Camera System 

S-731— P-26 05-01 

STEP 

Step One Check of Calibration for Nimbus A 
Prototype Spacecraft /Preliminary/ 

S— 650— N I -001 8 05-01 

Step Two Check of Calibration for Nimbus A 
Prototype Spacecraft 

S— 650— N I— 0021 05-01 

Pressure Switch, LDX Differential Step, 

Reliability Test Requirements 03/17/1961 
10M01043 08-01 

Suitch, Assembly, Fuel Step Pressure, 

Reliability Test Requirements 06/15/1961 
10M01046 08—01 

Switch Assembly, L0X Step Pressure, 

Specification for, 08/02/61, EO-1, 11/01/61 
10419949 ' 08 _ 01 

Switch Assembly, Fuel Step Pressure, 

Specification for, 06/07/61, EO-1, 11/01/61, 
EO-2, 01/25/62 

10419955 08-01 

STERILITY 

Microbiological Assay and Certification of 
Spacecraft Hardware Sterility, 8/04/67 
GMO-50470-GEN-A 11-01 

STERILIZATION 

Certification Requirements for the Experimental 
Assembly and Sterilization Laboratory, 

10/25/65 

XOY— 50543-GEN 11-01 

Heat Sterilization Test Program for 
Electronic Component Parts, 11/04/66 
ZPP— 2100-GEN-A 11-01 

Sterilization Test Program Fixed Resistors 
/Procedure No. 674/2-A/, 10/14/65 

ZPP— 2102-GEN 11-01 

Sterilization Test Program Variable Trimming 
Resistors /Procedure No. 674/3-A/, 10/22/65 

ZPP— 2 1 03-GEN 11-01 

Sterilization Test Program Varactor Phase II, 
11/04/66 

ZPP-21 06-GEN— A 11-01 

Sterilization Test Program Fuses /Phase II/, 
2/11/65 

ZPP-21 07-GEN-A 11-01 

Sterilization Test Program Capacitor Retest 
Phase, 2/26/65 

ZPP— 2108-GEN 11-01 


Sterilization Test Program Variable Trimming 
Resistors /Phase II/, 1/19/67 

ZPP-2109-GEN-A 11-01 

Sterilization Test Program, 12/16/64 

ZPP— 2110-GEN 11-01 

Sterilization Test Program Fixed Resistors 
/Phase II/, 1/19/67 

ZPP-21 12-GEN-A 11-01 

Sterilization Test Program Crystals, 7/20/65 

ZPP— 2116-GEN 11-01 

Sterilization Test Program Packaging of 
Sterilized Component Parts, 9/02/65 
ZPP-21 17-GEN 11-01 

Sterilization Test Program Investigation, 

Ethylene Oxide Effects On Component Parts 
/Phase III/, 12/01/66 

ZPP-21 18-GEN-A 11-01 

Sterilization Test Program, Relay Phase, 

2/11/65 

ZPP-21 19-GEN-A H-01 

Sterilization Test Program Linear Microcircuit 
/Phase I/, 3/31/65 

ZPP— 2122— GEN 11-01 

Microcircuit Sterilization Evaluation and 
Application Study, 7/12/66 

ZPP— 2123-GEN H-01 

Sterilization Test Program, Transformers and 
Inductors, 12/02/65 

ZPP-21 24-GEN- A 11-01 

Sterilization Test Program Screening Test 
Development Task I Component Part Design 
Appraisal, 10/28/66 

ZPP— 2125-GEN 11-01 

Heat sterilization - Temperature Gradient 
Test Program for Electronic Component 
Parts, 7/26/65 

ZPP-2126-GEN 11-01 

Temperature-Time Heat Sterilization Test 
Program for Capacitors, 12/05/66 
ZPP— 2127— GEN— A 11-01 

STERILIZED 

Sterilization Test Program Packaging of 
Sterilized Component Parts, 9/02/65 
ZPP-2117-GEN 11-01 

STORAGE 

Detail Specification Packaging, Marking for 
Shipment and Storage of Motors and Motor 
Drive Sets, 07/01/66 

KSC— P-127/1 10-01 

Racks, Consoles, Panels, and Distributors, 
Packaging, Marking and Storage of, 12/01/65 
KSC-P— 127/2 10-01 

Mariner C, Flight and Ground Equipment 
Requirements for Storage of the Mariner 
/HC-4/ Spacecraft and Associated Items, 

2/01/65, Amendment 1, 12/01/65 

MC 0-5038 3— GEN-B 11-01 

Improvement Effort for Storage Vidicons 

S-731— P-6 A 05-01 

High Data Rate Storage System for the Nimbus 
Satellite 

S-731— P-34 05-01 

High Data Rate Storage System - D for the 
Nimbus D Satellite 

S-731— P—40 05-01 

Magnetic Storage Drum System Specification, 

01/23/64 /KN-EF2/ 10-03 

Minimum Salient Characteristics for Plastic 
Magnetic Tape Storage Container, 03/19/65 
/PR 91237-1/ 10-03 

Packaging, Contamination Control, and Storage 
Procedures, 07/15/65 

20-2 04-01 

STORED 

Specification for the Nimbus C Data System- 
Addendum C, On-Pass Computer Processing 
of A-Stored Data 

S— 650— NI— 0025 05-01 

STOWAGE 

Stowage of Electrical Wiring and Connectors, 
09/20/63 

12-5 04-01 

STRAIN 

Installation of Strain Gauges, Procedure for 
04/02/1963 

10M01691 08-01 

STRENGTH 

Steel, Structural, Low Alloy, High Yield 
Strength, Specification for, 03/25/64 
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STRIP 


SUBJECT INDEX 


Amendment 1, 05/26/65 

MSFC— SPEC— 282 08-01 

Strength Analysis Requirements for Propulsion 
System Components and Assemblies* 9/21/66 
MSFC-STD-460 08-01 

Castings, High Strength, Aluminum Alloy M-45, 
6/28/66 

MSFC— SPEC— 470 08-01 

STRIP 

Specification for Strip Chart Recorder, Tuo 
Channel 

S-530-P-0016 05-01 

Cover Sheet for QQ-S-766 /Steel Plates, 

Sheets, and Strips, Corrosion Resisting/ 
07/17/1962 

10M01674 08-01 

Gold Alloy /Gold 75-Silver 22-Nickel 3/, 

Wire Strip, Sheet, and Rod, Specification 
for, 10/29/63, EQ-1 01/08/64 

10M01753 08-01 

Gold, Coin /Gold 90-Copper 10/, Wire, Strip, 

Sheet, and Rod, Specification for, 10/21/63, 

EO-1 01/08/64 

10M01754 08-01 

Palladium Alloy /Palladium 35-Silver 30- 
Copper 14-Gold 10-Platinum 10-Zinc 1/, 

Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, EO-1 01/08/64 

10M01755 08-01 

Platinum-Ruthenium Alloy /Platinum 90- 

Ruthenium 10/, Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/18/1963 
10M01756 08-01 

Gold, Silver, Platinum Alloy /Gold 69-Silver 
25— PI at i num 6/, Strip, Sheet, Tubing, and 
Rod, Specification for 12/18/1963 
10M01757 08-01 

Gold, Silver, Zinc, Platinum, Copper Alloy 
/Gold 71. 5-SIlver 4.5-Zinc 1-Platinum 8.5- 
Copper 14.5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 
10M01758 08-01 

Gold, Platinum Alloy /Gold 98-Platlnum 2/ 

Strip, Sheet, Tubing, and Rod, 

Specification for 12/31/1963 

10M01759 08-01 

Platinum, Iridium Alloy /Platinum 85-Iridium 
15/, Wire, Strip, Sheet, Tubing, and Rod, 
Specification for 12/18/1963 

10M01760 08-01 

Silver, Coin /Silver 90-Copper 10/, Sheet, 

Strip, Rod, and Tubing, Specification for 
12/18/1963 

10MQ1761 08-01 

Gold, 10 Carat, /Gold 41. 7-Copper 36.2-Silver 
12.8-Zinc 9.3/, Sheet, Strip, Rod, and 
Tubing, Specification for 12/18/1963 
10M01764 08-01 

STRIPPING 

Periodic Certification of Hand Crimping and 
Wire Stripping Tools, 09/25/63 

02-1 04-01 

STROBE 

High Voltage Strobe Light Cable, 

Specification for 08/26/1963 

50M6001 5 08-01 

STRUCTURAL 

Steel, Structural, Low Alloy, High Yield 
Strength, Specification for, 03/25/64 
Amendment 1, 05/26/65 

MSFC-SPEC-282 08-01 

Structural, Thermal Control, and Attitude 
Orientation Subsystems 

S— 62 5 -RE L— 01 10 05-01 

Structural Subsystem Descriptive Specification 
for United K i ngdom-2/S-52 International 
Satellite 

S- 630 -UK -0087 05-01 

Non-Struc t ural Thermocouples, Installation, 

Wiring, and Checkout, 10/03/63 

12-7 04-01 

STRUCTURE 

Finishes and Coatings for Corrosion Protection 
of Space Vehicle Structures and 
Associated Equipment, Standard for 
02/07/1962 

MSFC-STD-181 08-01 

Protective finishes for Space Vehicles, 

Structures and Associated Flight Equipment, 


Specification for, 02/28/63, Amendment 1, 
02/36/64 

MSFC- SPEC— 250 08-01 

Environmental Test Specification for S-6 
Atmospheric Structure Satellite 

S-320— AT-0001 05-01 

Interstage Structure and Separation Mechanism 

S— 623— 0 AD— 00 15 05-01 

Structures Subsystems Design Specification for 
Orbiting Astronomical Observatory 
S-623— 0A0— 0345— 2 05-01 

Interstage Structure and Separation Mechanism 
Design Specification for Orbiting 
Astronomical Observatory 

S-6 23-0 A 0-0 345— 15 05-01 

Project Relay Performance Requ i rement s- 
Structure Subsystem 

S-625— REL-0111 05-01 

Nimbus D Attitude Controls Structure and 
Thermal Control Subsystem 

S-731-P-53 05-01 

STUD 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3 A , Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC— 339/28A 08-01 

STUDENT 

School of Reliability and Quality Assurance 
for Hand Soldering Student Handbook 
ARC-RQA-7 02-01 

STUDY 

Environmental Design Qualification Test- 
Components and Experiments, Study of 
Enhanced Radiation Belt S-3B and S-3C 
S -320 -E P-01 01 05-01 

Environmental Acceptance Test- Components and 
Experiments, Study of Enhanced Radiation 
Belt S-3B and S-3C 

S-320 -EP- 0201 05-01 

Environmental Test Specification for Flight 
Acceptance Tests of Study of Enhanced 
Radiation Belt S-3A and S-3C 

S-320-EP-0402 05-01 

Procurement Specification for International 
Satellite for Ionospheric Studies A Solar 
Cell Panels 

S-615-P-1 05-01 

Procurement Specification for N Ickel— Cadmium 
Cells International Satellite for 
Ionospheric Studies A 

S— 615— P-2 05-01 

Procurement Specification for Clock Oscillator 
International Satellite for Ionospheric 
St ud i es-A 

S-615-P-8 05-01 

Preliminary Technical Specification for 

Advanced Orbiting Solar Observatory /S-67/ 
Spacecraft Antenna Studies 

S- 62 3- AOS 0-0001 05-01 

Specification for Thermoelectric Bonding Study 

S— 630-P— 0131 05-01 

Weather Chart Study 

S-653-P-4 05-01 

Omega Position Location Equipment /OPLE/ 

Satellite Transponder Study 

S-731— P— 21 05-01 

Microcircuit Sterilization Evaluation and 
Application Study, 7/12/66 

ZPP-2123-GEN 11-01 

Technical Exhibit for a Study of Certain 
Propagation Anomalies in Flight Radio 
Frequency Signals 

Study Unit, Television, Standard for 
05/28/1964 
50M60126 
SUBCARRIER 

Subcarrier Discriminator 

ESD-106017 09-03 

Subcarrier Indicator and Calibration System 

ESD— 1 06023 09-03 

Frequency Modulation Subcarrier Discriminator 

ESD— 106032 09-03 

Performance Specification for Data Sub-Carrier 
Osc l 1 lators 

S-500-P-0009 05-01 

Specifications for Tunable Telemetry 

Subcarrier Discriminator /PR 13577-1/ 

10-03 


10-03 


08-01 
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SUPPLY 


Specifications for Voltage Controlled 
Subcarrier Oscillator, High Frequency 
/PR 14207-1/ 10-03 

Oscillator, Subcarrier, Narrowband, 

Specification for, 12/14/64, EO-1 , 10/27/65, 

EO-2, 12/30/65, EO-3, 07/06/66 

50M60032B 08-01 

Oscillator, Wideband, Subcarrier, Specification 
for, 04/20/65, EQ-3, 07/14/65, EO-4, 

07/14/65, EQ-5, 07/15/65, EO-6, 12/30/65 

50M60037B 08-01 

Oscillator, Subcarrier, Dual Input, 

Specification for, 11/30/66 

50M60222 08-01 

SUBCOMMUTATOR 

Pulse Code Modulation Subcommutator, 

Portable Data Gathering System 

ESD— 106115 09-03 

SUBLIMING 

Subliming Coating Compounds, Preparation and 
Application of. Specification for 06/12/1964 
MSFC-S PEC-203 A 08-01 

SUBMITTAL 

Data Subaittal Document at i on, Contractor, 
Preparation of 12/18/1963 

MSFC-STD-263A 08-01 

Coaputation and Subaittal of Conponent Test 
Statistics, 2/03/65 

ZPP— 2040-GEN-D 11-01 

Preparation and Subaittal of Final Test Report 
on Coaponent Part Test Programs, 1/08/64 
ZPP— 2098-GEN 11-01 

Interface Control Documents to Engineering 
Documentation Cross Reference Index, 

Preparation and Subaittal of. Data for. 

Standard for 05/24/1965 

10M0171 1 08-01 

SUBMULTIPLEXER 

Sub-Multiplexer Assembly, Remote, Digital, 
Acceptance Test Procedure for 11/14/1963 
50M6001 1 08-01 

Submultiplexer, Assembly, Remote Digital, 
Specification for, 08/18/64, EO-1, 

10/13/64, EO-2, 11/04/64, EO-3, 12/16/64, 

EO-4, 01/29/65, ED-5, 07/20/65, EO-6, 

07/20/65, EO-7, 07/20/65, EO-8, 07/20/65, 

50M60018A 08-01 

Subaul t i pi exer Assembly, Analog, Remote, Low- 
Level, Model 102, Specification for, 

10/28/64, E0-1, 12/16/64, EO-2, 07/27/65, 

EO-3, 07/27/65, ED-4, 01/04/66, EO-5, 

01/17/66, EO-6, 07/05/66 

50M60202 08-01 

Subaul t i p 1 exer Assembly, Analog, Remote, High- 
Level, Model 101, Specification for, 

10/30/64, EO-1, 12/16/64, EO-2, 07/14/65, 

EO-3, 07/14/65, EO-4, 01/04/66, EO-5, 

01/04/66, EO-6, 07/05/66 

50M60203 08-01 

Submultiplexer, High Level, Specification for, 
6/16/66 

50M60312 08-01 

SUN 


Project Relay Performance Requi rements- 
Spacecraft Sun Aspect Indicator 
S— 625— REL-0153 05-01 

Nimbus Solar Array Sun Sensor Preamplifier 

S— 650— N 1-0006 05-01 

Nimbus Amplifier, Coarse Sun Sensor 

S— 650— N 1—0007 * 05-01 

SUPER 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shapes, and Forgings /Premium 
Quality/, Specification for, 05/15/63, 

Amendment 4, 08/19/66, QPL-145-1, 02/16/66 

MSFC-S PEC- 145A 08-01 

SUPPLIER 


Inspection System Provisions for Suppliers of 
Space Materials, Parts, Components, and 
Services, 04/62 

NPC 200-3 00-01 

SUPPLY 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 

MSFC-PR0C-195A 08-01 

Voltage Supply, Measuring, Acceptance 
Checkout, Procedure for 11/03/1964 


MSFC-PR0C-290A 

Voltage Supply, Master Measuring, Acceptance 
Checkout, Procedure for 11/02/1964 
MSFC-PROC— 292A 

Power Supply, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 
MSFC— SPEC— 306 

Preservation, Packaging, Handling, and 
Shipping of Space Vehicle Supplies and 
Associated Equipment, General Standard for 
03/09/1965 
MSFC— STD-343 

Power Supply, 56 Volt Direct Current, Model 
2, Acceptance Checkout, Procedure for 
11/02/1964 
MSFC— PROC-431 

Direct Current Power Supply 10 Ampere 18 
Volts 

S— 553— P-13 

Direct Current Power Supply 50 Ampere 10 
Volts 

S-553-P-14 

Power Supply Subsystem Design Specification 
for Orbiting Astronomical Observatory 
S -623-0 A0-034 5— 6 

Power Supply-9 Power Converter 
S— 623-P-0001 

Geiger Mueller Counter Power Converter Power 
Supply-10 
S-623— P-0002 

Lamp Power Supply, 2500 Watt, Light Sensor 
Controlled Spectrolab Model 2500-L 
S-630— P-0151 

Specification for Lamp Power Supply 
S— 630— P—0165 

Solar Power Supply Subsystem Descriptive 
Specification for United Ki ngdom-2/S-52 
International Satellite 
S— 630— UK- 0088 

Power Supply Converters Test Specification 
United Ki ngdom-2/S-52 International 
Satellite 
S-630— UK- 00 99 

Goddard Space Flight Center Specification for 
the Nimbus B Solar Conversion Power 
Supply Subsystem 
S-652-P-1 

Minimum Salient Characteristics for Power 
Amplifier /Supply 

Minimum Salient Characteristics for Power 
Supply, 12/04/64 /PR 45618-2/ 


08-01 


08-01 


08-01 


08-01 


08-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 


05-01 

for 


05-01 


05-01 


10-03 


10-03 

Regulator and Heater Assembly, Gas Bearing, 

Gas Supply, ST-90, Specification for 
01/25/63, EO-2 03/27/63 

10M01446A 08-01 

Regulator and Heater Assembly, Gas Bearing 
Gas Supply, Specification for, 05/13/64, 

EO-2 07/07/64, EO-3 08/25/64, EO-4 
01/19/65, EO-5, 10/13/65 

10M01681B 08-01 

Power Supply Set, 3-Phase, 60-Kilowatt, 

60-Cycles Per Second, Specification for 
05/18/1964 

40M00203A 08-01 

Power Supply Set, Direct Current 56-Volt, 
50-Ampere, Specification for, 02/28/64, 

E0-1, 06/22/64 

40M00205 08-01 

Power Supply Set, Direct 28-Volt, 50-Ampere, 
Specification for, 02/28/64, EO-1 06/22/64 
40M00206 08-01 

Power Supply Set, Direct Current 28-Volt, 
100-Ampere, Specification for, 02/28/64, 

E0-1 06/22/64 

40M00207 08-01 

Power Supply Set, Direct Current 28-Volt, 
250-Ampere, Specification for, 02/28/64, 

E0-1, 06/22/64 

40M00208 08-01 

Power Supply Set, Direct Current 28-Volt, 
500-Ampere, Specification for, 02/28/64, 

EO-1 06/22/64 

40M00209 08-01 

Coding Electrical Support Equipment Power 
Supply Buses, Standard for, 7/14/66 
40M00376A 08-01 

Filter, Presampling, and Power Supply, 
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Modified, Subassembly , Specification for, 
03/02/65, E0-3, 06/25/65, ED-4, 06/25/65, 

EO-5, 06/25/65, ED-6, 10/27/65, EO-7, 

11/05/65, E0-8, 01/05/66, E0-9, 06/22/66, 

50M60208A 08-01 

Power Supply, Direct Current, 56 Volt, 

Specification for, 09/03/64, EO-1 01/13/65, 
ED-2 01/15/65, EO-3 03/26/65 

50M60223 08-01 

Master Measuring Voltage Power Supply, 5 
Volts, Direct Current, Specification for 
12/03/1964 

50M60228 08-01 

Power Supply, 300 Ml 1 1 i anperes, 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 
50M60246 08-01 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 
Acquisition Systea Receiving Station, 
Specification for 06/11/1965 

50M60247 08-01 

Power Supply, 1.5A, 36 VDC, SS/FM 

Demultiplexer, Specification for, 8/31/65 
50M6031 1 08-01 

SURFACE 

Pre-Treatment /Etching/ of Teflon Surfaces 
Prior to Potting Process 

MSC-Q-3 09-03 

Apollo Spacecraft Fluid Systems Surface 

MSC-SPEC-C— 7 09-03 

Decals, Elastomeric Pigmented Films, for Use 
on Exterior Surfaces, Specification for 
10/07/1964 

MS FC- SPEC-4 10 08-01 

Single Bituminous Surface Treatment 

S— 532-P-0025 05-01 

Data Requirements for Soil Mechanics Surface 
Sampler Experiment Surveyor Scientific 
Flights /A— 24 Model/, 4/04/66 

SAS-50509-GEN-A 11-01 

SURVEY 

Ames Research Center Quality and Reliability 
Survey Checklist 

ARC-RQA-6 02-01 

Weight/Performance Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6006/, 8/15/65 

CM 017-041-1 00-02 

Electrical Power Management Survey Manual 
/National Aeronautics and Space 
Admin i strat ion SP-6007/, 09/01/65 

CM 019-002-1 00-02 

SUSCEPTIBILITY 

Radio Frequency Susceptibility/Electrical 
Systems Test for Nimbus A Prototype 
Spacecraft 

S-650-NI-0022 05-01 

SWAGE 

Terminals Bifurcated and Turret, Swage Type 
and Standoff, Insulated Screwtype, 

Terminals, Solder Pot, Swage Type 
07/01/64, Amendment 2, 10/05/64 

MSFC-SPEC-278A 08-01 

SWAGED 

Terminal-Cable Assemblies, Swaged Type, 
Specification for 04/20/1962 

MS FC- SPEC-209 08-01 

SWEEP 

Specification for Pulse Sweep and Time Delay 
Generators 

S-530-P-0028 05-01 

SWITCH 

Data Switch Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 00/08/1963 

MSFC-SPEC— 299 08-01 

Welded Module, Series 300, Analog Switch 
/SW-1/ 11/04/1963 

MSFC-SPEC-325/2 08-01 

Specifications for Four-Port Coaxial Transfer 
Switch 

S-530-P-0012 05-01 

Carnarvon, Australia Switch Gear Specification 
S-532— P-0034 05-01 

Spacecraft Electronic Components Switches 
/HI-REL/, 11/30/65 


ZPH-2 253-GEN 11-01 

Spacecraft Electronic Components Switches, 

2/15/66 

ZPP-2 75 3-GEN 11-01 

Qualification Testing Requirements for Silicon 
Controlled Rectifiers and Switches, 5/25/66 
ZPQ-2 4 52-GEN 11-01 

Qualification Testing Requirements for 
Switches, 2/25/66 

ZPQ-2 4 5 3-GEN 11-01 

Minimum Salient Characteristics for Rotary 
Thumbwheel Switch Assembly, 03/26/65 
/PR 91259-1/ 10-03 

Minimum Salient Characteristics for Switch 
Assemblies, 03/10/64 /PR 90135-1/ 

10-03 

Switch, Pressure, Thrust OK, H-l Rocket 
Engine, Reliability Test Requirements 
05/25/1961 

10M01011 08-01 

Switch, High Pressure, Reliability Test 
Requirements 04/04/1961 

10M01026 08-01 

Pressure Switch, 750 Pounds Per Square Inch, 
Reliability Test Requirements, 04/01/1961 
10M01027 08-01 

Switch Assembly, LOX, Level, Reliability Test 
Requirements 05/15/1961 

10M01028 08-01 

Pressure Switch, Fuel Container, Reliability 
Test Requirements 09/12/1961 

10M01036 08-01 

Switch Assembly, LOX Pressurizing and Relief, 
Reliability Test Requirements 09/19/1961 
10M01037 08-01 

Switch Assembly, Emergency, LDX Vent, 

Reliability Test Requirements 09/09/1961 
10M01038 08-01 

Pressure Switch, LOX Differential Step, 

Reliability Test Requirements 03/17/1961 
10M01043 08-01 

Switch, Assembly, Fuel Step Pressure, 

Reliability Test Requirements 06/15/1961 
10M01046 08-01 

Switch, Absolute Pressure, Reliability Test 
Requirements 04/01/1961 

10M01047 08-01 

Pressure Switch, 1475 Pounds Per Square Inch 
Gravity, OK, Reliability Test 
Requirements, 04/06/1961 

10M01049 08-01 

Switch Assembly, Fuel Level, Reliability Test 
Requirements 05/15/1961 

10M01058 08-01 

Switch, Hypergolic Igniter Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements, 06/09/1961 

1 0M0 1369 08-01 

Switches, Electrical, Toggle, Rotary, 

Pushbutton and Associated Hardware, 

Specification for 04/30/1962 

10M01585 08-01 

Switch, Absolute Pressure, Specification for 
04/04/62, EO-1 11/07/62 

10M01613 08-01 

Switch, Thermal, Hydraulic, Specification for 
07/17/1962 

10M01628 08-01 

Switch Assembly, Pressure, Fuel Pressurizing, 
Specification for 08/16/1963 

10M01735 08-01 

Reset and Calibration Procedure, X-15 Cabin 
Pressure Control Switch /Meletron Model 
M4151/ , 07/11/62 

14-4 04-01 

Switch, Motor-Driven, Power Transfer, 

Specification for, 10/05/65 

40M21010 08-01 

Switch Selector, MOD I and MOD II, Checkout 
Procedure for, 06/11/65, E0-1, 08/13/65, 

EO-2, 09/30/65, EO-3, 10/04/66 

50M11548 08-01 

Switch, Coaxial, Specification for, 01/28/66 

50M60242A 08-01 

Data Switch Panel Assembly, Specification for, 
11/04/65 

50M60252 08-01 

Switch, Coaxial, Model 612, Specification for, 
5/13/66 
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50M6Q384 08-01 

Switch, Assemblies, Liquid Level, 

Specification for, 07/13/60, EO-1 12/01/60 
10419914 08-01 

Switch, LOX Pressurizing and Relief, 

Specification for, 01/12/62, EO-1, 05/15/62 

10419931A 08-01 

Switch, LDX Vent and Emergency, Specification 
for, 01/17/62, EO-1, 05/15/62 

10419932A 08-01 

Switch, Pressure, Fuel Container, 

Specification for 01/15/1962 

10419936A 08-01 

Switches, Pressure, High, Low, Specification 
for, 12/20/60, E0-1A, 07/12/61, EO-2, 

07/14/61 

10419943 08-01 

Switch Assembly, LOX Step Pressure, 

Specification for, 08/02/61, EO-1, 11/01/61 

10419949 08-01 


Switch Assembly, Fuel Step Pressure, 

Specification for, 06/07/61, E0-1, 11/01/61, 

EO-2, 01/25/62 

10419955 08-01 

Switch, Absolute Pressure, Specification for, 
11/08/60, E0-1A, 09/12/61, EO-2, 05/12/61 

10419956 08-01 

SWITCHER 


Specifications for Ten-by-Ten Video Switcher 

/PR 14379-1/ 10-03 

SWITCHGEAR 

Specification for Switchgear, Mojave Test 
Station, Barstow, California 

S— 532— P—0035 05-01 

Specification for Modifications to Switchgear, 


Electrical Components and New Diesel 
Generator Sets, Data Acquisition Facility, 
Santiago, Chile 

S— 532— P—0038 05-01 

Specification for Switchgear and Diesel 

Generator Sets for Ascension Island Power 
Plant 

S— 532— P—0039 05-01 

Specification for Switchgear and Diesel 
Generator Sets 

S-532— P—0040 05-01 

Switchgear and Diesel Generator Sets for 
Madrid Spain 

S— 532— P—1 05-01 

Switchgear and Diesel Generator Sets for Kokee 
Park Station, Hawaii 

S-532-P-6 05-01 

Bermuda Switchgear and Diesel Generator Sets 

S-532-P-8 05-01 

Switchgear and Gas Turbine Generator Sets 
for Mojave Site 

S— 532— P—13 05-01 

SWITCHING 

Specification for Coaxial Switching Matrix 

S— 530— P—0025 05-01 

Solid State Switching Network 

S— 534— P—3 05-01 

Specification for Electronic Scanner-Switching 
Device for Third Electrode Nickel-Cadmium 
Cells 

S— 630— P— 0167 05-01 

Specifications for Video Switching Amplifier 

/PR 13456-1/ 10-03 

SWITCHLIGHT 

Colors, Indicator Light and Switchlight, 

01/18/62 

30605— STD— A 11-01 

SYMBOL 

Graphical Sywbols for Drawings- Part 1, 

Electrical and Logic Symbols, 02/01/64 
KSC— STD— 152-1 10-01 

Graphical Sywbols for Drawings- Part 2, 

Mechanical Sywbols, 07/01/64 

KSC— STD— 152-2 10-01 

Mechanical Sywbols, Standard for, 02/14/64, 
Awendwent 1, 12/18/64 

MSFC-STD-162A 08-01 

Electrical Sywbols, Standard for 09/28/1964 

MSFC— STD— 352 08-01 

Logic Functions, Sywbols and Definitions, 

Standard for, 06/22/64, Notice 1, 07/30/64, 

Awendwent 1, 03/08/65 

MSFC— STD— 353 08-01 


SYNCHRONIZER 

Digital Signal Synchronizer, Pulse Code 
Modulated Digital Data Acquisition 
Subsysten Receiving Station, Specification 
for 01/05/1965 

MSFC-SPEC— 304A 08-01 

Tiwer, 40 Second, Component Selection, Tiwe 
and Temperature Compensating, 06/10/65 
MSFC-PR0C-453A 08-01 

Specification for a Bit Synchronizer and Signal 
Cond i t i oner 

S— 522— P-0013 05-01 

Interrogation Recording and Location Subsystem 
/IRLS/ Air Force Cambridge Receiver 
Synchronizer 

S-731-P-39 05-01 

Pulse Code Modulated Digital Synchronizer, 
Specification for, 11/26/65 

50M60250 08-01 

SYNCHRONIZING 

Digital Data Recording and Synchronizing 
System /Digital Data Recording and 
Synchronizing System/ Performance 
Specification 

S— 523-P-2 05-01 

SYNTHESIZER 

Specifications for Frequency Synthesizer 

S— 530-P-0011 05-01 

SYNTHETIC 

Synthetic Rubber, Age Control of. Standard for 
12/21/62, Amendment 1, 04/16/65 

MSFC— STD-1 05 A 08-01 


T 

TACTICAL 

Tactical Intercommunications System 

S-533-P-2 05-01 

TAGGING 

Tagging of Saturn Vehicle Non-Flight Items, 
Procedure for, 01/22/63, EO-1 08/07/63 
10H01678 08-01 

TAGS 

Tags, Identification, Saturn Environment 
Protection Items, Specification for 
07/18/1963 

10M01682A 08-01 

TANK 

Tank Liquid Nitrogen Inflight-Cooler 

Assembly, Specification for 10/31/1961 
10M01293 08-01 

Precipitation Hardening /Aging/ and Forming 
Tank Skin Segments for S-IC Stage of 
Saturn V Vehicle, Specification for 
08/13/1963 

95M01301 08-01 

Machining of Tank Skin Segments for S-IC 
Stage of Saturn V Vehicle, Specification 
for 08/13/1963 

95M01500 08-01 

TANTALUH 

Capacitors, Fixed, Tantalum /Polarized, 

Etched Foil/ /Style KCL21/ , 03/10/66 

KSC— C-107A 10-01 

Capacitors, Fixed, Tantalum Non Polar Etched 
Foil /Style KCL23/, 08/24/64 

KSC— C— 108 10-01 

Capacitors, Fixed, Tantalum /Polarized, Plain 
Foil/ /Style KCL31/, 03/10/66 

KSC— C— 109 A 10-01 

Capacitors, Fixed, Tantalum /Polarized, Etched 
Foil/ /Style KCL33/, 03/10/66 

KSC-C-110A 10-01 

Capacitors, Fixed, Solid, Tantalum /Style 
KCS13/, 03/10/66 

KSC— C— 111 A 10-01 

Capacitors, Fixed, Polarized, Tantalum Foil 
/Style KCL51 and KCL53/, 08/24/64 

KSC— C— 1 13 10-01 

Capacitors, Fixed, Tantalum /Polarized, 
Sintered-Slug/ /Style KCL65/, 03/10/66 

KSC— C— 133 10-01 

Capacitors, Fixed, Nonsolid Electrolytic 
Tantalum /Style SCS13/ , Specification for 
06/19/64, EO-1 04/21/65 

50M60192 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Sintered Slug/, /Style 
SCL/, Specification for, 06/24/64, EO-1 
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04/21/65 

50M60193 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Sintered-Slug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-C-3965/, 4/07/66 

50M60361 08-01 

Capacitors, Fixed, Solid Electrolyte, 

Tantalum, Style CS13 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-26655/ , 10/18/66 

50M60362 08-01 

TAPE 

Tape Recorder/Computer Time Decoder and 
Search Unit 

ESD-106002 09-03 

Magnetic Tape Recorder/Reproducer 

ESD-106007 09-03 

Magnetic Tape Recorder/Reproducer System 

ESD-1 060 15 09-03 

Magnetic Tape Recorder/Reproducer 

ESD-106026 09-03 

Digital Magnetic Tape Specification 

ESD-106043 09-03 

Video Distribution and Tape Transport Control 
Unit 

ESD-1 06088 09-03 

Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 

5/04/64, Amendment 1-B, 9/01/64, Amendment 

2, 2/26/65 

GMD-501 11-GEN-B 11-01 

Tape, Pressure-Sensitive Adhesive, for 

Preservation and Sealing, Specification for 
03/07/1962 

MSFC-SPEC-124 08-01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Magnetic 
Recording Tape Specifications- Telemetering 
Instrument at ion 

S-533-P-0121 05-01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Minitrack Data Acquisition Sites 

S-533-P-0212 05-01 

National Aeronautics and Space Admini st ration- 
Goddard Space Flight Center Tape, 

Magnetic Recording 

S-533-P-0250 05-01 

Tape, Magnetic Recording 

S-533-P-0265 05-01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Tape, 

Magnetic Recording 

S— 533- P—02 66 05-01 

Magnetic Computer Tape /800 bpl/ 

S-533-P-10 05-01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Satellite Tracking and Data Acquisition 
Network Facilities 

S-537-STD— 0266 05-01 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer System 
S— 552-P— 0018 05-01 

Goddard Space Flight Center Specification- 
Wideband Tape Recorder Reproducer System 
S— 553-P— 0002 05-01 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer System 
S— 553-P— 0008 05-01 

Specification for a Magnetic Tape Recorder 

S-553-P— 0034 05-01 

Description and Specifications for Pulse Code 
Modulation Telemetry Tape Recorder System 
S-611-P-2 05-01 

Specification for Magnetic Tape Recording 
System 

S-630-P— 0145 05-01 

Magnetic Tape Scanner 

S-631-P-5 05-01 

Feasibility Prototype Spacecraft Tape Recorder 
Utilizing Peripheral Drive Belt Technique 
S-632-P— 0100 05-01 

Standard Instrumentation Magnetic Recording 
Tape 

X-534-66-180 05-01 


Digital Tape Recorder Specification, 03/25/64 

/PR 14392-1/ 10-03 

Equipment Specifications for Telemetry Tape 
Recorder, Saturn IB /PR 42314-1/ 

10-03 

High Performance Instrumentation Tape 
Recorders, 03/17/65 /PR 94186-1/ 

10-03 

Minimum Salient Characteristics for Automatic 
Tape Degaussers, 01/04/65 /PR 49003-1/ 

ZZZ 10-03 

Minimum Salient Characteristics for Plastic 
Magnetic Tape Storage Container, 03/19/65 
/PR 91237-1/ 10-03 

Universal Automatic Tape Search Unit- 

Technical Exhibit 10-03 

Wideband Tape Recorder/Reproducer System 

05-01 

Tape, Heat-Reflective, Pressure Sensitive, 

Aluminum Coated Fiberglass Cloth, 

Specification for, 02/23/62, EO-1 08/03/62, 
EO-2 09/25/62 

10M01597 08-01 

Recorder Assembly, Tape /Airborne/, Model 101, 
Specification for, 10/22/64, EO-1, 12/16/64, 
EO-2, 07/14/65, EO-3, 07/14/65, EO-4, 

10/27/65, EQ-5, 12/04/65, EO-6, 12/04/65, 

EO-7, 01/14/66, EO-8, 07/06/66 

50M60016B 08-01 

Tape Recorder/Reproducer, Wideband, 

Specification for 04/15/1964 

50M60106 08-01 

Tape Recorder/Reproducer Assembly, Ground 
Support Equipment, Specification for, 

2/21/66 

50M60306 08-01 

TASKS 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 

S— 6 23- AOS 0-0 137 05-01 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 

S-62 3-OS 0-0 137 05-01 

TECHNICAL 

Requirements for Preparation of Deep Space 
Instrumentation Facility Technical Manuals, 
2/02/65 

D00— 1 023— GEN 11-01 

Requirements for Contractor Preparation of Deep 
Space Instrumentation Facility Periodic, 
Technical, and Final Project Reports, 

9/22/64 

DOO-1024-GEN 11-01 

Technical Specifications for Modification on 
Launch Complexes 34 and 37B for Apollo 
Ingress-Egress System, 05/15/64 

KSC-34-37B-003 10-01 

Technical Writing Guide, Procedures, 

Vol • I, 06/15/63, Vol. II A, 04/15/65, 

Vol. Ill A, 10/15/64 

MSFC-PROC— 239 08-01 

Library Technical Support Services Contract 

S-252-P-1 05-01 

Goddard Space Flight Center Technical 
Interface Specification for the Nimbus 
B— SNAP— 19 System 

S-450-NI-2 05-01 

Specification for Manned Space Flight 
Technical Procedure-1 Pulse Code 
Modulation System 

S— 550-P— 0001 05-01 

Preparation and Acceptance of Technical Manuals 
S— 552-GEM-OO 10 05-01 

Preliminary Technical Specification for 

Advanced Orbiting Solar Observatory /S-67/ 
Spacecraft Antenna Studies 

S-623-AOSO-OOOl 05-01 

Goddard Space Flight Center Technical 

Interface Specification for the Nimbus B/ 

System for Nuclear Auxiliary Power-19 
System 

S— 652-NI-2 05-01 

A Boresight Optics and Monitoring System- 
Technical Exhibit, 03/23/64 /PR 14390-1/ 

10-03 

Doppler Digitizing System- Technical Exhibit, 

12/04/64 /PR 43997-1/ 10-03 

Equipment Enclosure- Technical Exhibit, 

08/26/63 /[ 64-17/ 10-03 
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Low-Noise Ampl i f i er/Converter System- 

Technical Exhibit, 03/09/64 /K-EF3-64-4/ 

10-03 

Offset Doppler Frequency Short-Range 

Interrogator System- Technical Exhibit 

10-03 

Small Diaaeter Antenna Systea- Technical 
Exhibit, 06/29/64 /PR 26755-1/ 

10-03 

Technical Exhibit for Frequency Modulation/ 
Frequency Modulation Deaul t i plexi ng 
Equipaent 10-03 

Technical Exhibit for Low Distortion Radio 
Frequency Mul t i coupl er , 01/14/65 

/PR 49717-1/ 10-03 

Technical Exhibit for a Study of Certain 
Propagation Anomalies in Flight Radio 
Frequency Signals 10-03 

Technical Exhibit for a Telemetry Calibration 
Generator, 04/29/65 /PR 96730-3/ 

10-03 

Technical Exhibit for Very High Frequency 
Antenna Systea, 12/30/64 /PR 49002-1/ 

10-03 

Technical Requirements for Proposals 

/K-EF3-TPR-1/ 10-03 

Technical Requirements for Cost Proposals- 
Appendix C /KN-EF3-64-2/ 

10-03 

Technical Specification for Bi-Directional 
Differential Pressure-Transducer 

10-03 

Technical Specification for Instrumentation 
Cable, Type S4C/20, 06/15/64 

10-03 

Technical Specifications for the Datakor 

Systea 10-03 

Technical Specifications for Probability 

Density Analyzer 10-03 

Universal Automatic Tape Search Unit- 

Technical Exhibit 10-03 

Universal Inter-Rack Cabling System 

/K-EF3-64-10/ 11/16/64 10-03 

Saturn Technical Information Handbook, 

Preparation and Publication of, Standard for 
06/21/1965 

10M01762A 08-01 

Quality Control of Technical Manuals, 

Procedure for 02/15/1965 

10M01792 08-01 

Technical Specification for Data Model Control 
Panel s 

571.1-1-66 05-01 

TECHNIQUE 

A Research, Design and Development Program 
Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondi ssipat i ve Regulator-Converters 
S— 630— P—0136 05-01 

Feasibility Prototype Spacecraft Tape Recorder 
Utilizing Peripheral Drive Belt Technique 
S— 632— P—0100 05-01 

TECHNOLOGICAL 

Procurement Specification for the Advanced 
Technological Development of a Two-Channel 
Monopulse Antenna Systea 

S-525— P-0039 05-01 

Advanced Technological Satellite Range and 
Range Rate System /ATSR/ 

S— 531— RR— 0004 05-01 

TECHNOLOGY 

General Specification Governing the 

Applications Technology Satellite Program 
S— 2—0 000 05-01 

Advanced Technology Sate 1 1 i te-Mo jave 40-Foot 
Antenna 

S-531-P-1A 05-01 

Goddard Space Flight Center Specifications 
Advanced Technology Satel 1 i te-Rosman II 
Polarization Auto - Track Systea 

S-531-P-15A 05-01 

Advanced Technology Satellite Transportable 
Terminal Utility Trailer Specification 
S-533-P-5 05-01 

Applications Technology Satellite Specification 
for Coamunication Frequency Modulation and 
Phase Modulation Receiver 

S-620— ATS— 0006 05-01 

Applications Technology Satellite Experimental 


Communications System Description and 
Requ i relents 

S— 620— ATS— 0012 05-01 

Day-Night Meteorological Camera for the 
Advanced Technology Satellite-D Mission 
S— 731— P—54 05-01 

Applications Technology Satellite Project 
Specification for Multiplex Equipment 

05-01 

TEFLON 

Pre-Treatment /Etching/ of Teflon Surfaces 
Prior to Potting Process 

MSC-Q-3 09-03 

Pol y tet raf 1 uoroethy lene /Teflon/ Molded and 
Extruded Parts, Sheets, Rods, and Tubing, 
Specification for, 07/20/62, Amendment 1, 
09/20/65 

MSFC-SPEC— 236 08-01 

Wire, Electrical, Teflon Insulated, High 
Temperature Hookup and General Purpose, 

3/21/63 

20039-GEM 11-01 

TELEGRAPH 

Solid State Neutral Telegraph Relay 
Specification 

GSFC-57 1-66-0 8 05-01 

TELEMETER 

Specification for a Low Power Pulse Code 
Modulation Telemeter 

S— 621— P—0002 05-01 

Calibrator Assemblies, Telemeter, Model 2, 

Part Numbers 50M12011-1 and 50M12011-3, 

Bench Checkout, Procedure for 01/09/1964 
50M60012 08-01 

Telemeter Calibrator, Model I, Acceptance 
Test, Procedure for 09/09/1963 

50M60013 08-01 

Telemeter Calibrator Assembly, Model I, 
Specification for 09/09/1963 

50M60017 08-01 

Calibrator Assembly, Telemeter Model II 
and I I A, Specification for, 03/15/66, 

EO-6, 07/06/66 

50M60026B 08-01 

Antenna Systea, Telemeter, Model 219, Checkout 
Procedure for 11/04/1964 

50M60144 08-01 

Top Deck Assembly, Single Sideband 

Telemeter, Specification for, 09/28/64, 

EO-1, 12/11/64, EO-2, 07/15/65, EO-3, 

07/28/65, ED— 4 , 10/05/65, ED-5, 10/27/65, 

EO-6, 06/13/66 

50M60210 08-01 

Power and Control Assembly, Telemeter 

Calibrator, Specification for, 7/20/65, 

EO-1, 7/06/66 

50M60284 08-01 

Top Deck Assembly, Single Sideband 

Telemeter, Type III, Specification for, 

12/01/65, E0-1, 7/05/66 

50M60326 08-01 

TELEMETERING 

National Aeronautics and Space Admini stration- 
Goddard Space Flight Center Magnetic 
Recording Tape Specifications- Telemetering 
Instrumentation 

S-533-P-0121 05-01 

Model PPT-1 Telemetering Set 

S— 616-P-0001 05-01 

Minimum Salient Characteristics for 
Telemetering Indicators, 01/11/65 
/PR 49696-1/ 10-03 

TELEMETRY 

Pulse Code Modulation Telemetry System 

ESD-106013 09-03 

Digital Acquisition and Decommutation System 
/Pulse Code Modulation Telemetry Station/ 
ESD-106014 09-03 

Telemetry Receiver 

ESD— 106020 09-03 

Telemetry Receiver System 

ESD— 1 0604 0 09-03 

Telemetry Receiving Station, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem, Specification for 09/20/1963 
MSFC-SPEC— 313 08-01 

Diversity Telemetry Receiver Performance 
Spec! f i cat i on 

S— 500— P—0202 05-01 
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Telemetry Patch Panel Performance 
Specif i cat i on 

S— 500— P-0213 OE 

Telemetry Test Set /Exhibit B/ 

S— 514— P—1 0£ 

Specification for a Universal Comb-Filter 
Processing for Pulse Frequency Modulation 
Telemetry Signals 

S— 522— P-001 1 Of 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 
S— 522— P-0012 Of 

Diversity Telemetry Receiver Performance 
Specification 

S— 523— P-0202 Of 

400 Megacycle/136 Megacycle Auto-Track and 
Telemetry Receiver Specification for Rosman 
85-Foot Antenna 

S-523-R0— 0001 Of 

Hydraulically-Driven Yagi Telemetry Array 

S-531-P-4 0! 

Specification for Telemetry Building and 
Satellite Tracking Antenna Receiver 
Faci 1 i t y , Go Ids tone, Cali f ornia 
S— 532— P-7 0! 

Performance Specification for Pulse Code 
Modulation Telemetry and Multiplexing 
Equipment 

S-553-P-0042 0! 

Very High Frequency Telemetry Receiving 
System, Type I Single Channel, Type 
II Dual Channel 

S-553-P-1 0! 

Very High Frequency Telemetry Receiver, Type 

I Single Channel 

S-553-P-2 0! 

Very High Frequency Telemetry Receiver, Type 

II Dual Channel 

S-553-P-3 0 

Description and Specifications for Pulse Code 
Modulation Telemetry Tape Recorder System 
S— 611— P-2 0 

Spacecraft Tracking, Telemetry, and Command 
Subsystem 

S— 625-REL— 0140 0 

Telemetry and Command Antenna Group 

S-625— REL— 0141 0 

Project Relay Performance Requi rement s- 
Spacecraft Telemetry Encoder 

S-625— REL-0 144 0 

Project Relay performance Requi rement s- 
Spacecraft Telemetry Transmitter 
S— 625— REL-0 145 0 

Project Relay Performance Requ i rement s- 
Relay Spacecraft Telemetry Measurements 
List 

S— 625-REL— 0146 0 

Nimbus B Pulse Code Modulation Telemetry 
Subsystem 

S-653-P-6 0 

Medium Resolution Infrared /MRIR/ Experiment 
Prototype and Flight Model Digital 
Electronics Telemetry Units for Nimbus B 
S-731— P-18A 0 

Equipment Specification- Telemetry 

Demodulation System for Saturn IB, Complex 
34 1 

Equipment Specifications for Telemetry Tape 
Recorder, Saturn IB /PR 42314-1/ 

1 

Procurement Specification for Radio Frequency 
Calibration Unit, Telemetry Receiver 

1 

Specifications for a Telemetry Multicoupler 

1 

Specifications for Tunable Telemetry 

Subcarrier Discriminator /PR 13577-1/ 

1 

Technical Exhibit for a Telemetry Calibration 
Generator, 04/29/65 /PR 96730-3/ 

1 

Telemetry Assembly, Single Sideband Airborne, 
Specification for, 10/19/64, EO-1 
12/11/64, EO-2* 03/23/65, EO-3, 04/30/65, 
EO-4, 07/28/65, ED-5, 10/05/65, EO-6, 

11/05/65, EO-7 , 12/10/65, EO-8, 01/26/66, 
50M60002B C 


Test Methods for Vehicle Measuring and 

Telemetry Electronic Parts, Assemblies, and 
Subsystems, Standard for, 06/22/66 
50M60005B 08-01 

Telemetry Assembly, Single Side-band, 

Airborne, Specification for 01/31/1964 
50M60010A 08-01 

Telemetry Oscillator Assembly, Model B, 

Specification for 09/11/1963 

50M60019 08-01 

Telemetry Oscillator Assembly, Model A, 
Specification for 09/11/1963 

50M60020 08-01 

Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 02/09/65, EO-1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60039B 08-01 

Divider, Power, Telemetry Antenna, 

Specification for, 07/26/65 

50M60042A 08-01 

Antenna, Telemetry, Model 213, Specification 
for, 07/22/65 

50M60045A 08-01 

Transmitter, Telemetry, Vacuum Tube or Hybrid, 
Frequency Modulated /Very High Frequency/, 
Specification for, 07/08/64, EO-1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

10/05/65, EO-5, 01/05/66, EO-6, 07/06/66 

50M60072A 08-01 

Oscillator Assembly, Telemetry, Model Cl, 
Specification for, 02/23/66 

50M60 100 A 08-01 

Telemetry Oscillator Assembly, Models A1 and 
A2, and A3, Specification for, 02/26/65, 

EO-5, 07/14/65, EO-6, 07/14/65, EO-7, 

08/16/65, EO-8, 07/28/65, EO-9, 10/05/65, 

E0-10, 12/10/65, E0-11, 07/06/66 

50M60 10 1 A 08-01 

Oscillator Assembly, Telemetry, Model Bl, 
Specification for, 02/23/66 

50M60102A 08-01 

Telemetry Assembly, Single Sideband, Airborne, 
Acceptance Test, Procedure for 03/03/1964 
50M60103 08-01 

Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 12/10/64, EO— 1, 05/17/65, 

EO-2, 10/05/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60230 08-01 

Antenna Telemetry, Model 219, Specification 
for, 01/28/66 

50M60240 A 08-01 

Divider, Power, Telemetry, Model 221, 

Specification for, 02/01/66 

50M60256B 08-01 

Radio Frequency Telemetry Assemblies, Pulse 
Code Modulated, Specification for, 

11/17/66 

50M60263A 08-01 

Antenna, Telemetry, Model 223, Specification 
for, 02/28/66 

50M60264 A 08-01 

Coupler, Radio Frequency Telemetry, 

Specification for, 01/01/66 

50M60278A 08-01 

DC to DC Converter, Telemetry Calibrator, 

Specification for, 3/29/66, EQ-2, 7/06/66 

50M60283A 08-01 

Divider, Power, Telemetry, Model 607, 

Specification for, 02/14/66 

50M60289B 08-01 

Environmental Test Methods for Vehicle 

Measuring and Telemetry Electronic Parts, 
Assemblies, and Subsystems, Standard for, 

6/26/66 

50M6303A 08-01 

PCM Telemetry Receiving Station 50M69803-1 
Specification for, 12/17/65 

50M60316 08-01 

Radio Frequency Assembly, Model III, 

Telemetry, Pulse Code Modulated, Ultra 
High Frequency, Specification for, 9/09/66 
50M60320 08-01 

Transmitter, Telemetry, Frequency Modulated, 

Ultra High Frequency, Specification for, 

9/09/66 
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50M60321 08-01 

Filter, UHF Telemetry, Specification for, 

9/01/66 

50M60393 08-01 

Coupler, Radio Frequency, Telemetry, 

Specification for, 9/01/66 

50M60394 08-01 

Coupler, Directional, Telemetry Model 226, 
Specification for, 9/01/66 

50M60396 08-01 

Engineering Requirements for Telemetry Ground 
Equipment, 01/16/62 

30584-GEN 11-01 

TELETYPE 

Deep Space Network Teletype Format, 7/22/64 

BCC— 50305— GEN 11-01 

TELEVISION 

Closed Circuit Television System /Merritt 
Island Launch Area/ 

ESD—1 06080 09-03 

Closed-Circuit Television System for North 


American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Ground 
Station 

ESD— 106106 09-03 

Goddard Space Flight Center Closed Circuit 
Television Operating Equipment and 
Accessor i es 

S— 250— P-0001 05-01 

Closed Circuit Television System for AN/FPS-16 
Radar 

S— 553— P—12 05-01 

Data Requirements for Television Experiment 
Surveyor Engineering Flights /A-21 Model/, 
4/04/66 

SAS— 50512— GEN- A 11-01 

Data Requirements for Television Experiment 
Surveyor Scientific Flights /A-24 Model/, 

4/04/66 

SAS— 50513-GEN-A 11-01 

Surveyor Television Instruments, 5/16/66 

SAT— 50570— GEN 11-01 

High Reliability Monochrome Closed Circuit 
Television Camera, 12/17/65 

10-03 

Minimum Salient Characteristics for Television 
Monitor, 02/25/65 /PR 54947-1/ 


TEMPERATURE 

Hose Assemblies, Flexible, Hydraulic, Medium 
and High Pressure, High Temperature, 
Specification for, 01/18/63, Amendment 2, 
05/20/64 

MSFC— SPEC— 1 16 08-01 

Timer Assemblies, Selection of Timing and 
Temperature Compensating Resistors, 

Procedure for 11/05/1963 

MSFC— PROC— 378 08-01 

Specifications for the Development of a Low 
Temperature, High Voltage Thermionic Energy 
Conversion System 

S-630-P-0 129 05-01 

Specification for the Analysis and Design of a 
High Temperature Thermoelectric Conversion 
Dev i ce 

S— 630— P-0 130 05-01 

Heat sterilization - Temperature Gradient 
Test Program for Electronic Component 
Parts, 7/26/65 

ZPP— 2126-GEN 11-01 

Temperature-Time Heat Sterilization Test 
Program for Capacitors, 12/05/66 
ZPP— 2127-GEN— A 11-01 

Sensor, Temperature, Cooling System, 

Specification for, 04/16/62, EQ-1 12/04/63 
10M01579 08-01 

Adhesive, Silicone Rubber, Two-Component, 
Low-to-Moderate Temperature Resistant, 
Room-Temperature Vulcanizing, General 
Purpose, 01/16/62, ED-1 08/03/62 
10M01587 08-01 

Adhesive, Silicone Rubber, One-Component, 
Moderate-to-High Temperature Resistant, 

Room Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10H01588 08-01 

Silicone Rubber, Insulation Material, Thermal, 

Room Temperature Vulcanizing, General 
Purpose, Specification for, 01/16/62, EO-1 
08/03/62 

10M01589 08-01 

Silicone Rubber, Insulation Material, Thermal, 
Elevated Temperature Vulcanizing, General 
Purpose, 02/02/62, E0-1 08/03/62 

10M01595 08-01 


System, Televi sion, Closed-Circuit, Four- 
Camera, Specification for 05/20/1964 
40M00217 

Antenna, Television, Model 402, Specification 
for, 07/22/65 
50M60044A 

Camera, Television, Space Vehicle, 
Specification for 02/03/1964 
50M60047 

Transmitter, Television, Space Vehicle, 
Specification for 02/03/1964 
50M60049 

Decoder, Television Sequence, Ground Support 
Equipment, Specification for 06/15/1964 
50M60053 

Viewing Unit, Television, Ground Support 
Equipment, Specification for 05/28/1964 
50M60055 

Viewing Unit, Television, Single Channel, 

Ground Support Equipment, Specification for 

06/15/1964 

50M60125 

Study Unit, Television, Standard for 
05/28/1964 
50M60126 

Decoder, Television Test Set, Sequence, 
Specification for 04/30/1964 


10-03 Control Assembly, Temperature, Specification 

04/16/62, E0-1 07/06/62, EO-2 06/03/63, 


E0-3 08/28/63 

08-01 10M01604 08-01 

Sensor, Temperature, Cooling System, 

Specification for, 04/16/62, EO-1 06/28/62 
08-01 10M01626 08-01 

Control Assembly, Temperature, Specification 
for, 04/16/62, EO-1 05/22/63, EO-2 
08-01 08/28/63 

10M01630 08-01 

High Temperature Wiring and Soldering, 

08-01 09/27/63 

12-3 04-01 

Temperature Transducer Assembly, Resistance 
08-01 Type 8, Specification for 07/22/1964 

50M60080 08-01 

Temperature Gauge Assembly, Thermistor, Type 
08-01 11, Specification for 04/14/1965 

50M60089A 08-01 

Temperature Gauge Assembly, Resistance, Type 
17, Specification for 03/02/1965 
08-01 50M60181 08-01 

Temperature Gauge Assembly, Thermistor, Type 
15, Specification for 04/20/1965 
08-01 50M60212 08-01 


Temperature Gauge Assembly, Resistance Type 3, 
Specification for 06/28/1965 


50M60127 


08-01 50M60213 


08-01 


Antenna System, Television, Model 402, 

Checkout, Procedure for, 3/10/65 
50M60143 08-01 

Video Programmer, Television, Specification for 
12/01/1964 

50M60221 08-01 

Transmitter, Television, S Band System, 
Specification for, 2/04/66 

50M60243 08-01 

Divider, Power, Television, Model 409, 
Specification for, 4/04/66 

50M60334 08-01 


Temperature Gauge Assembly, Thermistor, Type 
13, Specification for 05/03/1965 
50M60214A 08-01 

Temperature Gauge Assembly, Resistance Type 
10, Specification for 11/13/1964 
50M60215 08-01 

Temperature Gauge Assembly, Thermistor Type 
15, Specification for 04/21/1965 
50M60216A 08-01 

Temperature Gauge Assembly, Thermocouple, Type 
35, Specification for 03/19/1965 
50M60234 08-01 

Temperature Gauge Assembly, Thermocouple, Type 
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55, Specification for, 06/10/65 

50M60304A 08-01 

Temperature Gauge Assembly, Thermocouple, Type 
54, Specification for, 6/10/65 

50M60309 08-01 

Resistor, Fixed, Precision, Wire Wound /High 
Temperature/, Type SX063 with Weldable 
Leads, Specification for, 8/12/66 
5OM60381 08-01 

Wire, Electrical, Teflon Insulated, High 
Temperature Hookup and General Purpose, 

3/21/63 

20039-GEN 11-01 

TERM 

Long Term Compatibility Testing With 
Hydrazine, 2/24/66 

GMZ— 5 0521 -GEN- A 11-01 

TERMINAL 

Terminal Facility Complex 

ESD— 1 06034 09-03 

North American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Room 

ESD—1 06098 09-03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Room 

ESD— 106099 09-03 

Terminal Facility Layout for Grumman 
Aircraft Engineering Corporation 

ESD— 1 06104 09-03 

Terminal -Cabl e Assemblies, Swaged Type, 
Specification for 04/20/1962 

MSFC— SPEC— 209 08-01 

Terminals, Installation of, Procedure for 
06/07/63, Amendment 1, 12/15/63 

MSFC-PROC-274 08-01 

Terminals Bifurcated and Turret, Swage Type 
and Standoff, Insulated Screwtype, 

Terminals, Solder Pot, Swage Type 
07/01/64, Amendment 2, 10/05/64 

MSFC-SPEC-278A 08-01 

Advanced Technology Satellite Transportable 
Terminal Utility Trailer Specification 
S-533-P-5 05-01 

Terminal Boards, Fabrication of, 8/16/60, 
Amendment 1-B, 1/23/64 

20028-GEN-B 11-01 

TERMINATION 

Potting and Molding Electrical Cable Assembly 
Terminations, 11/22/65 

KSC— STD-132 10-01 

Basic Soldering Requirements Shield 

Terminations, Safety Wiring, and Connectors, 
09/30/63 

12-2 04-01 

Termination, Coaxial, Radio Frequency, 
Specification for, 02/01/66 

50M60270A 08-01 

TERMS 

Interpretations of Drawing Terms and 
Tolerances, 02/18/66 

KSC— STD-168 10-01 

TEST 

Preparation of Deep Space Instrumentation 
Facility Standard Subsystem Test 
Procedures, 7/16/64 

DOO-1021-GEN 11-01 

Digital Test Command UP-LINK Digital Decoder 

ESD— 1 06008 09-03 

Digital Test Command System 

ESD— 106021 09-03 

General Test Equipment 

ESD— 1 06033 09-03 

Electrical Prototype Digital Test Command 
System 

ESD—1 06045 09-03 

Digital Test Command System /On-Board/ 

ESD— 1 06092 09-03 

Apollo Test Plan for Launch Support Equipment 
Engineering Division, Revised, 12/10/65 
KD 1 A0 132 10-01 

Design, Fabrication, and Test of Compartment 
Cooling Unit for S-IV-B Instrumentation 
Unit, Project Apollo, 01/03/67 

KSC— SPEC-P-0001 10-01 

Test Reports, Preparation of, 06/05/65 

KSC— STD-128 10-01 

Test Procedure, Preparation of, 10/05/65 


KSC— STD-129 10-01 

Environmental Test Methods for Ground 

Support Equipment Installations at John F. 

Kennedy Space Center, 09/17/64 

KSC— STD-164 10-01 

Mariner, Flight Equipment, Electron Radiation 
Test for Quality of Assembly Irradiation By 
Natural Radiation Belt Electrons, 9/01/64 
MOD— 50274— GEN— A 11-01 

Qualification Test Guideline 

MSC— ASP0-RQA-11 09-01 

Apollo Ground Support Equipment General 
Environmental Criteria and Test . 

Specification 

MSC-GSE-1B 09-03 

Preparation of Test Reports Standard 

MSC— STD— 103 09-03 

Preparation of Test Plan's Standard 

MSC-STD-106 09-03 

Preparation of Test Procedures Standard 

MSC-STD-107 09-03 

Preparation of Space Environment Simulation 
Laboratory and Space Environment Effects 
Laboratory Test Procedures 

MSC— STD— 1 09 09-03 

Sequencer, Flight, Acceptance Test, Procedure 
for 07/15/1963 

MSFC— PR0C -285 08-01 

Sequencer, Flight, Slave Unit, Acceptance 
Test, 07/18/63, Amendment 1, 12/16/63 

MSFC— PR0C— 291 08-01 

Exploding Bridgewire /EBW/ Destruct System 
Controller, Acceptance Test, Procedure for 
03/13/1964 

MSFC-PRQC-374 A 08-01 

Range Safety, System Controller, 40M32016, 
Acceptance Test, 10/14/65 

MSFC-PR0C-382B 08-01 

Leak Test Compounds, LOX Compatible, 

Specification for 05/05/1964 

MSFC— SPEC— 384 08-01 

Optical Tooling Instruments, Calibration and 
Test, 10/24/66 

MSFC-PR0C— 440 08-01 

Timer, 40-Second, Acceptance Test, 06/10/65 

MSFC-PR0C-452A 08-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Atlas-Agena, 

Thor-Agena, or Thrust-Augmented Thor-Agena 
Launch Vehicles 

S-320-A-1 05-01 

Environmental Test Specification for the 

Anchored Interplanetary Monitoring Platform 
/AIM P/Spacecraft 

S-320-AI MP-1 05-01 

Environmental Test Specification and Test Plan 
for S— 27 Topside Sounder Satellite 
S-320-AL-000 1 05-01 

Environmental Test Specification- Alouette B 
Spacecraft System Tests 

S-320— AL-0901 05-01 

Environmental Test Specification for S-6 
Atmospheric Structure Satellite 

S-320-AT-0001 05-01 

Environmental Test Specification for S-6A 
Subassembl i es 

S-320— AT— 0003 05-01 

Environmental Qualification and Acceptance Test 
Specification- Spacecraft Testing 
S-320 -ATS -0101 05-01 

Environmental Qualification and Acceptance Test 
Specification- Component Testing 

S-320— ATS— 0102 05-01 

General Environmental Test Specification for 
Spacecraft and Components- Launch 
Environments Dictated by Delta Space 
Veh ic le-3C and Thor-Augmented 
Launch Vehicles /Alleghaney Ballistics 
S-320— D-l 05-01 

General Environmental Test Specification (or 
Spacecraft and Components Using Launch 
Environments Dictated by Improved Delta 
Launch Vehicle /Delta Space Vehicle-3F, 

3G, and 3H/ 

S-320-D-2 05-01 

Preliminary Test Specification for S-3A 
Solar Paddles 

S-320-EP-0001 05-01 
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Envi ron Mental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S-320-EP-0002 05-01 

Environmental Test Plan- Energetic Particles 
Satellite /S-3/ 

S— 320— EP-0003 05-01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S— 320-EP-0004 05-01 

Environmental Design Qualification Test- 
Components and Experiments, Stud)/ of 
Enhanced Radiation Belt S-3B and S-3C 
S— 320— E P-0101 05-01 

Environmental Acceptance Test- Components and 
Experiments, Study of Enhanced Radiation 
Belt S-3B and S-3C 

S— 320— EP— 0201 05-01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S— 320— EP-0401 05-01 

Environmental Test Specification for Flight 
Acceptance Tests of Stud)/ of Enhanced 
Radiation Belt S-3A and S-3C 

S— 320— EP-0402 05-01 

Environmental Test Specification- Project 
EPE-D Energetic Particles Explorer-D 
S— 320— EP— 0403 05-01 

Environmental Test Specification for FR-1 
Very Low Frequency Satellite 

S— 320— FR-1 05-01 

Environmental Test Specification for the Gemini 
S— 9 Nuclear Emulsion Experiment 

S-320-GE-1 05-01 

Environmental Test Specification- Components, 

S— 74 Interplanetary Monitoring Platform 
S-320— IMP— 0901 

Environmental Test Specification- S-74 
Interplanetary Monitoring Platform 
Spacecraft System Tests 
S— 320— IMP— 0903 

Interplanetary Monitoring Platform 
Environmental Test Specification for 
Components 
S-320— IMP-1 

Interplanetary Monitoring Platform 
Environmental Test Specification for 
Spacecraft System Tests 
S— 320— IMP-2 

Environmental Test Specification Nimbus C 
Spacecraft System and Subsystem Tests 
S-320-NI-1 

Environmental Design Qualification Test- 

Orbiting Geophysical Observatory Experiments 
S— 320— 0 GO— 0101 05-01 

Environmental Test Specification for the Radio 
Astronomy Explorer /RAE/ Subsystems 
S— 320-RAE-l 05-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Scout FW-4 and 
Scout X-258 Launch Vehicles 

S-320-S-1 05-01 

Environmental Test Specification for San Marco 
/Shotput/ Payloads 

S— 320— SM— 0901 05-01 

General Environmental Test Specifications for 
Flight Acceptance of Sounding Rocket 
Payloads 

S— 320— SR— 1 05-01 

Environmental Design Qualification Test- 
Components and Experiments, United Kingdom 
/2/S— 52 

S— 320— UK— 0101 05-01 

Environmental Acceptance Test- Components and 
Experiments, United K i ngdom-2/S-52 
S— 320— UK— 0201 05-01 

Environmental Test Plan of the UK-2/S-52 
Satellite Program 

S— 320— UK -0501 05-01 

Environmental Design Qualification and 
Acceptance Tests- Components and 
Experiments, Distance Measuring Equipment 
Antenna 

S— 324— DME-A-1 05-01 

Environmental Test Specification for the 
Reliable Earth Sensor /RES/ 


05-01 

05-01 

05-01 

05-01 

05-01 


S-324— RES-1 

Field Acceptance Test- National Aeronautics 
and Space Administration 40-Foot X-Y 
Antenna Units 2,3, and 4 


05-01 


05-01 


S— 500— P—0019 
Procurement Specification- Relay Test Station 
Servo System 

S-500— P—0216 05-01 

Equipment Packaging Specification for Relay 
Test Stations 

S-500— P—0218 05-01 

Inter-System Wiring Specification for Relay 
Test Stations 

S-500— P-0219 05-01 

Noise Figure and Test Signal System 
Performance Specification 

S-500— P-0222 05-01 

Specifications for the Noise Figure and Test 
Signal System 

S— 500— P-0410 05-01 

Project Relay Specification- Relay I Test 
Station, Nutley, New Jersey 

S-500-P-0450 05-01 

Telemetry Test Set /Exhibit B/ 

S— 514— P—1 05-01 

Goddard Range and Range Rate Transponder Test 
Set Specification 

S— 522— P-0002 05-01 

Vertical Freespace Range for Antenna 
Performance Test Facility 

S— 525— P-0006 05-01 

Procurement Specification for Radio Frequency 
Absorbent Material for Antenna Test Range 
Facility 

S-525-P-0007 05-01 

Procurement Specification for Radome for 
Antenna Test Range Facility 

S— 525— P— 0 008 05-01 

Procurement Specification for Instrumentation 
of the Goddard Antenna Test Range 
S— 525— P-0032 05-01 

Specification for Switchgear, Mojave Test 
Station, Barstow, California 

S-532-P-0035 05-01 

Construction of Closed Optical Test Pad 

S— 532— P-0045 05-01 

Final Test Method for Precision Test Fixture 

S— 550— AP-0001 05-01 

Final Test Method for Alignment Mirror 
Assembly 

S— 550— AP— 0002 05-01 

Noise Figure and Test Signal System 
Performance Specification 

S— 553— P-0022 05-01 

Radar Set AN/MPS-26 /XN-2/ Acceptance Test 
Procedure 

S— 553— P-0 025 05-01 

Acceptance Test Procedure- Model 203 Teltrac 
Active Acquisition Aid System 

S-553— P-0031 05-01 

Model 3403D Tracking Receiver- Acceptance 
Test Procedure and Data Sheet 

S— 553— P-0 033 05-01 

□n-Site Acceptance Test Procedure for the 
Retrofitted Agave Acquisition Aid System 
S-553-P— 0036 05-01 

On-Site Acceptance Test Procedure for the 
Teltrac Acquisition Aid System 

S— 553— P-0 037 05-01 

Data Formatter Acceptance Test Procedure 

S— 553-P-0041 05-01 

Project Relay Test Specification- Relay 

Spacecraft Environmental Acceptance Testing 
S-625— REL— 0102 05-01 

Ground Handling and Special Test Equipment for 
the International Satellite United 
K i ngdom-2/S— 52 

S-630— UK-0075 05-01 

Descriptive Specification for Test Stand for 
United Ki ngdom-2/S-52 International 
Satellite 

S-630— UK- 00 76 05-01 

Solar Paddle Assembly Test Specification for 
United Ki ngdom-2/S-52 International 
Satellite 

S-630-UK-0097 05-01 

Test Specification and Operators Manual- 
Ground Handling Equipment, United 
K i ngdom— 2/S-52 International Satellite 
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S-630-UK-0098 05-01 

Power Supply Converters Test Specification for 
United Kingdom-2/S-52 International 
Satellite 

S— 630 -UK— 0099 05-01 

Test and Test Specification for United 
K i ngdoa— 2/S-52 International Satellite 
S— 630-UK— 0100 05-01 

Battery Charge and Protective Circuit Test 
Specification for United Kingdoa-2/S-52 
International Satellite 

S— 630-UK-0101 05-01 

Test Specification and 0perator*s Manual 
Special Test Equipment UK-2/S-52 
International Satellite 

S-630-UK-0105 05-01 

Nimbus Integration and Test /Niait/ 

Check-of-Cal ibrat ion for Nlabus A 
Spacecraft 

S— 650-NI— 0001 05-01 

Niabus Sensory Subsystea Debugging Test 
Specification /Pre 1 1 at nary/ 

S— 650-NI -0002 05-01 

Weight Center-of-Gravi ty , Inertia and Balance 
Tests for the Niabus A Prototype Spacecraft 
S-650-N 1—0003 05-01 

Niabus Control Sub-Systea Pacific Missile 
Range Pre-Launch Test Set 

S— 650 -MI -00 05 05-01 

Envi ronaental Exposures and Tests for Niabus 
Satellites /Prel i at nary/ 

S— 650-NI— 0017 05-01 

Electrical Systeas Test for Niabus A 
Prototype Spacecraft 

S— 650-NI— 0019 05-01 

Niabus Integration and Test /Niait/ 

Sequence Specification for Niabus A 
Prototype Spacecraft 

S-650-NI-0020 05-01 

Radio Frequency Suscept i bi 1 1 ty/E lect r teal 
Systeas Test for Niabus A Prototype 
Spacecraft 

S-650-NI-0022 05-01 

Paddle Deployment Test for Niabus A Prototype 
Spacecraft 

S-650-NI-0023 05-01 

Vibration Test Specification for Niabus A 
Prototype Spacecraft 

S- 650-NI— 0024 05-01 

Subsystea Envi ronaent a 1 Test Specification- 
Tiros IV, V, and VI 

S-650-TI— 0001 05-01 

Niabus Infrare4 Interf eroaeter Spectroaeter 
/IRIS/ Test and Foraattlng System 
S-653-P-1 05-01 

Specification for the Integration and Test of 
Niabus B Spacecraft 

S— 653— P— 10 05-01 

Galactic Noise-Battery Test Specification for 
United Kingdoa-2/S-52 International 
Satellite 

S— 670-UK— 0001 05-01 

Data Reduction Stand Test Specification for 
United K i ngdoa— 2/S-52 International 
Satellite 

S-670-UK— 0002 05-01 

GN-Battery Test Specification for UK-2/S-52 
International Satellite 

S-670-UK— 01 13 05-01 

Coaputation and Subaittal of Coaponent Test 
Statistics, 2/03/65 

ZPP— 2040— GEN-D 11-01 

Standard Foraat for Coding of Coaponent Test 
Data, 2/01/65 

ZPP— 2090— GEN-A 11-01 

Standard Foraat for Coding of Resistor Test 
Data, 1/24/64 

ZPP-2092-GEN 11-01 

General Specification Standard Punched Card 
Foraat for Coaponent Test Data, 11/30/66 
ZPP— 2094-GEN-A 11-01 

Preparation and Subaittal of Final Test Report 
on Coaponent Part Test Prograas, 1/08/64 
ZPP— 2098-GEN 11-01 

Heat Sterilization Test Prograa for 
Electronic Coaponent Parts, 11/04/66 
ZPP— 2100-GEN-A 11-01 

Sterilization Test Prograa Fixed Resistors 
/Procedure No. 674/2-A/, 10/14/65 


ZPP-2 102-GEN 11-01 

Sterilization Test Prograa Variable Triaaing 
Resistors /Procedure No. 674/3-A/, 10/22/65 

ZPP— 2103— GEN 11-01 

Sterilization Test Prograa Varactor Phase II, 
11/04/66 

ZPP-2 106-GEN-A 11-01 

Sterilization Test Prograa Fuses /Phase II/, 

2/11/65 

ZPP— 2107— GEN— A 11-01 

Sterilization Test Prograa Capacitor Retest 
Phase, 2/26/65 

ZPP-2 10 8— GEN 11-01 

Sterilization Test Prograa Variable Triaaing 
Resistors /Phase II/, 1/19/67 

ZPP— 2 109-GEN- A 11-01 

Sterilization Test Prograa, 12/16/64 

ZPP— 2110— GEN 11-01 

Sterilization Test Prograa Fixed Resistors 
/Phase II/, 1 / 19/67 

ZPP— 2112-GEN-A 11-01 

Sterilization Test Prograa Crystals, 7/20/65 

ZPP— 2116-GEN 11-01 

Sterilization Test Prograa Packaging of 
Sterilized Coaponent Parts, 9/02/65 
ZPP-2117-GEN 11-01 

Sterilization Test Prograa Investigation, 

Ethylene Oxide Effects On Coaponent Parts 
/Phase III/, 12/01/66 

ZPP— 2 118-GEN- A 11-01 

Sterilization Test Prograa, Relay Phase, 

2/11/65 

ZPP-2 11 9-GEN- A 11-01 

Sterilization Test Prograa Linear Microcircuit 
/Phase I/, 3/31/65 

ZPP— 2122-GEN 11-01 

Sterilization Test Prograa, Transforaers and 
Inductors, 12/02/65 

ZPP— 2 124-GEN- A 11-01 

Sterilization Test Prograa Screening Test 
Devel opaent Task I Coaponent Part Design 
Appraisal, 10/28/66 

ZPP-2125— GEN 11-01 

Heat sterilization - Teaperature Gradient 
Test Prograa for Electronic Coaponent 
Parts, 7/26/65 

ZPP— 2126-GEN 11-01 

Teaperature-Tiae Heat Sterilization Test 
Prograa for Capacitors, 12/05/66 
ZPP— 2127— GEN-A 11-01 

High Iapact Shock Test Prograa for Electronic 
Coaponent Parts, 7/12/66 

ZPP-2 128-GEN 11-01 

Frequency Modulation Systea Test Oscillator, 
Specification, 07/15/64 /PR 26764-1/ 

10-03 

Specification for Test Oscillator 

/PR 32325-1/ 10-03 

Specification for Video Test Generator, 

04/08/65 /PR 96679-1/ 10-03 

Specifications for a Vibration Test Systea- 
Exhlbit II, 03/18/65 /ES3200-0179/ 

10-03 

Gages, Measuring Devices, Instruaents, Test 
Equipaent, and Tools, Calibration and 
Checking Requi reaent s, 02/15/65 

02-2 04-01 

Valve, Main LOX* /H-l Rocket Engine/, 

Reliability Test Requlreaents 05/08/1961 
10M01000A 08-01 

Valve Asseably, Main Fuel, /H-l Rocket 
Engine/, Reliability Test Requlreaents 
05/06/1961 

10M01001 08-01 

Blender Unit Asseably, Fuel Additive, /H-l 
Rocket Engine/, Reliability Test 
Requlreaents 03/29/1961 

10M01002 08-01 

Duct, Fuel, High Pressure, H-l Rocket 
Engine, Reliability Test Requlreaents 
04/14/1961 

10M01003 08-0] 

Glabal Asseably, H-l Rocket Engine, 

Reliability Test Requlreaents 05/10/1961 
10M01004 08-01 

Generator Asseably, Gas, H-l Rocket Engine, 
Reliability Test Requlreaents 05/01/1961 
10M01005 08-01 

Container, Hypergollc Igniter Type FX H-l 
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Rocket Englne 9 Reliability Test 
Requirements 05/10/1961 

10M01006 08-01 

Valve, Explosive Actuated /300 degrees F/ 9 
H-l Rocket Engine, Reliability Test 
Requirements 05/26/1961 

10N01008 08-01 

Duct, Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirements 05/01/1961 

10M01010 08-01 

Switch, Pressure, Thrust OK, H-l Rocket 
Engine, Reliability Test Requirements 
05/25/1961 

10M01011 08-01 

Line, LOX Bootstrap, H-l Rocket Engine, 

Reliability Test Requirements, Specification 
for 04/17/1961 
10M01012 

Line, Fuel Bootstrap, H-l Rocket Engine, 
Reliability Test Requirements 04/15/1961 
10M01013 

Hose, Flexible, Blender Filter, 

/H-l Rocket Engine/, Reliability Test 
Requirements 04/19/1961 
10M01014 

Hose, Engine Control, H-l Rocket Engine, 
Reliability Test Requirements 04/20/1961 
10M01015 


08-01 

08-01 

08-01 

08-01 


Heater Assembly, Fuel Additive Blender Unit, 

H-l Rocket Engine, Reliability Test 
Requirements 06/15/1961 

10M01016 08-01 

Manifold Assembly, Lube Drain, H-l Rocket 
Engine, Reliability Test Requirements 
04/20/1961 

10N01017 08-01 

H-l Rocket Engine, SA-3 Outboard, Reliability 
Test Requirements 09/06/1961 

10M01018 08-01 

Valve Assembly, Ignition, Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements 06/01/1961 

10M01019 08-01 

Hose Assembly, Oxidizer Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 

10M01022 08-01 

Hose, Assembly, Fuel Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 

10M01023 08-01 

Control Valve, ’Fuel Container Pressurizing, 
Reliability Test Requirement 05/28/1961 
10M01025 08-01 

Switch, High Pressure, Reliability Test 
Requirements 04/04/1961 

10M01026 08-01 

Pressure Switch, 750 Pounds Per Square Inch, 
Reliability Test Requirements, 04/01/1961 
10M01027 08-01 

Switch Assembly, LOX, Level, Reliability Test 
Requirements 05/15/1961 

10M01028 08-01 

Thermostat, Reliability Test Requirements 
04/19/1961 

10M01030 08-01 

Regulator, Air Pressure, Reliability Test 
Requirements 03/16/1961 

10H01031 08-01 

Relay Assembly, Reliability Test Requirements 
06/12/1961 

10M01032 08-01 

Check Valve, /1/4-Inch/, Reliability Test 
Requirements 03/22/1961 

10M01034 08-01 

Valve, Check /3/8-Inch/, Reliability Test 
Requirements 04/13/1961 

10M01035 08-01 

Pressure Switch, Fuel Container, Reliability 
Test Requirements 09/12/1961 

10M01036 08-01 


Switch Assembly, LOX Pressurizing and Relief, 
Reliability Test Requirements 09/19/1961 
10M01037 08-01 

Switch Assembly, Emergency, LOX Vent, 

Reliability Test Requirements 09/09/1961 
10M01038 08-01 

Control Valve, Reliability Test Requirements 


06/12/1961 

10M01039 08-01 

Control Valve, MV-74V, Reliability Test 
Requirements 04/01/1961 

10M01040 08-01 

Bottle Fill and Vfent Valve, Reliability 
Test Requirements 04/04/1961 

10H01041 08-01 

Regulator Assembly, 750 Pounds Per Square 
Inch Gravity, Reliability Test 
Requirements, 03/31/1961 

10M01042 08-01 

Pressure Switch, LOX Differential Step, 

Reliability Test Requirements 03/17/1961 
10M01043 08-01 

Valve, Pressure Regulating, Reliability Test 
Requirements 06/30/1961 

10M01044 08-01 

Heater Assembly, Reliability Test Requirements 
06/29/1961 

10M01045 08-01 

Switch, Assembly, Fuel Step Pressure, 

Reliability Test Requirements 06/15/1961 
10M01046 08-01 

Switch, Absolute Pressure, Reliability Test 
Requirements 04/01/1961 

10M01047 08-01 

Regulator, Constant Flow, Reliability Test 
Requirements 04/01/1961 

10M01048 08-01 

Pressure Switch, 1475 Pounds Per Square Inch 
Gravity, OK, Reliability Test 
Requirements, 04/06/1961 

10N01049 08-01 

Filter Assembly, /3/4-Inch/, Reliability Test 
Requirements 04/14/1961 

10M01050 08-01 

Valve Assembly, Fuel Fill and Drain, 

Reliability Test Requirements 04/04/1961 
10M01052 08-01 

Filter Assembly, /3/8-Inch/, Reliability Test 
Requirements 04/06/1961 

10M01053 08-01 

Valve Assembly, LOX-Relief, Reliability 
Test Requirements 03/31/1961 

10M01054 08-01 

Valve Assembly, LOX-Vent, Reliability Test 
Requirements 

10M01055 08-01 

Valve, Check, Reliability Test Requirements 
04/07/1961 

10M01056 08-01 

Check Valve, Reliability Test Requirements 
03/15/1961 

10M01057 08-01 

Switch Assembly, Fuel Level, Reliability Test 
Requirements 05/15/1961 

10M01058 08-01 

Pressure Relief Valve, Reliability Test 
Requirements 04/07/1961 

10M01059 08-01 

Valve Assembly, Fuel Vent, Reliability Test 
Requirements 04/01/1961 

10M01060 08-01 

Fuel Safety Valve, Reliability Test 
Requirements 04/01/1961 

10M01061 08-01 

Valve Assembly, Preliminary Fuel, Reliability 
Test Requirements 04/04/1961 

10M01062 08-01 


Valve Assembly, LOX Preliminary, Reliability 
Test Requirements 04/07/1961 

10M01063 08-01 

Valve Assembly, LOX Fill and Drain, 

Reliability Test Requirements 04/03/1961 
10M01064 08-01 

Check Valve, Fuel, H-l Rocket Engine, 

Reliability Test Requirements 06/16/1961 
10M01365 08-01 

Check Valve, Liquid Oxygen, H-l Rocket 
Engine, Reliability Test Requirements 
06/13/1961 

10M01366 08-01 

Check Valve, LOX Dome, H-l Rocket Engine, 
Reliability Test Requirements 06/28/1961 
10M01367 08-01 

Switch, Hypergollc Igniter Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements, 06/09/1961 
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10M01369 08-01 

Generator, Gas Assembly, Reliability Test 
Requl resents 08/25/1961 

10N01449 08-01 

Valve Assembly, Push Button, Bleed, H-l 
Racket Engine, Reliability Test 
Requl resents 08/09/1961 

10M01450 08-01 

Valve Assesbly, Precooling, Check, 

Reliability Test Requiresents 08/28/1962 
10H01667 08-01 

Welding, HY-80 Arsor Plate Steel, Static 

Test Holddown Am, Procedure for 02/26/1963 
10H01687 08-01 

Saturn IB and Saturn V Mechanical Ground 
Support Equipsent General Test and 
Docusentatlon Plan, Procedure for, 3/23/66 
10H01811 08-01 

Ullage Motor, S-II Stage, Test Specification 
for, 6/23/66, EQ-1, 7/22/66 

10M01817 08-01 

Valve, Single-Solenoid, 2-Vay, 2-Position 
/P/N 805764-10460/ Qualification Test 
Specification, 12/08/66 

10M05060 08-01 

Valve, Check, Hydraulic /P/N 204022-19/ 

Qualification Test Specification, 12/08/66 
10M05072 08-01 

Valve, Single-Solenoid, 3-Way, 2-Position 
/P/N 803664-10469/ Qualification Test 
Specification, 12/08/66 

10M05074 08-01 

Manually Activated Prisary Battery /MAP 4240/ 
Qualification Test Procedure, 9/29/65 
40M00228 08-01 

Test Methods for Vehicle Measuring and 

Telemetry Electronic Parts, Assemblies, and 
Subsystems, Standard for, 06/22/66 
50M60005B 08-01 

Sub-Multiplexer Assembly, Remote, Digital, 
Acceptance Test Procedure for 11/14/1963 
50M60011 08-01 

Telemeter Calibrator, Model I, Acceptance 
Test, Procedure for 09/09/1963 

50M60013 08-01 

Telemetry Assembly, Single Sideband, Airborne, 
Acceptance Test, Procedure for 03/03/1964 
50M60103 08-01 

Decoder, Television Test Set, Sequence, 
Specification for 04/30/1964 

50M60127 08-01 

Decoder, Instrument Unit Command, Acceptance 
Test, Procedure for, 7/22/66 

50M60153 08-01 

Command Decoder, Secure Range Safety, 

Qualification Test Procedure, 4/06/66 
50M60155 08-01 

Decoder, Secure Range Safety Command, 

Acceptance Test Procedure, 8/04/66 
50M60156 08-01 

Command Receiver, NCR 503 Acceptance Test, 
Procedure for, 12/05/66 

50M60164 08-01 

Environmental Test Methods for Vehicle 

Measuring and Telemetry Electronic Parts, 
Assemblies, and Subsystems, Standard for, 

6/26/66 

50M6303A 08-01 

Power Amplifier, Radio Frequency, 860 MHz, 
Qualification Test Procedure for, 7/22/66 
50M60331 08-01 

Emergency Detection System, Q-Ball Angle of 
Attack Sensor System, Test Procedure for 
03/15/1965 

50M69931 08-01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, In-Process 
Test Procedure, 1/06/66 

50M71001 08-01 

TESTING 

Magnetic Field Testing of Subassemblies 

ARC-SPEC-351 02-01 

Magnetic Field Testing of Low Magnetism 
Spacecraft 

ARC-SPEC-352 02-01 

Prototype Communications Unit Executor and 
Selection to Activate Random Testing 
Modules 

ESD— 106042 09-03 


Communications Unit Executor Selection to 
Activate Random Testing Modules 

ESD— 106091 09-03 

Qualification Testing of Transformers Power, 

Four to Eight Kilocycle Toroidal, 3/29/66 
GMI— 50549— GEN 11-01 

Long Tern Compatibility Testing With 
Hydrazine, 2/24/66 

GMZ— 50521— GEN— A 11-01 

Pressure Measurement System for Liquid 

Propellant Compatibility Testing, 4/22/66 
GMZ— 50522— GEN 11-01 

Inspecting, Testing, and Certifying Fixed and 
Mobile Cranes, Forklifts, Mobile Personnel 
Towers, and Auxiliary Equipment, 09/27/66 
KSC— STD-S— 0001 10-01 

Bonds and Grounds Cleaning, Testing and 
Protection, 04/25/66 

KSC-B-155 10-01 

Testing Compatibility of Materials for Liquid 
Oxygen Systems, 09/16/66 

MSFC— STD— 106B 08-01 

Hydraulic Systems Components and Hydraulic 
Fluids for Space Vehicles, Cleaning, 

Testing, and Handling, Procedure for 
08/18/1965 

MSFC-PR0C-166C 08-01 

Testing, Ultrasonic, Aluminum Alloy Plate, 
Specification for 12/10/1963 

MSFC-SPEC— 283 08-01 

Testing of Welded Nodules, Series 300, 

Procedure for 09/20/1963 

MSFC-PRDC— 326 08-01 

Qualification Testing, Separable Tube 
Connectors, 04/27/64, Amendment 1, 

03/05/65 

MSFC-STD-362 08-01 

Mariner Venus 67 Flight Equipment Flight 
Acceptance Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX-50632— FAT 11-01 

Mariner Venus 67 Flight Equipment Type 
Approval Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX— 50637-TAT 11-01 

Mariner Venus 67 Flight Equipment Flight 

Acceptance Testing S-Band Cavity Amplifier 
/2PA1/ , 2/03/67 

MVX— 50662— F AT 11-01 

Environmental Qualification and Acceptance Test 
Specification- Spacecraft Testing 
S-320— ATS -0101 05-01 

Environmental Qualification and Acceptance Test 
Specification- Component Testing 

S-320- ATS— 0102 05-01 

Environmental Test Specification for Flight 
Acceptance Testing of the S— 3A Energetic 
Particles Satellite 

S— 320— EP— 0002 05-01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S— 320 -EP— 0004 05-01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S-320-EP-0401 05-01 

Goddard Experiment Package Specification for 
Testing 

S— 623-0 AQ— 0007 05-01 

Relay Spacecraft Environmental Qualification 
Testing 

S— 625— REL— 0101 05-01 

Project Relay Test Specification- Relay 

Spaoecraft Environmental Acceptance Testing 
S-625— REL-0102 05-01 

Qualification Testing Requirements for Fixed 
Resistors, 10/26/65 

ZPQ— 2248— GEN 11-01 

Qualification Testing of Spacecraft Electronic 
and Electromechanical Parts, 7/18/66 
ZPQ— 24 01 -GEN- A 11-01 

Qualification Testing Requirements for Low 
Frequency Inductors and Transformers, 

4/22/66 

ZPQ-2437— GEN 11-01 

Qualification Testing Requirements for Fixed 
Capacitors, 1/21/66 

ZPQ-2 444-GEN 11-01 
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THROW 


Qualification Testing Requirements for Relays, 
12/01/65 

ZPQ— 2447— GEN 11-01 

Qualification Testing Requirements for 

Variable Resistors /Lead-Screw Actuated/, 

J. 1/07/66 

ZPQ— 2449— GEN 11-01 

Qualification Testing Requirements Methods and 
Procedures for Transistors, 1/21/66 
ZPQ-2451-GEN 11-01 

Qualification Testing Requirements for Silicon 
Controlled Rectifiers and Switches, 5/25/66 
ZPQ— 2452-GEN 11-01 

Qualification Testing Requirements for 
Switches, 2/25/66 

ZPQ— 2453— GEN 11-01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-106 /Testing Compatibility of 
Materials, for Liquid Oxygen Systems/ 

06/25/1964 

10M01706 08-01 

TETR0XIDE 

Propellant, Inhibited Nitrogen Tetroxide 

MSC-PPD-2 09-03 

THERMAL 

Passive Thermal Protection System 
Installation, Procedures for 

MSC-PRQC-31 09-03 

Material, Unfired, Ceramic, Thermal 
Insulation for Radiant Heating, M-31 , 
Specification for, 03/04/63, Amendment 1, 
06/28/63 

MSFC-SPEC-197A 08-01 

Material, Rework and Repair for M-31 Thermal 
Insulation, Specification for 03/22/1963 
MSFC-SPEC- 1 98A 08-01 

Thermal Shroud Assembly 

S-322-P-2 05-01 

Design, Fabrication, and Installation of 
Princeton Optical Bench for the Twelve by 
Fifteen Thermal-Vacuum Chamber 

S-325-P-7A 05-01 

Orbiting Astronomical Observatory S— 18 
Specification- ST-S18-11 Thermal Control 
S— 623— 0A0— 0011 05-01 

Thermal Control Design Specification for 
Orbiting Astronomical Observatory 
S-623— 0A0— 0345— 11 05-01 

Structural, Thermal Control, and Attitude 
Orientation Subsystems 

S— 625— REL— 0 110 05-01 

Nimbus D Attitude Controls Structure and 
Thermal Control Subsystem 

S— 731— P-53 05-01 

Requirements for the Eighteen by Thirty Bell 
Jar Vacuum Thermal System 

S— 731— P—61 05-01 

Silicone Rubber, Insulation Material, Thermal, 

Room Temperature Vulcanizing, General 
Purpose, Specification for, 01/16/62, E0-1 

08/03/62 

10M01589 08-01 

Silicone Rubber, Insulation Material, Thermal, 
Elevated Temperature Vulcanizing, General 
Purpose, 02/02/62, EQ-1 08/03/62 
10M01595 08-01 

Silicone Rubber, Insulating Material, 
Two-Component, Thermal Curing, General 
Purpose, 01/31/62, E0-1 08/16/62, EO-2 
10/10/62 

10M01596 08-01 

Probe, Thermal, Specification for, 02/27/64, 

ED-2 08/21/64 

10M01603A 08-01 

Switch, Thermal, Hydraulic, Specification for 
07/17/1962 

10M01628 08-01 

THERMIONIC 

Specifications for the Development of a Low 
Temperature, High Voltage Thermionic Energy 
Conversion System 

S— 630— P—0129 05-01 

THERMISTOR 

Temperature Gauge Assembly, Thermistor, Type 
11, Specification for 04/14/1965 
50M60089A 08-01 

Temperature Gauge Assembly, Thermistor, Type 
15, Specification for 04/20/1965 
50M60212 08-01 


Temperature Gauge Assembly, Thermistor, Type 
13, Specification for 05/03/1965 
50M60214A 08-01 

Temperature Gauge Assembly, Thermistor Type 
15, Specification for 04/21/1965 
50M60216A 08-01 

THERMOCOUPLE 

Attaching Thermocouples to Saturn Vehicle 
Skins, Procedure for 09/16/1963 
10M01741 08-01 

Non-Structural Thermocouples, Installation, 

Wiring, and Checkout, 10/03/63 

12-7 04-01 

Color Code for Zone Boxes and Thermocouple 
Leads and Extensions, Standard for 
04/07/1964 

50M60145 08-01 

Temperature Gauge Assembly, Thermocouple, Type 
35, Specification for 03/19/1965 
50M60234 08-01 

Temperature Gauge Assembly, Thermocouple, Type 
55, Specification for, 06/10/65 
50M60304A 08-01 

Temperature Gauge Assembly, Thermocouple, Type 
54, Specification for, 6/10/65 

50M60309 08-01 

THERMOELECTRIC 

Specification for the Analysis and Design of a 
High Temperature Thermoelectric Conversion 
Device 

S— 630— P—0 130 05-01 

Specification for Thermoelectric Bonding Study 
S-630— P-0131 05-01 

THERMOSTAT 

Thermostat, Reliability Test Requirements 
04/19/1961 

10M01030 08-01 

Thermostat, Specification for, 11/08/60, 

EO-1, 01/23/61, EO-2, 04/19/61 

10419953 08-01 

THICK 

Welding, Fusion, Four- to Six-Inch Thick 
Aluminum Alloy Plate, 2219 For Y Ring, 

Procedure for, 02/01/63, E0-1 03/27/63 

10M01648B 08-01 

THIN 

Specification for a Reliable, Low Power, Thin 
Film Spacecraft Memory 

S-522— P-0008 05-01 

THREAD 

Fittings, Female Threads /Premium Quality/, 
Preparation and Lubrication, Procedure for 
05/15/1963 
MSFC— PROC— 238 

Standard Thread Anti-Seize and 0 Ring 
Lubricants, Types, Uses, and Control, 

09/20/62 
04-4 

Thread, Fiberglass, Specification for 
03/28/62, EO-1 08/03/62 
10M01619 
THREADED 


08-01 

04-01 

08-01 


Torque Specification, Threaded Fasteners, 

Standard for 07/07/1958 

ABMA— STD— 18 08-01 

Threaded Fasteners, Lubricant Application, 
Procedure for 07/12/1962 

MSFC— PROC— 226 08-01 

Torque Valves, Threaded Fastener, Standard 
for, 1/26/66 

10M01718 08-01 

THROW 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 

MSFC— SPEC— 339/IB 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting, S6GP-2-2B, 

08/31/64, Amendment 1, 07/29/66 

MSFC— SPEC— 339/2B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse— FI ange Mounting, 
S4GH-1.5-19A, 04/01/65, Amendment 1, 

07/29/66 

MSFC-SPEC— 339/1 9A 08-01 

Relay, General Purpose, 28 Volts, Direct 
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08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


Current, 4 Pole Double Throw, 7«5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3-20A, 04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC— 339/20 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-2-22A, 03/16/64 

MSFC-SPEC— 339/22A 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3.25-23A, 08/31/64 

MSFC-SPEC-339/23A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 

08/31/64 

MSFC-SPEC-339/24A 

Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Re verse— FI ange Mounting, S4LH— 6— 25A, 

04/01/65 

MSFC-SPEC-339/25A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 

04/01/65 

MSFC-SPEC-339/26A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two Dne-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC— 339/27A 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC— 339/28 A 
Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Aaendeent 1, 07/29/66 

MSFC-SPEC-339/31B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-32A, 04/01/65, Amendment 1, 07/29/66 

MSFC SPEC-339/32A 08-01 

Relay, General * Purpose , 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Two Hole Flange Mounting, 

S2GP-6-33B, 04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC-339/33B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC-339/41B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Aaendaent 1, 07/29/66 

MSFC-SPEC-339/42A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Aaendaent 1, 

07/29/66 

MSFC-SPEC-339/43B 08-01 

Relay General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-51A, 04/01/65 

MSFC-SPEC-339/51A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-52A, 04/01/65 

MSFC-SPEC-339/52A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 

Current, 2 Pole Double Throw, 2A, 

Plug-In, 2 One-Hole Ears Mounting, 


S2GP-6-53B, 04/01/65 

MSFC-SPEC— 339/53B 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 

04/01/65 

MSFC-SPEC— 339/54 A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 
S2GH-3-58A, 04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC— 339/58A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MSFC-SPEC— 339/59A 08-01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 

MSFC-SPEC— 339/ 61 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 

MSFC-SPEC— 339/62 A 08-01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC-SPEC-339/63B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-64B, 04/01/65 

MSFC-SPEC— 339/64B 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10 A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC— 339/68A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2 A , Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MSFC-SPEC— 339/69A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-7.25— 71A, 04/01/65 

MSFC-SPEC-339/71A 08-01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, 

S2GP-7.25-73A, 09/30/65 

MSFC— SPEC— 339/73A 08-01 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 


04/01/1965 

MSFC— SPEC— 339/74 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Aaendaent 1, 07/29/66 

MSFC— SPEC— 339/81 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Aaendaent 1, 07/28/66 

MSFC-SPEC— 339/82A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83 08/31/1964 

MSFC-SPEC— 339/83 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 

Reverse— F 1 ange Mounting, S2LH— 8— 91A, 

04/01/65 

MSFC-SPEC— 339/91 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 


276 



SUBJECT INDEX 


TORQUE 


Throw, 2A f Solder Hooky Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MSFC— SPEC— 339/92A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MSFC— SPEC-339/93A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-94A, 08/31/64 

MSFC-SPEC— 339/94 A 08-01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-98A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/98 A 08-0 1 

Relay, Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50-101, 12/14/64, 

Amendment 1, 07/29/66 

MSFC-SPEC— 339/101 08-01 

THRUST 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Atlas-Agena, 

Thor-Agena, or Thrust-Augmented Thor-Agena 
Launch Vehicles 

S— 320— A— 1 05-01 

Switch, Pressure, Thrust OK, H-l Rocket 
Engine, Reliability Test Requirements 
05/25/1961 

10M01011 08-01 

Actuator, Thrust Vector Control, Specification 
for, 06/17/63, EO-1 09/09/64 

10M01683 08-01 

Servoactuator , Mechanical Feed-back, Thrust 
Vector Control, Saturn S-IC Stage, 

Specification for 05/15/1965 

50M35008C 08-01 

THUMBWHEEL 

Minimum Salient Characteristics for Rotary 
Thumbwheel Switch Assembly, 03/26/65 
/PR 91259-1/ 10-03 

TIME 

Deep Space Network, Display and Presentation 
of Time and Timing Information, 4/14/66 
DOS— 50271-GEN-A 11-01 

Tape Recorder/Comput er Time Decoder and 
Search Unit 

ESD— 106002 09-03 

Specification for a Computer Format Control 
Buffer with Time Decoder 

S— 522— P—0010 05-01 

Real Time Automatic Digital Optical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 

S— 524— P—1 05-01 

Specification for Pulse Sweep and Time Delay 
Generators 
S— 530— P-0028 
Time Code Reader 
S— 731— P-35 

Temperature-Time Heat Sterilization Test 
Program for Capacitors, 12/05/66 
ZPP— 2127-GEN-A 

Specifications for Events Per Unit Time/ 

Timer, 07/23/64 /PR 30915-2/ 

Specifications for Time Code Generator 

Time Decoder and Display System 

Specifications, 03/26/64 /pr 14393-1/ 

Multiplexer Assembly, Time Division, Model 
270, Specification for, 05/27/66, EQ-10, 
07/06/66 

50M60061A 08-01 

TIMER 

Timer Assembly, Acceptance Checkout, Procedure 
for, 07/16/63, Amendment 1, 03/31/64 

MSFC— PR0C— 289 08-01 

Timer Assemblies, Selection of Timing and 
Temperature Compensating Resistors, 

Procedure for 11/05/1963 

MSFC— PROC-378 08-01 


05-01 

05-01 

11-01 

10-03 

10-03 

10-03 


Timer, 40-Second, Acceptance Test, 06/10/65 
MSFC— PROC— 452A 

Specifications for Events Per Unit Time/ 
Timer, 07/23/64 /PR 30915-2/ 

TIMING 

Deep Space Network, Display and Presentation 
of Time and Timing Information, 4/14/66 
DOS— 50271— GEN- A 

Timer Assemblies, Selection of Timing and 
Temperature Compensating Resistors, 
Procedure for 11/05/1963 
MSFC— PROC— 378 

Specifications for Apollo Timing System 
S-500— AP-0001 

Satellite Tracking and Data Acquisition 
Network Timing System /Amendment 1/ 
S-531-P-0129 

Satellite Tracking and Data Acquisition 
Network Timing System Specification 
S-531— P-0267 

TIN 

Cover Sheet to QQ-S-571d /Solder, Tin 
Alloy, Lead-Tin Alloy, and Lead Alloy 
05/10/1965 
MSFC— SPEC— 457 

TITLE 

Marking of Electrical Ground Support 

Equipment, Front Panels, and Rack Title 
Plates, Standard for 05/22/1964 
MSFC-STD-275A 

TOGGLE 

Switches, Electrical, Toggle, Rotary, 
Pushbutton and Associated Hardware, 
Specification for 04/30/1962 
10M01585 

TOLERANCE 

Interpretations of Drawing Terms and 
Tolerances, 02/18/66 
KSC— STD-168 

TONE 


08-01 

10- 03 

11 - 01 

08-01 

05-01 

05-01 

05-01 

08-01 

08-01 

08-01 

10-01 


Design Specifications for the Orbiting Solar 
Observatory-D Spacecraft Tone Digital 
Command Decoder No, QS0-D-TDDS 

S— 623-0S0— 0001 05-01 

Specifications for the Orbiting Solar 
Observatory— C /S-57/ Spacecraft Tone 
Digital Command Decoder 

S-623-0S0— 0002 05-01 

TOOL 

Periodic Certification of Hand Crimping and 
Wire Stripping Tools, 09/25/63 
02-1 04-01 

Gages, Measuring Devices, Instruments, Test 
Equipment, and Tools, Calibration and 
Checking Requirements, 02/15/65 
02-2 04-01 

TOOLING 

Optical Tooling Instruments, Calibration and 
Test, 10/24/66 

MSFC— PROC— 440 08-01 

TOP 

Top Deck Assembly, Single Sideband 

Telemeter, Specification for, 09/28/64, 

E0-1, 12/11/64, EO-2, 07/15/65, ED-3, 

07/28/65, EO-4, 10/05/65, ED-5, 10/27/65, 

EO-6, 06/13/66 

50M60210 08-01 

Top Deck Assembly, Single Sideband 

Telemeter, Type III, Specification for, 

12/01/65, EO-1, 7/05/66 

50M60326 08-01 

TOPSIDE 


Environmental Test Specification and Test Plan 
for S-27 Topside Sounder Satellite 
S-320— AL-0001 05-01 

Topside Sounder Data Processor 

564-78779 05-01 

TOROIDAL 


Qualification Testing of Transformers Power, 

Four to Eight Kilocycle Toroidal, 3/29/66 
GMI— 50549— GEN 11-01 

TORQUE 

Torque Specification, Threaded Fasteners, 

Standard for 07/07/1958 

ABMA-STD-18 08-01 

Design and Development of a Brushless Direct 
Current Torque Motor for Use in Solar 
Array Orientation Systems 
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SUBJECT INDEX 


S-630-P-0135 05-01 

Torque Valves* Threaded Fastener* Standard 
for, 1/26/66 

10M01718 08-01 

Polyurethane Foan* Filling S— 1 and S— IB 
Torque Boxes Using, Procedure for 
03/30/1964 

10M01778 08-01 

TOUCHDOWN 

Data Requirements for Touchdown Dynamics 
Surveyor Engineering Flights /A-21 Model/* 
4/04/66 

SAS-50510-GEN-A 11-01 

Data Requirements for Touchdown Dynamic 
Experiment Surveyor Scientific Flights 
/A— 24 Model/, 4/04/66 

SAS-505 11-GEN- A 11-01 

TOWER 

Inspecting* Testing, and Certifying Fixed and 
Mobile Cranes, Forklifts, Mobile Personnel 
Towers, and Auxiliary Equipment, 09/27/66 
KSC-STD-S-0001 10-01 

Functional Specification for Colligation Tower 
Equipment 

S-525-P-0024 05-01 

Functional Specification for Collimation Tower 
Equipment for 30-Foot Dishes 

S— 525— P-0029 05-01 

Specification for Three Truck Mounted 
50-Foot Service Towers 

S-532-P-0042 05-01 

Specification for Construction of S-Band 
Collimation Tower Site at the National 
Aeronautics and Space Administration, Ulaska 
Data Acquisition Facility, Fairbanks, 

A1 aska 

S-532-P— 11 05-01 

Performance Specification on Collimation Tower 
S-553-P-0014 05-01 

TRACEABILITY 

Ames Research Center Establishment and 

Maintenance of Identification to Provide 
Article and Record Traceability 

ARC-RQA-8 02-01 

Workmanship, Marking, Traceability, Age 

Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Space Flight Center Use 

S-323-P-2 05-01 


TRACK 

Goddard Space Flight Center Specifications 
Advanced Technology Satel 1 1 te-Rosman II 
Polarization Auto - Track System 

S-531-P-15A 05-01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Minitrack Data Acquisition Sites 

S-533-P-0212 05-01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Satellite Tracking and Data Acquisition 
Network Facilities 

S-537-STD-0266 05-01 

TRACKER 

Real Time Automatic Digital Optical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 

S-524-P-1 05-01 

Specification for a Portable Automatic 
Calibration Tracker /PACT/ 

S-536-P-0003 05-01 

Star Tracker /Back-Up Model/ for Use in 
Stabilization and Control Subsystem, 

Orbiting Astronomical Observatory 
S- 623-0 AO- 00 16 05-01 

TRACKING 

Procurement Specification for 40-Foot Data 
Acquisition Antenna System Tracking 
Receiver 

S-500-P-0004 05-01 

Performance Specification for Tracking Data 
Processor System 

S-500-P-0025 05-01 

Tracking Combiner Performance Specifications 

S-500-P-0101 05-01 

Equipment Procurement Specification- Angle 


Tracking Receiver 

S-500— P—0214 05-01 

Performance Specifications for Acquisition 
Tracking Receiver 

S— 500-P-0220 05-01 

130-140 Megacycle Tracking Receiver 
Performance Specification 

S— 500— P—0301 05-01 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Tracking Antenna 

S-50Q-P— 0418 05-01 

Tracking Combiner Performance Specifications 

S-523-P— 0101 05-01 

Specification for a Computer/Controller 
Subsystem of an Optical Tracking System 
S-524-P— 2 05-01 

Satellite Tracking and Data Acquisition 
Network Timing System '/Amendment 1/ 

S-531-P-0 129 05-01 

Satellite Tracking and Data Acquisition 
Network Timing System Specification 
S-531-P-0267 05-01 

Performance Specification- 130 to 140 Megacycle 
Traoklng Receiver 

S-531-P-6 05-01 

Specification for Electric Power Facilities 
Building, Blossom Point Radio Tracking 
Facility Blossom Point, Maryland 

S— 532— P-0037 05-01 

Specification for Construction Road and 


Antenna Foundation for Satellite Tracking 
Antenna Receiver Data Acquisition Facility, 

East Grand Forks, Minnesota 

S-532-P-0041 05-01 

Specifications for Satellite Tracking 

Antenna Receiver Facility, No, 2 Rosman 
Department of Air Force, Rosman, North 
Carolina 

S-532-P-3 05-01 

Specification for Satellite Tracking Antenna 
Receiver 2, Data Acquisition Facility, 

Quito, Ecuador 

S-532-P-4 05-01 

Specification for Telemetry Building and 
Satellite Tracking Antenna Receiver 
Facility, Goldstone, California 

S-532-P-7 05-01 

Satellite Tracking and Data Acquisition 
Network Facility, Madagascar 

S-532-P-9 05-01 

Specification for Satellite Tracking Antenna 
Facilities /Receiver 2 and Command 2/ Ulaska 
Data Acquisition Facility, Gilmore Creek, 

Alaska 

S-532-P-10 05-01 

Specification for Operations Building, 

Satellite Tracking Antenna Receiver, and 
Related Facilities, National Aeronautics and 
Space Administration Radio Tracking 
Facility, Fort Myers, Florida 

S-532-P— 12 05-01 

Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 
S-532-P— 15 05-01 

Generator Building National Aeronautics Space 
Administration Satellite Tracking Station 
Quito, Ecuador 

S-532-P-26 05-01 

Grounding System Requirements for Satellite 
Tracking and Data Acquisition Network 
St at i ons 
S-533-P-11 

Satellite Tracking and Data Acquisition 
Network Spare Parts Program 

S-535-P-1 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S-536-P-0004 

Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 
S — 536— P-0 009 

Exhibit A, Goddard Space Flight Center 
Specification for Narrow Band Tracking 
Filter 
S-536-P-1 


05-01 

05-01 

05-01 

05-01 

05-01 
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TRANSISTOR 


National Aeronautics and Space Administration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Satellite Tracking and Data Acquisition 
Network Facilities 

S— 537— STD— 0266 05-01 

Model 3403D Tracking Receiver- Acceptance 
Test Procedure and Data Sheet 

S— 553— P-0033 05-01 

Spacecraft Tracking v Telemetry, and Command 
Subsystem 

S— 625— REL-0140 05-01 

Specification for Astrodome-Type Shelter 
/with Air Conditioning/ for Optical 
Tracking Instruments, 07/23/64 


TRAILER 


10-03 


Goddard Space Flight Center Specification for 


a Semi— Trailer Electronic Equipment Van 
S-524-P-3 05-01 

Advanced Technology Satellite Transportable 
Terminal Utility Trailer Specification 
S— 533 P—5 05 — 01 

Apollo Transportable Facility for Grand 

Bahama Island Utility Trailer Specification 
S-552-P-1 05-01 

Apollo Transportable Facility for Grand 

Bahama Island Living and Sleeping Quarters 
Trailer Specification 

S-552-P-2 05-01 

Environmental Control System for Orbiting 
Astronomical Observatory Transport Trailer 
and Experiment Shipping Container 
S— 623— 0A0— 0018 05-01 

TRAINING 

Documentation Checkers, Training, Qualifying, 
and Certification of, 7/19/65 

10M01807 08-01 

TRAJECTORY 


Antenna Assembly, Missile Trajectory 

Measurement, Model 802, Specification for 

03/18/1965 

50M60129 

Antenna Assembly, Missile Trajectory 

Measurement, Model 803, Specification for 
03/18/1965 
50M60130 
TRANSDUCER 

Technical Specification for Bi-Directional 
Differential Pressure-Transducer 


08-01 


08-01 


Transducer, High Pressure, Hydraulic, 
Specification for 10/25/1962 
10M01629 

Pressure, Transducer Unit, Type 2-11, 
Specification for 10/23/1963 
50M60063 

Pressure Transducer Unit, Type 2-12, 
Specification for 10/23/1963 
50M60064 

Temperature Transducer Assembly, Resistance 
Type 8, Specification for 07/22/1964 
50M60080 

Vibration Accelerometer Transducer, 
Specification for 02/12/1965 
50M60257 

Vibration Accelerometer Transducer, 
Specification for, 03/26/1965 
50M60269 

Transducers, Pressure Specification for 
04/19/1965 
50M60290 
TRANSFER 


10-03 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


Specifications for Four-Port Coaxial 
Switch 

S— 530— P—0012 

Switch, Motor-Driven, Power Transfer 
Specification for, 10/05/65 
40M2101 0 
TRANSFORMER 


Transfer 

05-01 

08-01 


Qualification Testing of Transformers Power, 

Four to Eight Kilocycle Toroidal, 3/29/66 
GMI— 50549— GEN 11-01 

Transformer Specification 

S— 532— P—0004 05-01 

Sterilization Test Program, Transformers and 
Inductors, 12/02/65 

ZPP— 2124— GEN— A 11-01 

Spacecraft Electronic Components Transformers 


and Inductors Audio, Power, and High Power 


Pulse, 8/19/65 

ZPP— 2737-GEN 11-01 

Spacecraft Electronic Components Transformers 
and Inductors Radio Frequency, Intermediate 
Frequency, and Low Power Pulse, 8/10/65 
ZPP— 2738— GEN 11-01 

Qualification Testing Requirements for Low 
Frequency Inductors and Transformers, 

4/22/66 

ZPQ-2 437-GEN 11-01 

Video Transformer, Specification for, 

02/26/65, E0-1 , 05/17/65, EO-2, 07/27/65, 

EO-3, 01/05/66 

50M60038A 08-01 

TRANSISTOR 

Semiconductor Devices, S2N1724 and S2N1724I, 
06/25/66 

MSFC— SPEC— 338/100 A 08-01 

Transistors, Silicon, NPN, S2N335B 12/13/1963 

MSFC-SPEC— 338/101 08-01 

Transistor, Silicon, NPN, S2N338B 12/13/1963 

MSFC-SPEC-338/1 02 08-01 

Transistors, Silicon, PN, Unijunction, 

S2N491B and S2N2419B 12/13/1963 

MSFC— SPEC-338/ 103 08-01 

Transistor, Silicon, NPN, S2N657A 12/13/1963 

MSFC— SPEC— 338/104 08-01 

Transistor, Silicon, Planar, NPN, S2N697 
12/13/1963 

MSFC-SPEC— 338/105 08-01 

Transistor, Silicon, Planar, NPN, S2N708 
12/13/1963 

MSFC-SPEC— 338/106 08-01 

Transistors, Silicon, NPN, S2N718A and 
S2N1613 02/17/1963 

MSFC-SPEC-338/1 07 08-01 

Transistors, Silicon, PNP, S2N722 and 
S2N1132 12/13/1963 

MSFC-SPEC-338/1 08 08-01 

Transistor, Silicon, NPN, S2N1514 12/13/1963 

MSFC-SPEC— 338/109 08-01 

Transistor, Silicon, NPN, S2N834 12/13/1963 

MSFC-SPEC-338/1 10 08-01 

Transistor, Silicon, Planar, NPN, S2N910 
12/13/1963 

MSFC— SPEC-338/111 08-01 

Transistor, Silicone, Planar, NPN, S2N918 
12/13/1963 

MSFC-SPEC-338/1 12 08-01 

Semiconductor Devices S2N930 and S2N2586, 

09/09/66 

MSFC-SPEC-338/1 13A 08-01 

Transistor, Silicon, NPN, S2N2034A 12/13/1963 

MSFC— SPEC— 338/114 08-01 

Transistor, Silicon, NPN, Planar, S2N2102 
12/13/1963 

MSFC-SPEC— 338/115 08-01 

Transistor, Silicon, Planar, PNP, S2N2412 
12/13/1963 

MSFC-SPEC— 338/116 08-01 

Semiconductor Devices, S2N1016D and S2N3432, 
09/24/65, Amendment 1, 10/28/66 

MSFC-SPEC— 338A/117B 08-01 

Semiconductor Devices, S2N2126 and S2N2772, 
09/30/65 

MSFC-SPEC-338/1 18A 08-01 

Transistor, Silicon, NPN, S2N1486 12/13/1963 

MSFC-SPEC— 338/119 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN51, General 
Specification for 03/01/1965 

MSFC-SPEC— 451 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN511, General 
Specification for 03/01/1965 

MSFC-SPEC— 451/1 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN513, General 
Specification for 03/01/1965 

MSFC— SPEC-4 51/2 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN514, General 
Specification for 03/01/1965 

MSFC— SPEC— 451/3 08-01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN515, General 
Specification for 03/01/1965 

MSFC-SPEC— 451/4 08-01 
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TRANSMISSION 


SUBJECT INDEX 


Specification for 10W, 1000 Megacycle 
Transistor 

S-522-P-0004 05—01 

Specifications for Transistors 

S-630-P-0147 05-01 

Goddard Space Flight Center Specification 
-High Reliability Transistor Silicon PNP, 

Type SP-100 

S-631-0-0010 05-01 

Screening Specification for Transistors 

S-716-P-4 05-01 

Screening Specification for Transistor 
G2nl724/I 

S-716-P-5 05-01 

Screening Specification for Transistor GMHH 
2201 

S-716-P-8 05-01 

Screening Specification for Transistor G2N3350 
S— 716-P-9 05-01 

Spacecraft Electronic Components Transistors 
/HI-REL/, 2/04/64 

ZPH-2051— GEN-B 11-01 

Spacecraft Electronic Components, 

Transistors /High Reliability/, 2/25/65 
ZPH— 2251-GEN-A 11-01 

Spacecraft Electronic Components Transistors, 
2/23/65 

ZPP— 2751— GEN 11-01 

Qualification Testing Requirements Methods and 
Procedures for Transistors, 1/21/66 
ZPQ— 2451— GEN 11-01 

Transistor, PNP Dual-Chip Differential, 

High Frequency, Type SP494, Specification 
for, 03/24/65, ED-1, 04/13/66 

50M60235 08-01 

Transistor, Silicon, Precision, Type SP2N861, 
Specification for, 03/24/65, EO-1, 03/28/66, 

ED-2, 05/16/66 

50M60236 08-01 

Transistors, NPN, Silicon, Types 2N910, 

2N930 , and 2N1482 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-S-19500/ , 4/07/66 

50M60365 08-01 

Transistors, PNP, Silicon, Types C920-1, 

C920-A, and C920-AA with Weldable Leads, 
Specification for, 11/17/66 

50M60366 08-01 

Transistor, PNP, Type 577S2 with Weldable 
Leads, Specification for, 10/18/66 
50M60367 08-01 

Transistor, PNP, Type 75P2B with Weldable 
Leads, Specification for, 10/19/66 
50M60368 08-01 

Differential Amplifier, Transistor, NPN, Type 
301K5 with Weldable Leads, Specification 
for, 11/17/66 

50M60369 08-01 

Transistor NPN, Silicon, Type 2N2432 with 

Weldable Leads, Specification for, 10/05/66 
50M60370 08-01 

Transistor, PNP, Silicon, Type 2N936 with 

Weldable Leads, Specification for, 10/19/66 
50M60371 08-01 

Transistor, PNP, Type NS1223 with Weldable 
Leads, Specification for, 10/13/66 
50M60372 08-01 

Transistor, PNP, Silicon, Type 2N3251 with 
Weldable Leads, Specification for, 10/19/66 
50M60373 08-01 

Transistor, PNP, Silicon, Type T6153 with 

Weldable Leads, Specification for, 10/18/66 
50M60374 08-01 

Transistor, Field Effect, Type 2N3436 with 

Weldable Leads, Specification for, 10/05/66 
50M60375 08-01 

Transistors, N-Channel Junction, Silicon, 
Field-Effect, Type (J162 with Weldable 
Leads, Specification for, 10/17/66 
50M60401 08-01 

Transistors, Silicon, PNP, Types S2N722 and 
S2N1132 with Weldable Leads, Specification 
for /Cower Sheet to Specification 
MSFC-SPEC-338/108/, 10/17/66 

50M60402 08-01 

Transistors, Silicon, NPN, Type S2N2102 with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MSFC-SPEC-338/115/, 
10/17/66 


50M60403 08-01 

TRANSMISSION 

Data Transmission Verification Converter 

ESD— 106009 09-03 

Functional Specification for High Power 
Transmission Line and Control Cable 
Assembl i es 

S-525— P-0021 05-01 

Support for the Transportable Automatic Picture 
Transmission Ground Station 

S-653— P-15 05-01 

Specification for Video Data Transmission 
Equipment, 05/13/65 /PR 98520-8/ 

10-03 

Specifications for a Analog Data Transmission 

Systems /PR 14363-1/ 10-03 

Networks, Passive, Printed Transmission Line 
Section, Standard for* 11/18/1964 
50M60233 08-01 

TRANSMITTER 

Shipboard Unified S-Band System Transmitter 
Voltage Controlled Oscillator Counter 
S— 506— P-6 05-01 

Very High Frequency Command Transmitter 
Preliminary Specification 

S— 523— P-0401 05-01 

Specification for 5 Kilowatt Amplitude 
Modulated Satellite Interrogation 
Transmitter 

S— 530— P-0010 05-01 

Performance Specification- 235 Megacycle 
Collimation Transmitter 

S-531-P-8 05-01 

Low Power Satellite Interrogation Transmitter 

S-533-P-3 05-01 

Specification for 1700 MC Transmitter 

S-536— P-0006 05-01 

Specification for a 400 MC Transmitter 

S-536— P-0 007 05-01 

Specification for Frequency Modulated 5 Watt, 

400 Megacycle Solid State Transmitter 
S-621— P-0001 05-01 

Projeot Relay Performance Requ I rement s- 
Spacecraf t Telemetry Transmitter 

S-625-REL— 0145 05-01 

S-Band Transmitter 

S-652-P-5 05-01 

Interrogation, Recording, and Location 
Subsystem Transmitter 

S-731-P-B 05-01 

Solid State S-Band Transmitter 

S-733-P-1 05-01 

Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 02/09/65, E0-1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60039B 08-01 

Transmitter, Television, Space Vehicle, 
Specification for 02/03/1964 

50M60049 08-01 

Transmitter, Telemetry, Vacuum Tube or Hybrid, 
Frequency Modulated /Very High Frequency/, 
Specification for, 07/08/64, EO-1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

10/05/65, EO-5, 01/05/66, EO-6, 07/06/66 

50M60072A 08-0] 

Transmitter, Minitrack, Saturn IB and Saturn 

V Space Vehicle, Specification for 

04/16/64, E0-1 05/25/64 

50M60107 08-0: 

Transmitter, Minitrack, Saturn IB and Saturn 

V Space Vehicle, Checkout Procedure for 
07/14/1964 

50M60108 08-0 

Transmitter, Telemetry, Solid State, Frequency 
Modulated /Very High Frequency/, 

Specification for, 12/10/64, EO-1, 05/17/65, 

EO-2, 10/05/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50M60230 08-0 

Transmitter, Television, S Band System, 
Specification for, 2/04/66 

50M60243 08-0 

Transmitter, Telemetry, Frequency Modulated, 

Ultra High Frequency, Specification for, 

9/09/66 

50M60321 08-0 

Deep Space Instrumentation Facility, Ground 
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SUBJECT INDEX 


TUBE 


Equipment, Transmitter, 29,668-Megacycle 
Very Stable Voltage Controlled Oscillator, 

Golds tone Duplicate Standard, 2/20/62 
9915-GEN 11-01 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29.668-Megacycle 
Very Stable Voltage Controlled Oscillator, 

MTS, 3/06/62 

9917-GEN 11-01 

TRANSMITTING 

Antenna System, Offset Doppler Frequency, 
Transmitting, Model 405, Checkout Procedure 
for 11/04/1964 
50M60135 
TRANSPARENCY 

Specification for a Two-by-Two Inch Data 
Transparency Illuminator /PR 14387-1/ 

TRANSPARENT 

Film, Transparent, Plastic, LOX Compatible, 

Gas and Contamination Barrier, 8/01/66 
MSFC-SPEC— 456 
TRANSPONDER 


08-01 

10-03 

08-01 


Acoustic Transponders - A Component of the 
Sonar Beacon Reference System 

S-512-P-2 05-01 

Goddard Range and Range Rate Transponder Test 
Set Specification 

S-522— P-0002 05-01 

Microelectronic Oscillator Range and Range 
Rate Transponder 

S-522— P—0003 05-01 


Goddard Range and Range Rate System Enhanced 
S-Band Transponder Specification, Exhibit 


A 

S-531— RR-0003 05-01 

Omega Position Location Equipment /QPLE/ 

Satellite Transponder Study 

S-731-P— 21 05-01 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Checkout Procedure for, 
11/07/1963 

50M60024 08-01 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Specification for, 

10/08/1963 

50M60025 08-01 

Transponder, C Band, Radar, Specification for 
11/12/1964 

50M60174 08-01 

Transponder, C Band, Radar, Checkout 
Procedure for 11/12/1964 

50M60175 08-01 

TRANSPORT 

Video Distribution and Tape Transport Control 
Unit 

ESD— 106088 09-03 


Electronic Moving Van for Transport of 
Spacecraft, 12/18/64 

GM0-50385— GEN 11-01 

Environmental Control System for Orbiting 
Astronomical Observatory Transport Trailer 
and Experiment Shipping Container 
S-623-0A0— 0018 05-01 

TRANSPORTABLE 


Advanced Technology Satellite Transportable 
Terminal Utility Trailer Specification 
S-533-P-5 05-01 

Apollo Transportable Facility for Grand 

Bahama Island Utility Trailer Specification 
S-552-P-1 05-01 

Apollo Transportable Facility for Grand 

Bahama Island Living and Sleeping Quarters 
Trailer Specification 

S-552-P-2 05-01 

Exhibit A, Specification for Transportable 
Dual 500— Wat t/10 Kilowatt Ultra High 
Frequency Command System 

S-553— P—0029 05-01 

Support for the Transportable Automatic Picture 
Transmission Ground Station 

S-653— P-15 05-01 

TRAP 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Electron Trap 
S-615— P— 12 05-01 

TREATED 


Aluminum Alloy Forgings, Premium Quality, 


Heat Treated, Specification for, 03/31/64, 
Amendment 1, 09/08/64 QPL-144-1, 07/26/65 

MSFC-SPEC-144B 08-01 

TREATMENT 


Pre-Treatment /Etching/ of Teflon Surfaces 
Prior to Potting Process 

MSC-Q-3 09-03 

Epoxy Treatment of Aluminum and Magnesium 
Castings for Pressure Sealing, Procedure 
for 04/07/1964 

MSFC-PROC-371 08-01 

Single Bituminous Surface Treatment 

S— 532-P-O 025 05-01 

Methods of Treatment for Hydrogen Peroxide 
Components, 08/10/61 

05-4 04-01 

TRICHLOROETHANE 

Solvent, 1, 1, 1 - Trichloroethane, High 
Purity, Inhibited, 7/11/66 

MSFC— SPEC-471 08-01 

TRICHLOROETHYLENE 

Cover Sheet to 0-T-634a /Trichloroethylene, 
technical/ 08/10/1962 

MSFC— SPEC— 217 08-01 

TRIMMING 


Sterilization Test Program Variable Trimming 
Resistors /Procedure No. 674/3-A/, 10/22/65 

ZPP— 2103-GEN 11-01 

Sterilization Test Program Variable Trimming 
Resistors /Phase II/, 1/19/67 

ZPP-2109-GEN-A 11-01 

TRIPLE 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/16B 08-01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/37B 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC— 332/45B 08-01 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/52B 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/101A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/1 06 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/1 10 A 08-01 

TRUCK 

Specification for Three Truck Mounted 
50-Foot Service Towers 

S -532-P-O 042 05-01 

Nobile Service Truck Unit, RJ-1 and Sodium 
Nitrite, Specification for 01/30/1964 
10M01765 08-01 

TUBE 

Alphanumeric Cathode Ray Tube Display 

ESD-106006 09-03 

Interim Alphanumeric Cathode Ray Tube Display 

ESD— 106016 09-03 

Fittings, Flared Tube /Premium Quality/, 

Pressure Connections, Specification for, 
02/10/65, Amendment 5, 09/21/66, QPL-143-1, 

01/10/66 

MSFC-SPEC-143B 08-01 
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TUBING 


SUBJECT INDEX 


Fittings /Pressure Connection/, Flared Tube, 
Specification for, 02/13/62, Amendment 1, 
09/27/65 

MSFC— SPEC-171 08-01 

Flared Tube Fittings, Handling, Protection, 
and Packaging of 03/09/1965 

HSFC-STD-343/1 08-01 

Qualification Testing, Separable Tube 
Connectors, 04/27/64, Amendment 1, 

03/05/65 

HSFC— STD— 362 08-01 

Specification for Image Dissector 

Photomultiplier Tube Using a Channel 
Multiplier Section 

S— 630— P-0144 05-01 

Specifications for Alternating Current Vacuum 
Tube Vol teeter /PR 32326-1/ 

10-03 

Cover Sheet for Marshall Space Flight Center- 
SPEC-171 /Fittings, Pressure Connections, 

Flared Tube/ 06/25/1964 

10M01705 08-01 

Transmitter, Telemetry, Vacuum Tube or Hybrid, 
Frequency Modulated /Very High Frequency/, 
Specification for, 07/08/64, E0-1 , 05/17/65, 

ED— 2, 07/15/65, EO-3, 07/15/65, EO-4, 

10/05/65, ED-5, 01/05/66, EO-6, 07/06/66 

50M60072A 08-01 


Tube, Forming, Standard for 06/23/1960 

10419959 08-01 

TUBING 

Welding of Stainless Steel and Invar Pipe, 

Tubing, and Associated Fittings, 08/01/66 
KSC-W-179 10-01 

Welding of Aluminum Alloy Pipe, Tubing and 
Associated Fittings, 08/01/66 

KSC-W-180 10-01 

Tubing, Steel, Corrosion-Resistant /Type 304 
and 304L/, Seamless, Specification for 
12/23/1964 

HSFC-SPEC-131C 08-01 


Polytetrafluoroethylene /Teflon/ Molded and 
Extruded Parts, Sheets, Rods, and Tubing, 
Specification for, 07/20/62, Amendment 1, 


09/20/65 

MSFC-SPEC— 236 08-01 

Tubing, Steel, Corrosion and Heat-Resistant 
/18-8 Stabilized/, Type 321 and 347, 
Specification for 04/23/1963 

MS FC-S PEC-248 08-01 

Tubing, Heat Reactive, Installation of. 

Procedure for 04/19/1963 

HSFC-PROC-273 08-01 

Tubing, Heat Reactive, Specification for 
02/17/1965 

MSFC-SPEC-276A 08-01 

Tubing, Steel, Corrosion-Resistant, Type 316, 
Seamless, Specification for 06/28/63, 

EQ-1, 03/29/64 

10H01734 08-01 


Platinum-Ruthenium Alloy /Platinum 90- 

Ruthenium 10/, Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/18/1963 
10M01756 08-01 

Gold, Silver, Platinum Alloy /Gold 69-Silver 
25-Platinum 6/, Strip, Sheet, Tubing, and 
Rod, Specification for 12/18/1963 
10H01757 08-01 

Gold, Silver, Zinc, Platinum, Copper Alloy 
/Gold 71. 5-Silver 4.5-Zinc 1-Platlnum 8.5- 
Copper 14.5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 
10M01758 08-01 

Gold, Platinum Alloy /Gold 98-Platinum 2/ 

Strip, Sheet, Tubing, and Rod, 

Specification for 12/31/1963 

10M01759 08-01 

Platinum, Iridium Alloy /Platinum 85-Iridium 
15/, Wire, Strip, Sheet, Tubing, and Rod, 
Specification for 12/18/1963 

10H01760 08-01 


Silver, Coin /Silver 90-Copper 10/, Sheet, 

Strip, Rod, and Tubing, Specification for 
12/18/1963 

10M01761 08-01 

Gold, 10 Carat, /Gold 41.7-Copper 36. 2-Silver 
12.8-Zinc 9.3/* Sheet, Strip, Rod, and 
Tubing, Specification for 12/18/1963 
10H01764 08-01 


TUNABLE 

Specifications for Tunable Telemetry 
Subcarrier Discriminator /PR 13577-1/ 

10-03 

TUNING 

Specifications for Spectrum Analyzer /Tuning 
Unit/ III 

S-530— P-0013 05-01 

Specification for Spectrum Analyzer /Tuning 
Unit/ II 

S-530-P-0014 05-01 

Specification for Spectrum Analyzers /Tuning 
Unit/ I 

S— 530— P-0015 05-01 

TURBINE 

Switchgear and Gas Turbine Generator Sets 
for Mojave Site 

S-532— P-13 05-01 

Flowmeter, Volumetric, Turbine Type, 

50N60081 A 08-01 

TURBOPUNP 

Filter, Lube System, Turbopump, H-l Rocket 
Engine 06/08/1961 

10H01364 08-01 

TURRET 

Terminals Bifurcated and Turret, Swage Type 
and Standoff, Insulated Screwtype, 

Terminals, Solder Pot, Swage Type 
07/01/64, Amendment 2, 10/05/64 

MSFC-SPEC-278A 08-01 

TWISTED 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/16B 08-01 

Cable, Electrical, 7 Conductor, I Unshielded, 

3 Pair Twisted and Shielded, American Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 

MSFC-SPEC-332/32B 08-01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/37B 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, American 
Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/44B 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/45B 08-01 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 
MSFC-SPEC-332/46B 08-01 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/52B 08-01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/57B 08-01 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC-SPEC-332/60B 08-01 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/61B 08-01 

Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/79B 08-01 
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UNSHIELDED 


Cable, Electrical, 10 Conductor, 2 Pair 
Twisted and Shielded and 6 Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/96A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC-SPEC-332/98A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC— SPEC— 332/1 00 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC— SPEC-332/ 1 01 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC— SPEC— 332/102 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC— SPEC-332/ 103 A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC— SPEC-332/ 104 A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC— SPEC-332/ 105 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC-SPEC-333/106A 08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC— SPEC-332/ 108 A 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC— SPEC-332/ 109 A 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

HSFC-SPEC— 332/110 A 08-01 


U 

ULLAGE 

Ullage Hotor, S-II Stage, Test Specification 
for, 6/23/66, ED-1, 7/22/66 

10H01817 08-01 

ULTRA 

Ultra High Vacuum Electronic Pump 

S-322-P-4 05-01 

Development of a 1700 Megacycle, Ultra-Low- 
Noise Parametric Amplifier/Converter System 
S— 500— P—0419 05-01 

Exhibit A, Specification for Transportable 
Dual 500-Wat t/10 Kilowatt Ultra High 
Frequency Command System 

S— 553— P—0029 05-01 

Ion Pumped Ultra High Vacuum System 


S— 630-P— 0 150 05-01 

Specification for Ultra-High Vacuum System 

S-630-P-0159 05-01 

Specifications for Ultra High Frequency 
Amplitude Hodul ated/Frequency Hodulatton 
Signal Generator 10-03 

Radio Frequency Assembly, Model III, 

Telemetry, Pulse Code Nodulated, Ultra 
High Frequency, Specification for, 9/09/66 
50M60320 08-01 

Transmitter, Telemetry, Frequency Nodulated, 

Ultra High Frequency, Specification for, 

9/09/66 

50H60321 08-01 

ULTRASONIC 

Testing, Ultrasonic, Aluminum Alloy Plate, 
Specification for 12/10/1963 

NSFC-SPEC-283 08-01 

ULTRAVIOLET 

Purchase Specification for an Ultraviolet 
Flame Detector Launch Complex 34 and 37, 

12/01/66 

KSC-SPEC— H— 002 10-01 

Backscatter Ultraviolet /BUV/ Instrument for 
Use on the Nimbus D Spacecraft and on the 
Aerobee 150A Sounding Rocket 

S— 623— P—1 05-01 

Monitor of Ultraviolet Solar Energy /Muse/ 
Instrument- Nimbus B, Aerobee 150, Aerobee 
150 A 

S— 652— P— 6 05-01 

UNDIMENSIONED 

Master Drawings and Patterns, Undimensioned, 
General Requirements, 02/03/65, Amendment 
1, 04/09/65 

MSFC-STD— 420 08-01 

UNFIRED 

Material, Unfired, Ceramic, Thermal 
Insulation for Radiant Heating, M-31, 
Specification for, 03/04/63, Amendment 1, 
06/28/63 

MSFC-SPEC— 197A 08-01 

UNIFIED 


Shipboard Unified S-Band System Transmitter 
Voltage Controlled Oscillator Counter 
S— 506— P-6 05-01 

UNIJUNCTION 

Transistors, Silicon, PN, Unijunction, 

S2N491B and S2N2419B 12/13/1963 

MSFC-SPEC— 338/103 08-01 

UNIVERSAL 

Goddard Space Flight Center Specifications 
Universal Pulse Frequency Modulation 
Simulator 

S-521-P-2 05-01 

Specification for a Universal Comb-Filter 
Processing for Pulse Frequency Modulation 
Telemetry Signals 

S-522— P—0011 05-01 

Specification for Universal Electrical 
Measuring Instrument /Precision/ 

/Alternating Current-Direct Current 
Portable/ 

S— 530-P-0 024 05-01 

Universal Automatic Tape Search Unit- 

Technical Exhibit 10-03 

Universal Inter-Rack Cabling System 

/K—EF3— 64-10/ 11/16/64 10-03 

UNSHIELDED 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/ IB 08-01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/2B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/3B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/4B 08-01 

Cable, Electrical, 3 Conductor, Unshielded, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/5B 08-01 
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Cable, Electrical, 4 Conductor, Unshielded, 

Auer icon Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/6B OS 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/8B 0E 

Cable, Electrical, 4 Conductor, Unshielded, 
Aaerican Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/9B 0£ 

Cable, Electrical, 4 Conductor, Unshielded, 
Aaerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/10 B Of 

Cable, Electrical, 19 Conductor, Unshielded, 
Aaerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/13B Of 

Cable, Electrical, 39 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16 and 20, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC— 332/1 4B Of 

Cable, Electrical, 39 Conductor, Unshielded, 
Aaerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/1 5B Of 

Cable, Electrical, 61 Conductor, Unshielded, 
Aaerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/18B 01 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/19B 01 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/2 0B 01 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/21B 0 

Cable, Electrical, 4 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/22B 0 

Cable, Electrical, 4 Conductor, Unshielded, 
Aaerican Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
M S FC- S PEC-3 3^/2 4 B 0 

Cable, Electrical, 5 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/29B 0 

Cable, Electrical, 6 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/30B 0 

Cable, Electrical, 7 Conductor, I Unshielded, 

3 Pair Twisted and Shielded, Aaerican Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 

MSFC-SPEC-332/32B 0 

Cable, Electrical, 10 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/38B 0 

Cable, Electrical, 37 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/41B 0 

Cable, Electrical, 37 Conductor, Unshielded, 
Aaerican Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/43B C 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, Aaerican Wire Gauge Size 6, 12, 
and 18, Polyethylene and Butyl Rubber 
MSFC-SPEC-332/46B C 

Cable, Electrical, 60 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/48B < 

Cable, Electrical, 60 Conductor, Unshielded, 


Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/50B 0£ 

Cable, Electrical, 8 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/66B 0£ 

Cable, Electrical, 10 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/67B 01 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 12, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/68B 01 

Cable, Electrical, 54 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/69B 01 

Cable, Electrical, 13 Conductor, Unshielded, 
Aaerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/74B 0) 

Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC— 332/79B 0 

Cable, Electrical, 32 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/84B 0 

Cable, Electrical, 2 Conductor, Unshielded, 
Aaerican Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/89B 0 

Cable, Electrical, 2 Conductor, Unshielded, 
Aaerican Wire Gauge Size 1/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/90 B 0 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/91B 0 

Cable, Electrical, 2 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/92B C 

Cable, Electrical, 6 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/93B < 

Cable, Electrical, 4 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/94B < 

Cable, Electrical, 10 Conductor, 2 Pair 
Twisted and Shielded and 6 Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/96A « 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC- SPEC-332/97 A 1 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/ 112 A 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 14, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/113A 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 2, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/114A 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 2/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/ 11 6A 

UPPER 

Filter, Mechanical, 455 Kilocycle, Upper 
Sideband Ferrite Drive Selector, 
Specification for 08/06/1963 
50M60009 

UTILITY 

Advanced Technology Satellite Transportable 
Terminal Utility Trailer Specification 
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VALVE 


S-533-P-5 05-01 

Apollo Transportable Facility for Grand 

Bahama Island Utility Trailer Specification 
S— 552-P-l 05-01 

UTILIZATION 

Computer, Propellant Utilization 9 

Specification for, 12/05/60, EO-1 10/23/60 
10419916 08-01 


V 


VACUUM 

Ultra High Vacuua Electronic Puap 

S— 322— P-4 05-01 

Design, Fabrication, and Installation of 
Princeton Optical Bench for the Twelve by 
Fifteen Theraal-Vacuua Chaaber 

S-325-P-7A 05-01 

High Vacuua Puaplng Module 

S— 630— P—0142 05-01 

Specification for a 10-Inch Vacuua Puaping 
Station 

S— 630— P-0143 05-01 

Ion Puaped Ultra High Vacuua Systea 

S— 630-P— 0150 05-01 

Specification for Ultra-High Vacuua Systea 

$-630— P—0159 05-01 

Requireaents for the Eighteen by Thirty Bell 
Jar Vacuua Theraal Systea 

S— 731-P-61 05-01 


Specifications for Alternating Current Vacuua 
Tube Voltaeter /PR 32326-1/ 

10-03 

Transaitter, Teleaetry, Vacuua Tube or Hybrid, 
Frequency Modulated /Very High Frequency/, 
Specification for, 07/08/64, EO-1, 05/17/65, 

EO-2, 07/15/65, EO-3, 07/15/65, EO-4, 

10/05/65, EO-5, 01/05/66, EO-6, 07/06/66 

50M60072A 08-01 

VALVE 

Valves, Pressure Regulating for Missile Use, 

General Specification for 05/04/1959 
ABMA-V-53 08-01 

Single Branch Explosively Actuated Valve 
Asseabl ies 

GME— 50335— GEN 11-01 

Valves and Control Devices, Handling, 

Protection, and Packaging of 03/09/1965 
MSFC— STD-343/ 2 08-01 

Valve Relief, Pneuaatic, Low-Pressure, 

10/20/66 

MSFC— SPEC— 461 08-01 

Valve, Main LDX^, /H-l Rocket Engine/, 

Reliability Test Requireaents 05/08/1961 
10M01000A 08-01 

Valve Asseably, Main Fuel, /H-l Rocket 
Engine/, Reliability Test Requirements 
05/06/1961 

10M01001 08-01 

Valve, Explosive Actuated /300 degrees F/, 

H-l Rocket Engine, Reliability Test 
Requireaents 05/26/1961 

10M01008 08-01 

Valve Asseably, Ignition, Monitor, H-l 
Rocket Engine, Reliability Test 
Requireaents 06/01/1961 

10M01019 08-01 

Valve, Main L0X, /H-l Rocket Engine/, 

Qualification 03/13/1961 

10M01020 08-01 

Control Valve, Fuel Container Pressurizing, 
Reliability Test Requlreaent 05/28/1961 
10M01025 08-01 


Check Valve, /1/4-Inch/, Reliability Test 
Requireaents 03/22/1961 

10M01034 08-01 

Valve, Check /3/8-Inch/, Reliability Test 
Requireaents 04/13/1961 

10M01035 08-01 

Control Valve, Reliability Test Requireaents 
06/12/1961 

10H01039 08-01 

Control Valve, MV-74V, Reliability Test 
Requireaents 04/01/1961 

10M01040 08-01 

Bottle Fill and Vent Valve, Reliability 
Test Requireaents 04/04/1961 

10M01041 08-01 

Valve, Pressure Regulating, Reliability Test 


Requireaents 06/30/1961 

10H01044 08-01 

Valve Asseably, Fuel Fill and Drain, 

Reliability Test Requireaents 04/04/1961 
10M01052 08-01 

Valve Asseably, L0X— Relief, Reliability 
Test Requireaents 03/31/1961 

10M01054 08-01 

Valve Asseably, LOX-Vent, Reliability Test 
Requireaents 

10M01055 08-01 

Valve, Check, Reliability Test Requirements 
04/07/1961 

10M01056 08-01 

Check Valve, Reliability Test Requireaents 
03/15/1961 

10 M0 1057 08-01 

Pressure Relief Valve, Reliability Test 
Requireaents 04/07/1961 

10M01059 08-01 

Valve Assembly, Fuel Vent, Reliability Test 
Requireaents 04/01/1961 

10M01060 08-01 

Fuel Safety Valve, Reliability Test 
Requirements 04/01/1961 

10M01061 08-01 

Valve Asseably, Preliminary Fuel, Reliability 
Test Requirements 04/04/1961 

10M01062 08-01 

Valve Asseably, LOX Preliminary, Reliability 
Test Requireaents 04/07/1961 

10M01063 08-01 

Valve Assembly, LOX Fill and Drain, 

Reliability Test Requireaents 04/03/1961 
10M01064 08-01 

Valve Asseably, Fuel Level Control, 

Specification for 08/09/1961 

10M01070A 08-01 

Valve, Fuel Safety, Specification for 

08/21/61, EO-1 12/10/61, EO-2 02/20/62, 

EO-3 05/25/62, EO-4 10/02/62 

10M01073A 08-01 

Cooling System Vent Valve, Solenoid Operated, 
Specification for, 08/30/61, EO-1 05/17/62 
10M01211 08-01 

Cooling Systea Relief Valve, Specification for. 
08/30/61, E0-1 A 07/25/62 

10M01212 08-01 

Check Valve, Fuel, H-l Rocket Engine, 

Reliability Test Requireaents 06/16/1961 
10M01365 08-01 

Check Valve, Liquid Oxygen, H-l Rocket 
Engine, Reliability Test Requirements 
06/13/1961 

10M01366 08-01 

Check Valve, LOX Done, H-l Rocket Engine, 
Reliability Test Requirements 06/28/1961 
10M01367 08-01 

Valve Asseably, Push Button, Bleed, H-l 
Rocket Engine, Reliability Test 
Requireaents 08/09/1961 

10M01450 08-01 

Valve, Calibration, Specification for 
12/20/1961 

10M01559 08-01 

Valve, Butterfly, 4-Inch, Motor Operated, 
Specification for, 01/30/62, EO-1 
06/01/62, EO-2 07/20/62, EO-3 04/02/63 
10M01575 08-01 

Valve, Butterfly, 2-Inch, Specification for 
01/30/62, EO-1 04/15/62, EO-2 06/01/62 
10M01580 08-01 

Valve, Control, Specification for, 11/07/62 

10M01614 08-01 

Valve Assembly, Solenoid Operated, 

Specification for, 01/23/63, EO-1 03/11/63, 
EO-2 09/16/63, EO-3 11/18/63 

10M01616A 08-01 

Valve, Check, Liquid Nitrogen, Cooling 

Systea, Specification for, 05/15/62, EO-1 
07/27/62 

10M01627 08-01 

Valve Asseably, Precooling, Check, 

Reliability Test Requireaents 08/28/1962 
10M01667 08-01 

Valve Asseably, Butterfly, 4-Inch, Motor 
Operated, Reliability, Specification for 
08/28/1962 

10M01668 08-01 
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Torque Valves, Threaded Fastener, Standard 
for, 1/26/66 

10M0171B 08-01 

Valve, Single-Solenoid, 2-Way, 2-Positlon 
/P/N 805764-10460/ Qualification Teat 
Specification, 12/08/66 

10M05060 08-01 

Valve, Check, Hydraulic /P/N 204022-19/ 

Qualification Test Specification, 12/08/66 
10M05072 08-01 

Valve, Single-Solenoid, 3-Way, 2-Position 
/P/N 803664-10469/ Qualification Test 
Specification, 12/08/66 

10M05074* 08-01 

Valve Assembly, LOX Relief, Specification 
for, 12/13/61, EO-5 04/28/62 

10419902A 08-01 

Valve, Check, Heat Exchanger, Specification 
for, 05/02/60, E0-7 05/07/62 

10419903 08-01 

Valve, Vent, Liquid Oxygen Container, 

Specification for, 05/19/60, EO-1, 12/06/60, 

EO-2, 06/29/61, E0-3A, 10/17/62, EO-4, 

10/17/62 

10419910 08-01 

Valve, Fill and Vent, Specification for, 

05/19/60, ED-1, 12/06/60, ED-2, 03/16/61, 

EO-3, 04/28/61, EO-4, 04/28/61, EO-5, 

06/26/61, EO-6, 07/12/61, E0-7, 08/11/61 

10419911 08-01 

LOX Replenishing Valve Assembly, Performance, 
Specification for, 05/02/60, EO-1, 12/06/60, 

EO-2, 02/21/62 

10419913 08-01 

Valve, Control, Pressurizing, Specification for 
07/18/60, E0-1 12/01/60, E0-2 04/05/61 

10419917 08-01 

Valve, Flow Regulating Constant, Specification 
for, 09/05/61, EO-5 10/02/62, EO-6 
12/26/62 
10419918A 

Valve Assembly, Check /3/4-Inch/, 

Specification for, 07/13/60, EO-1, 

EO-2, 05/10/62 

10419919 

Valve Assembly Solenoid Operated, 

Specification for, 07/12/60, EO-1, 

10419922 

Valve, Fuel, Safety, Containers, Specification 
for, 06/08/60, E0-1 11/29/61 

10419923 08-01 

Valve, Needle, Three Way, Specification for 
06/22/1960 

10419926 08-01 

Valve, Control, Specification for, 01/23/62, 

EQ-7, 03/08/62 

10419927A 08-01 

Valve, Vent, Motor Operated, Specification for 
06/10/60, EO-1, 09/30/60 

10419928 08-01 

Valve Assembly, LOX-Fill and Drain, 

Specification for, 12/28/60, ED-1, 04/28/61, 

ED-2, 06/24/61, EO-3, 01/24/62 

10419929 08-01 

Valve Assembly, Check, 1/4 Inch and 3/8 Inch, 
Specification for 07/15/1960 

10419934 08-01 

Valve Assembly, Fuel Fill and Drain, 

Specification for, 12/20/60 ED-1, 04/18/61, 

EO-2, 02/02/62 

10419937 08-01 

Valve, Fuel Vent, Specification for, 

12/15/60, EO-1, 04/28/61 

10419938 08-01 

Valve Assembly, Pressure Relief, 750 Pounds 
Per Square Inch Gravity, Specification for, 
08/16/60, EO-1, 12/18/61 


08-01 

05/16/61, 

08-01 

04/18/61 

08-01 


10419946 

Valve Assembly, Fuel Level Control, 
Specification for, 

10419947 


08-01 


12/28/60, EO-1, 


02/19/62 

08-01 

Valve, Control, Fuel Container Pressurizing, 
Specification for, 04/17/61, EO-2, 01/24/62 

08-01 


VAN 


10419972 

Electronic Moving Van for Transport of 
Spacecraft, 12/18/64 

GMO— 50385-GEN 11-01 

Goddard Space Flight Center Specification for 


a Semi-Trailer Electronic Equipment Van 
S-524-P-3 05-01 

VAPOR 

Coating, Vapor Barrier, M-31C, 

Specification for 04/12/1963 

MSFC-SPEC-199A 08-01 

VARACTOR 

Sterilization Test Program Varactor Phase II, 
11/04/66 

ZPP-2 106-GEN-A 11-01 

VARIABLE 

Sterilization Test Program Variable Trimming 
Resistors /Procedure No. 674/3-A/, 10/22/65 

ZPP— 2103-GEN 11-01 

Sterilization Test Program Variable Trimming 
Resistors /Phase II/, 1/19/67 

ZPP-2 109-GEN-A 11-01 

Qualification Testing Requirements for 

Variable Resistors /Lead-Screw Actuated/, 
11/07/66 

ZPQ— 2449-GEN 11-01 

Resistors, Variable, Wirewound, /Lead Screw 
Actuated/, /Style SRT/, Specification for, 
06/19/64, EO-1, 04/21/65, EO-2, 11/04/65, 

EO-3, 01/03/66 

50M60183 08-01 

Resistors, Variable, Nonwirewound /Lead Screw 
Actuated/, /Style SRJ/, Specification for, 
06/19/64, EO-1, 04/21/65, EO-2, 11/04/65, 

EO-3, 01/03/66 

50M60184 08-01 

VECTOR 

Actuator, Thrust Vector Control, Specification 
for, 06/17/63, EO-1 09/09/64 

10M01683 08-01 

Servoac tuator , Mechanical Feed-back, Thrust 
Vector Control, Saturn S-IC Stage, 

Specification for 05/15/1965 

50M35008C 08-01 

VEHICLE 

Programmed Apollo Checkout Equipment, 

Spacecraft Programmed Apollo Checkout 
Equipment, Launch Vehicle Computer Interface 
ESD-106038 09-03 

Contamination Control and Environmental 
Protection of Space Launch Vehicles and 
Associated Equipment, Procedure for 
03/29/1963 

MSFC-PROC-151 08-01 

Hydraulic Systems Components and Hydraulic 
Fluids for Space Vehicles, Cleaning, 

Testing, and Handling, Procedure for 
08/18/1965 

MSFC-PR0C-166C 08-01 

Finishes and Coatings for Corrosion Protection 
of Space Vehicle Structures and 
Associated Equipment, Standard for 
02/07/1962 

MSFC-STD-181 08-01 


Weight Documentation Form Completion, Space 
Vehicle, Procedure for 10/10/1962 
MSFC-PROC-208A 08-01 

Nitrogen, Space Vehicle Grade, Specification 
for 09/21/1964 

MSFC-SPEC-234 08-01 

Protective finishes for Space Vehicles, 

Structures and Associated Flight Equipment, 
Specification for, 02/28/63, Amendment 1, 
02/26/64 

MS FC- SPEC— 250 08-01 


Space Vehicles and Supporting Equipment, 

Applicable Documents, Listing for, 02/23/65 
MSFC-ADL-258B 08-01 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MSFC-SPEC— 259A 08-01 

Relays, Direct Current Hermetically Sealed, 
for Spaoe Vehicles and Ground Support 
Equipment, General Specification for, s 
Supplement IE, 9/16/66, QPL-339-4, 4/25/65, 

Amendment 2, 2/07/66 

MSFC-SPEC— 339 08-01 

Preservation, Packaging, Handling, and 
Shipping of Spaoe Vehicle Supplies and 
Associated Equipment, General Standard for 
03/09/1965 
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HSFC— STD-343 08-01 

Vehicle Configuration System, Data 

Requirements for, Marshall Space Flight 
Center, Data Center, 12/22/65, Notice 1, 
12/13/66 

MSFC-STD-417A 08-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Atlas-Agena, 

Thor-Agena, or Thrust-Augmented Thor-Agena 
Launch Vehicles 

S-320-A-1 05-01 

General Environmental Test Specification for 
Spacecraft and Components- Launch 
Environments Dictated by Delta Space 
Vehicle-3C and Thor-Augmented 
Launch Vehicles /Alleghaney Ballistics 
S-320-D-1 05-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Improved Delta 
Launch Vehicle /Delta Space Vehicle-3F, 

3G, and 3H/ 

S-320-D-2 05-01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Scout FW-4 and 
Scout X-258 Launch Vehicles 

S-320-S-1 05-01 

Specification for Gasoline Engine Driven 
Vehicle 

S— 525— P-0009 05-01 

Vehicle System Integration- Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory Spacecraft /S-18/ 

S— 623-0 AO- 0020 05-01 

Vehicle System Integration - Requirements and 
Restraints Document for the Orbiting 
Astronomical Observatory /S-18/ Spacecraft 
S— 623-0 AO-01 00 05-01 

Tagging of Saturn Vehicle Non-Flight Items, 
Procedure for, 01/22/63, E0-1 08/07/63 

10M01678 08-01 

Attaching Thermocouples to Saturn Vehicle 
Skins, Procedure for 09/16/1963 
10K01741 08-01 


08-01 


08-01 


Saturn Vehicle Data Book, Preparation and 
Publication of. Standard for 05/03/1965 
10H01769A 

Handbook, Saturn IB Vehicle, Preparation and 
Publication of. Standard for, 4/08/66 
10M01815 

Relays, DC, Hermetically Sealed, Established 
Reliability for Space Vehicles and Ground 
Support Equipment, Specification, 10/01/65 
40H37496 08-01 

Test Methods for Vehicle Measuring and 

Telemetry Electronic Parts, Assemblies, and 
Subsystems, Standard for, 06/22/66 
50M60005B 

Camera, Television, Space Vehicle, 

Specification for 02/03/1964 
50M60047 

Transmitter, Television, Space Vehicle, 
Specification for 02/03/1964 
50M60049 08-01 


08-01 


08-01 


Register, Video, Space Vehicle, Specification 
for 09/22/1964 

50M60051 A 08-01 

Transmitter, Minitrack, Saturn IB and Saturn 

V Space Vehicle, Specification for 

04/16/64, E0-1 05/25/64 

50M60107 08-01 

Transmitter, Minitrack, Saturn IB and Saturn 

V Space Vehicle, Checkout Procedure for 
07/14/1964 

50M60108 08-01 

Environmental Test Methods for Vehicle 

Measuring and Telemetry Electronic Parts, 
Assemblies, and Subsystems, Standard for, 

6/26/66 

50M6303A 08-01 


Electropolishing Saturn Ducting for Space 
Launch Vehicles, Specification for 
10/21/1963 

95M01101 08-01 


Precipitation Hardening /Aging/ and Forming 
Tank Skin Segments for S-IC Stage of 
Saturn V Vehicle, Specification for 


08/13/1963 

95M01301 08-01 

Hydraulic Bulge-Forming of 54-Inch Center 
Pieces for S-IC Stage of Saturn V Vehicle, 
Specification for 08/13/1963 

95M01400 08-01 

Machining of Tank Skin Segments for S-IC 
Stage of Saturn V Vehicle, Specification 
for 08/13/1963 

95M01500 08-01 

Environmental Protection of Vehicle and Support 
Equipment Components and Assemblies, 
Specification for 07/01/1960 

10419900 08-01 

Packaging and Packing of Parts /Repair Parts 
and Components for Space Vehicles/, 

Specification for 05/16/1960 

10509302 08-01 

VEHICLEBORNE 

Converter, Anal og-to-Di gi tal , Subassembly, 
Vehicleborne, Pulse Code Modulated Digital 
Data Acquisition System, Specification for 
05/15/1964 

MSFC— SPEC— 323A 08-01 

VENDOR 


Procedure for Preparing Vendor Drawing 

Changes and Engineering Sketches, 10/02/62 
00-5 04-01 

VENT 

Switch Assembly, Emergency, LOX Vent, 

Reliability Test Requirements 09/09/1961 
10M01038 08-01 

Bottle Fill and Vent Valve, Reliability 
Test Requirements 04/04/1961 

10M01041 08-01 

Valve Assembly, LQX-Vent, Reliability Test 
Requirements 

10M01055 08-01 

Valve Assembly, Fuel Vent, Reliability Test 
Requirements 04/01/1961 

10M01060 08-01 

Cooling System Vent Valve, Solenoid Operated, 
Specification for, 08/30/61, EO-1 05/17/62 
10M01211 08-01 

Valve, Vent, Liquid Oxygen Container, 

Specification for, 05/19/60, EO-1, 12/06/60, 
EO-2, 06/29/61, E0-3A, 10/17/62, EO-4, 

10/17/62 

10419910 08-01 

Valve, Fill and Vent, Specification for, 

05/19/60, E0-1, 12/06/60, EO-2, 03/16/61, 

EO-3, 04/28/61, EO-4, 04/28/61, EO-5, 

06/26/61, EO-6, 07/12/61, EO-7, 08/11/61 


10419911 08-01 

Valve, Vent, Motor Operated, Specification for 
06/10/60, EO-1, 09/30/60 

10419928 08-01 

Switch, LOX Vent and Emergency, Specification 
for, 01/17/62, EO-1, 05/15/62 

10419932A 08-01 

Valve, Fuel Vent, Specification for, 

12/15/60, E0-1, 04/28/61 

10419938 08-01 

VERIFICATION 

Data Transmission Verification Converter 

ESD— 106009 09-03 

Performance Specification- Up-Date 
Verification Reoeiver 

S— 500 -P—0225 05-01 

VERSATILE 

Commercial Equipment Specification for A 
Versatile Leak Detector, 12/08/65 
ERC/F-C-1 0001 12-01 

Versatile Crystal Growing Furnace, 07/30/65 

ERC/FR— 10003 12-01 

Versatile Information Processor /VIP/ 

Subsystem for the Nimbus D Spacecraft 
S— 731— P-46 05-01 

VERTICAL 

Vertical Freespace Range for Antenna 
Performance Test Facility 

S-525— P-0006 ' 05-01 

VESSEL 

Vessels, Pressure, Design and Fabrication, 
Specification for 11/03/1964 

10M01796 08-01 

VIBRATION 

Vibration Test Specification for Nimbus A 
Prototype Spacecraft 
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S-650-N 1-0024 05-01 

Specifications for a Vibration Test System- 
Exhibit II, 03/18/65 /ES 32 00— 0179/ 

ZZZ 10-03 

Vibration Accelerometer Transducer, 

Specification for 02/12/1965 

60M60257 08-01 

Vibration Accelerometer Transducer, 

Specification for, 03/26/1965 

50M60269 08-01 

Acceleroaeter, Low Frequency, Vibration, 
Specification for 03/26/1965 

50M60277 08-01 

VIDEO 

Video Distribution and Tape Transport Control 
Unit 

ESD-106088 09-03 

Specification for Video Data Transmission 
Equipment, 05/13/65 /PR 98520-8/ 

10-03 

Specification for Video Test Generator, 

04/08/65 /PR 96679-1/ 10-03 

Specifications for Ten-by-Ten Video Switcher 

/PR 14379-1/ 10-03 

Specifications for Video Switching Aaplifier 

/PR 13456-1/ 10-03 

Video Transforaer, Specification for, 

02/26/65, EO-1 , 05/17/65, EO-2, 07/27/65, 

EO-3, 01/05/66 

50M60038A 08-01 

Register, Video, Space Vehicle, Specification 
for 09/22/1964 

50M60051 A 08-01 

Video Prograaaer, Television, Specification for 
12/01/1964 

50M60221 08-01 

VIDICON 

High Resolution 1-Inch Vidicon System 
Speci f icat ion 

S-630-P-0164 05-01 

Goddard Space Flight Center Specification to 
Hod l f y the Advanced Vidicon Camera System 
Rapid Film Processors to Utilize Biaat 
Fila 

S-653-P-7 05-01 

Improvement Effort for Storage Vidicons 

S-731-P-6A 05-01 

Specifications for Vidicon Camera 

/PR 26725-1/ 10-03 

VIEWING 

Viewing Unit, Television, Ground Support 
Equipaent, Specification for 05/28/1964 
50M60055 08-01 

Viewing Unit, Television, Single Channel, 

Ground Support Equipment, Specification for 
06/15/1964 

50M60125 08-01 

VINYL 

Formica Gray Smooth Vinyl 

S- 553 -P-0038 05-01 

VISUAL 

Visual Inspection Requirements for Glass 
Encased Diodes 

S-323-P-3 05-01 

VOICE 

Goddard Space Flight Center Specification for 
a Voice Recorder/Reproducer System 
S-553-P-0006 05-01 

VOLT 

Direct Current Power Supply 10 Ampere 18 
Volts 

S-553-P-13 05-01 

Direct Current Power Supply 50 Ampere 10 
Vo 1 ts 

S-553-P-14 05-01 

VOLTAGE 

Voltage Supply, Measuring, Acceptance 
Checkout, Procedure for 11/03/1964 
MSFC-PROC-290A 08-0* 

Voltage Supply, Master Measuring, Acceptance 
Checkout, Procedure for 11/02/1964 
MSFC-PR0C-292A 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Nodulated Digital Data 
Acquisition Subsystem, Specification for 
08/15/63, Amendment 2, 11/20/63 

MS FC- SPEC-324 08-01 

Determination of Voltage Controlled Oscillator 
Frequency Stabilization Network, Procedure 


for, 04/09/65 

MSFC— PR0C— 359 08-01 

Shipboard Unified S-Band System Transmitter 
Voltage Controlled Oscillator Counter 
S— 506— P-6 05-01 

Specifications for Orbiting Geophysical 
Observatory Low Voltage Power Converter 
PS-8 

S-623— OGQ— 0001 05-01 

Project Relay Performance Requi rement s- 
Radiation Experiments Voltage Regulator 
S— 625— REL— 0154 05-01 

Specifications for the Development of a Low 
Temperature, High Voltage Thermionic Energy 
Conversion System 

S— 630— P—0 129 05-01 

Specification for Voltage Controlled 
Generator, 11/25/64 /PR 44000-1/ 

10-03 

Specifications for Voltage Calibrator 

/PR 32343-1/ 10-03 

Specifications for Voltage Controlled 
Subcarrier Oscillator, High Frequency 
/PR 14287-1/ 10-03 

High Voltage Strobe Light Cable, 

Specification for 08/26/1963 

50M60015 08-01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for, 
10/06/64, ED-1, 07/20/65, EO-2, 01/05/66, 

EO-3, 05/18/66 

50M60209 08-01 

Master Measuring Voltage Power Supply, 5 
Volts, Direct Current, Specification for 
12/03/1964 

50M60228 08-01 

Measuring Assembly, Voltage Standing Wave 
Ratio Model 220, Specification for, 

01/28/66 

50M60259A 08-01 

Measuring Assembly, Voltage Standing Wave 

Ratio, Model 225, Specification for, 4/18/66 
50M60355 08-01 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29* 668-Megacy cl e 
Very Stable Voltage Controlled Oscillator, 
Goldstone Duplicate Standard, 2/20/62 
9915-GEN 11-01 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29.668-Megacycle 
Very Stable Voltage Controlled Oscillator, 

MTS, 3/06/62 

9917-GEM 11-01 

VOLTMETER 

High Precision Digital Voltmeter 

S-322-P-5 05-01 

Solid State Digital Voltmeter Specification 

S-630— P-0160 05-01 

Specifications for Alternating Current Vacuum 
Tube Voltmeter /PR 32326-1/ 

10-03 

VOLUMETRIC 

Flowmeter, Volumetric, Turbine Type, 

50M60081A 08-01 

VULCANIZING 

Adhesive, Silicone Rubber, Two-Component, 
Low-to-Moderate Temperature Resistant, 
Room-Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10M01587 08-01 

Adhesive, Silicone Rubber, One-Component, 
Moderate-to-High Temperature Resistant, 

Room Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 
10M01588 08-01 

Silicone Rubber, Insulation Material, Thermal, 

Room Temperature Vulcanizing, General 
Purpose, Specification for, 01/16/62, EO-1 
08/03/62 

10M01589 08-01 

Silicone Rubber, Insulation Material, Thej*««l* 
Elevated Temperature Vulcanizing, General 
Purpose, 02/02/62, ED-1 08/03/62 
10M01595 08-01 
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w 

WATER 

Water, High Purity 

MSC-SPEC-C-20 09-03 

Water, Potable, Specification for 

MS C— S P E C-C-2 1 09-03 

Ethylene Glycol-Water 

MSC-SPEC-C— 22 09-03 

Corrosion Preventive Compound, Oil Type, 

Water Displacing Saturn Engines and Related 
Components Preservative, Specification for 
01/15/1963 

MSFC— SPEC-262 08-01 

WAVE 


Soldering, Automatic Wave, or Printed Circuit 
Assemblies, 07/01/66 

KSC-S-178 10-01 

Printed Circuit Assemblies, Automatic Single 
Wave Soldering of. Procedure for, 01/10/64, 
Amendment 2, 10/25/65 

MSFC— PROC— 224 08-01 

Specification for a 2300 Megacycle Crossed 
Half-Wave Dipole 

S-525-P-0035 05-01 

Measuring Assembly, Voltage Standing Wave 
Ratio Model 220, Specification for, 

01/28/66 

50M60259A 08-01 

Measuring Assembly, Voltage Standing Wave 

Ratio, Model 225, Specification for, 4/18/66 
50M60355 08-01 

WAVEGUIDE 


Radio Frequency Waveguide/Coax Equipment 
WEATHER 


05-01 


Weather Chart Study 
S-653-P-4 
WEIGHT 


05-01 


Weight/Performance Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6006/, 8/15/65 

CM 017-041-1 00-02 

Weight Notation Systems, Standard, 12/06/62, 
Amendment 1, 01/15/63 

MSFC-STD-204A 08-01 

Weight Documentation Form Completion, Space 
Vehicle, Procedure for 10/10/1962 , 

MSFC-PROC-208A 08-01 

Weight and Balance Requirements, Procedure for 
09/19/1962 

MSFC— PROC-252 08-01 

Specification for a Reliable, Light Weight, 

Ceramic Audio Filter for Spacecraft 
Applications 

S-522-P— 0009 05-01 

Weight Center-of-Gravity, Inertia and Balance 
Tests for the Nimbus A Prototype Spacecraft 
S-650-N 1-0003 05-01 

WELD 

Radiographic Inspection - Soundness 

Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MSFC-SPEC-259A 08-01 

Cleaning of Aluminum Alloy Weld Joints for 
High Quality Welds, 12/06/65 

MSFC— PROC— 463 08-01 

WELDABLE 

Plastic Sheet, Laminated, Nickel-Iron-Cobait 
Clad /for Weldable Printed Wiring/ 

05/07/1965 

MSFC— SPEC-455 08-01 

Resistor, Fixed, Composition /Insulated/, 

Style RC07 uith Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-11/, 4/07/66 

50M60337 08-01 

Resistors, Fixed, Composition /Insulated/, 

Style RL07 uith Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-22684/, 4/07/66 

50M60358 08-01 

Resistor, Fixed, Film /High Stability/, 

Style RN55 uith Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-10509/, 4/07/66 

50M60359 08-01 

Capacitor, Fixed, Ceramic-Dielectric, Styles 
CK05CW and CK06CW uith Weldable Leads, 


Specification for /Cover Sheet to 
Specification MIL-C-11015/, 10/05/66 

50M60360 08-01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Sintered-Slug/ uith 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-C-3965/, 4/07/66 

50M60361 08-01 

Capacitors, Fixed, Solid Electrolyte, 

Tantalum, Style CS13 uith Weldable Leads, 
Specification for /Cover Sheet to 
Specification NIL-C-26655/, 10/18/66 

50M60362 08-01 

Lead Material, Weldable, for Interconnection 
and Component Parts, Specification for, 

3/17/66 

50M60363 08-01 

Capacitor, Fixed, Mica-Dielectric, Style CM06 
uith Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-C-5/, 

4/07/66 
50N60364 

Transistors, NPN, Silicon, Types 2N910, 

2N930, and 2N1482 uith Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-S-19500/, 4/07/66 

50H60365 

Transistors, PNP, Silicon, Types C920-1, 

C920-A, and C920-AA uith Weldable Leads, 
Specification for, 11/17/66 
50M60366 

Transistor, PNP, Type 577S2 uith Weldable 
Leads, Specification for, 10/18/66 
50M60367 

Transistor, PNP, Type 75P2B uith Weldable 
Leads, Specification for, 10/19/66 
50M60368 


08-01 

08-01 

08-01 

08-01 

08-01 


Differential Amplifier, Transistor, NPN, Type 
301K5 uith Weldable Leads, Specification 
for, 11/17/66 

50M60369 08-01 

Transistor NPN, Silicon, Type 2N2432 uith 

Weldable Leads, Specification for, 10/05/66 
50M60370 08-01 

Transistor, PNP, Silicon, Type 2N936 uith 

Weldable Leads, Specification for, 10/19/66- 
50M60371 08-01 

Transistor, PNP, Type NS1223 uith Weldable 
Leads, Specification for, 10/13/66 
50M60372 08-01 

Transistor, PNP, Silicon, Type 2N3251 uith 
Weldable Leads, Specification for, 10/19/66 
50M60373 08-01 

Transistor, PNP, Silicon, Type T6153 uith 

Weldable Leads, Specification for, 10/18/66 
50M60374 08-01 

Transistor, Field Effect, Type 2N3436 uith 
Weldable Leads, Specification for, 10/05/66 
50M60375 08-01 

Diodes, Silicon, Types IN458, IN459, and 

IN827 uith Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-S-19500/, 
4/07/66 

50M60376 08-01 

Diode, Zener, Silicon, Type 1N936A uith 

Weldable Leads, Specification for, 10/13/66 
50M60377 08-01 


Diode, Zener, Silicon, Type 1N1314A uith 

Weldable Leads, Specification for, 10/13/66 
50M60378 08-01 

Resistor, Fixed, Composition /Insulated/, Type 
CBD2265 through CBD10065 uith Weldable 
Leads, Specification for, 10/13/66 
50M60380 08-01 

Resistor, Fixed, Precision, Wire Wound /High 
Temperature/, Type SX063 uith Weldable 
Leads, Specification for, 8/12/66 
50M60381 08-01 

Sens i stor. Molded, Silicon, Type TM-1/8 uith 
Weldable Leads, Specification for, 8/12/66 
50M60382 08-01 

Inductor, Shielded, Type 1537734 uith Weldable 
Leads, Specification for, 8/12/66 
50M60383 08-01 

Resistors, Fixed, Film, Insulated, Style RL 
20 uith Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-R-22684/, 
10/17/66 

50M60399 08-01 
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Resistors, Fixed, Fils, Insulated, Style RL 
32 with Weldable Leads, Specification for 
/Cower Sheet to Specification NIL-R-22684/, 
10/17/66 

50M60400 06-01 

Transistors, N— Channel Junction, Silicon, 

Ei eld— Effect , Type U182 with Weldable 
Leads, Specification for, 10/17/66 
50M60401 08-01 

Transistors, Silicon, PNP, Types S2N722 and 
S2N1132 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
HSFC— SPEC— 338/108/, 10/17/66 

50H60402 08-01 

Transistors, Silicon, NPN, Type S2N2102 with 
Weldable Leads, Specification for /Cover 
Sheet to Specification HSFC-SPEC-338/115/, 
10/17/66 

50M60403 08-01 

Semiconductor Device, Diode, Silicon, Type 
1N941B with Weldable Leads, Specification 
for /Cover Sheet to Specification 
NIL— S- 19500/, 10/17/66 

50N60404 08-01 

Semiconductor Devices, Diodes, Silicon, Type 
JAN— 1N649 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL— S— 19500/ , 10/17/66 

50M60405 08-01 

Semiconductor Devices, Diodes, Silicon, Types 
1N4370A, TX— 1N4370A, 1N4371A, TX-1N4371A, 
1N4372A, TX— 1N4372A, 1N746A, Through 
1N759A, and TX-1N746A Through TX-1N759A with 
Weldable Leads, Specification for /Cover 
50N60406 08-01 

Diode, Zener, Type 1N823A with Weldable 
Leads, Specification for, 10/17/66 
50M60407 08-01 

Diodes, Zener, Diffused, Type 1N4105 with 

Weldable Leads, Specification for, 10/17/66 


50M60408 08-01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Nonmetallic Cases/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-27287/, 10/17/66 

50N60409 08-01 

WELDED 

Welded Electronic Modules, Design and 
Construction, Standard for 

ARC— STD-201 02-01 

Design and Fabrication Requirements for 
Resistance Welded Electrical Connections, 

7/27/66 

GNO— 50571— GEN 11-01 

Component Lead and Interconnection Materials, 
for Welded Electronic Modules, 10/17/66 
MSFC-SPEC-270B 08-01 

Fabrication of Welded Electronic Modules, 

Standard for, 04/30/64, Amendment 2, 

10/29/65 

MSFC— STD— 271 08-01 

Welded Modules, Series 300, Specification for 
11/04/1963 

MSFC— SPEC— 325 08-01 

Welded Module, Series 300, Inverter Buffer 
/IB-3/ 11/04/1963 

MSFC— SPEC— 325/1 08-01 

Welded Module, Series 300, Analog Switch 
/SW-1/ 11/04/1963 

MSFC— SPEC— 325/2 08-01 

Welded Nodule, Series 300, Line Driver /LD-2/ 
11/04/1963 

MSFC— SPEC-325/3 08-01 

Welded Module, Series 300, Delay Circuit 
/D-2A/ 11/04/1963 

MSFC— SPEC-325/4 08-01 

Welded Nodule, Series 300, Double Inverter 
/I I— 2/ 11/04/1963 

MSFC— SPEC— 325/5 08-01 

Welded Module, Series 300, Input Delay 
/BD-1A/ 11/04/1963 

MSFC— SPEC-325/6 08-01 

Welded Module, Series 300, Core Write /CW-1/ 
11/04/1963 

MSFC-SPEC-325/7 08-01 

Welded Module, Series 300, Delay Circuit 
/D-1A/ 11/04/1963 

MSFC-SPEC-325/8 08-01 


Welded Module, Series 300, Flip-Flop /F-1A/ 


11/04/1963 

MSFC— SPEC— 325/9 08-01 

Welded Module, Series 300, Flip-Flop /F-2A/ 
11/04/1963 

MSFC— SPEC-325/10 08-01 

Welded Module, Series 300, Flip-Flop /FB-1A/ 
11/04/1963 

MSFC-SPEC— 325/11 08-01 

Welded Module, Series 300, Inverter Circuit 
/ 1-1/ 11/04/1963 

MSFC-SPEC— 325/12 08-01 

Welded Module, Series 300, Inverter Circuit 
/I-2/ 11/04/1963 

MSFC-SPEC-325/13 08-01 

Welded Module, Series 300, Inverter Circuit 
/I-3/ 11/04/1963 

MSFC-SPEC— 325/14 08-01 

Welded Module, Series 300, Inverter Circuit 
/I— 4/ 11/04/1963 

MSFC-SPEC— 325/15 08-01 

Welded Module, Series 300, Inverter Circuit 
/I-5A/ 11/04/1963 

MSFC-SPEC— 325/16 08-01 

Welded Module, Series 300, Inverter Buffer 
/IB-1/ 11/04/1963 

MSFC-SPEC-325/17 08-01 

Welded Module, Series 300, Inverter Buffer 
/IB-2/ 11/04/1963 

MSFC-SPEC— 325/18 08-01 

Welded Module, Series 300, Inverter Flip-Flop 
/IFB-1/ 11/04/1963 

MSFC-SPEC— 325/19 08-01 

Welded Module, Series 300, Serializing Logic 
Circuit /M— 1A/ 11/04/1963 

HSFC-SPEC-325/20 08-01 

Welded Module, Series 300, Diode Logic 
Network /M-7A/ 11/04/1963 

MSFC-SPEC-325/21 08-01 

Welded Module, Series 300, Diode Logic 
Network /M-8/ 11/04/1963 

MSFC-SPEC— 325/22 08-01 

Welded Module, Series 300, Line Driver /LD-1/ 
11/04/1963 

MSFC-SPEC— 325/23 08-01 

Testing of Welded Modules, Series 300, 

Procedure for 09/20/1963 

MSFC-PROC-326 08-01 

Welded Electronic Modules 

S— 672-P-0004 05-01 

Welded Module Wiring, Standard for, 

04/12/62, ED-1 10/11/63 

10M01618 08-01 

Welded Modules, Series 300, Specification for, 
09/09/66 

50M60201 A 08-01 

Welded Modules, Remote Digital Sub- 

Multiplexer, Specification for, 07/08/65, 

ED-1, 10/05/65, EO-2, 11/29/65 

50M60217 08-01 


Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, EO-1 
04/18/61, ED-2 06/05/62 


10509306 08-01 

WELDING 

Etching of Aluminum before Spotwelding, 

Standard for 09/23/1958 

ABMA-STD— 3 08-01 

Welding, Fusion, Shielded Arc, Missile 

Components, Aluminum and Magnesium Manual 
or Automatic 01/10/1958 

ABNA-PD-W— 45 08-01 

Welding of Stainless Steel and Invar Pipe, 

Tubing, and Associated Fittings, 08/01/66 
KSC-W-179 10-01 

Welding of Aluminum Alloy Pipe, Tubing and 
Associated Fittings, 08/01/66 

KSC-W-180 10-01 

Certification of Welding Machine Operators 
and Weldors, Specification for 03/27/1963 
NSFC-SPEC-130 v 08-01 

Welding, Fusion, Specification for 01/16/1963 
MSFC-SPEC-135 08-01 

Argon Gas /Welding/, Specification for 
10/09/1964 

MSFC-SPEC— 363 08-01 

Gap Welding of Electrical Circuits 06/11/1965 
MSFC-PROC-429 08-01 
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Welding, Spot, Resistance, Nonst ruct ural , 

Specification for, 04/06/62, EO-1 10/11/63 


10M01617 

Welding, Fusion, Four- to Six-Inch Thick 
Aluminum Alloy Plate, 2219 For Y Ring, 

Procedure for, 02/01/63, E0-1 03/27/63 

1.0M01648B 

Welding, HY-B0 Armor Plate Steel, Static 

Test Holddown Arm, Procedure for 02/26/1963 
10M01687 <,8-01 

Welding Fabrication of Hastelloy Alloys, 
Specification for 10/16/1963 
95M01200 

Welding, Carbon, Low Alloy and Stainless 

Steel, /Manual or Automatic/, Specification 
for 06/02/1960 
10509308 
WELDLESS 

Chain, Weldless, Single Jack, and S Hooks, 
Specification for 02/12/1962 
MSFC— SPEC— 189 
WELDORS 

Certification of Welding Machine Operators 
and Weldors, Specification for 03/27/1963 
MSFC— SPEC- 130 

WHEEL 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


Engineering Model Reaction Wheel Scanner 

S-731-P-23 05-01 

6i abated Reaction Wheel Mounting 

S-731— P-25 05-01 

Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystea 

S— 731— P—42 05-01 

Flight Model Reaction Wheel Scanner 


S-731— P-52 

Qualified Giabaled Reaction Wheel Scanner 
Mounting 
S— 731— P—59 

WIDEBAND 


05-01 

05-01 


Goddard Space Flight Center Specification- 
Wideband Tape Recorder Reproducer Systea 
S— 553— P-0002 

Specification for a Wideband Recorder Systea 
S— 553— P -0035 

Project Relay Perforaance Requirements— 
Wideband Coaaunicat ions Subsystea 
S— 625— REL-0130 

Wideband Tape Recorder/Reproducer Systea 


05-01 

05-01 

05-01 


Oscillator, Wideband, Subcarrier, Specificat 
for, 04/20/65, EQ-3, 07/14/65, EO-4, 

07/14/65, E0-f5, 07/15/65, E0-6, 12/30/65 

50M60037B 

Adapter, Signal, Differential /Wideband/, 
Specification for, 03/30/66 
50M60070B 

Tape Recorder/Reproducer, Wideband, 
Specification for 04/15/1964 
50M60106 

WIRE 


05-01 

ion 


08-01 

08-01 

08-01 


Filter, Elements, Hydraulic, Wire Mesh, 

Specification for, 07/26/63, Amendment 1 

05/08/64 

MSFC— SPEC-1 13A 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/IB 

Cable, Electrical, 2 Conductor, Unshielded, 
Aaer i can Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/2B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/3B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/4B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/6B 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 
Specification for, 08/30/66 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


MSFC-SPEC— 332/7B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/8B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/9B 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/1 0B 

Cable, Electrical, 10 Conductor, Single 
Conductor Shielded, Aaerican Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC— SPEC— 332/1 IB 

Cable, Electrical, 18 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC-332/12B 

Cable, Electrical, 19 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/13B 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 16 and 20, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/14B 

Cable, Electrical, 39 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/15B 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC— 332/1 6B 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Aaerican Wire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 
MSFC-SPEC— 332/1 7B 

Cable, Electrical, 61 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC-332/ 18B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/19B 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC— SPEC— 332/2 OB 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/2 IB 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/22B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 4/0, 
Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC— 332/23B 

Cable, Electrical, 4 Conductor, Unshielded, 
Aaerican Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/24B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 1/0, 
Butyl Rubber Inaulated Specification for, 
08/30/66 

MSFC— SPEC— 332/25B 

Cable, Electrical, 4 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 4, 

Butyl Rubber Insulated Specification for* 
08/30/66 

MSFC— SPEC— 332/26B 

Cable, Electrical, 4 Conductor* Overall 
Shielded, Aaerican Wire Gauge Size 6, 

Butyl Rubber Insulated, Specification for, 
08/30/66 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 
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MSFC-SPEC-332/27B 08-01 

Cable, Electrical, 4 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/28B 08-01 

Cable, Electrical, 5 Conductor, Unshielded, 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 332/29B 08-01 

Cable, Electrical, 6 Conductor, Unshielded, 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/30B 08-01 

Cable, Electrical, 7 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/31 B 08-01 

Cable, Electrical, 7 Conductor, I Unshielded, 

3 Pair Twisted and Shielded, American Wire 
Gauge Size 8, Butyl Rubber Insulated, 
Specification for, 08/30/66 

MSFC-SPEC-332/32B 08-01 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/33B 08-01 

Cable, Electrical, B Conductor, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/34B 08-01 

Cable, Electrical, 8 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/35B 08-01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/36B 08-01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MS FC-SP EC-332/ 37 B 08-01 

Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC— 333/ 38B 08-01 

Cable, Electrical, 19 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/39B 08-01 

Cable, Electrical, 30 Conductor, Single 

Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 


MSFC-SPEC-332/40B 


08-01 


Cable, Electrical, 37 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/41B 08-01 

Cable, Electrical, 36 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/42B 08-01 

Cable, Electrical, 37 Conductor, Unshielded, 
American Wire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 
MS FC-SP EC-332/43B 08-01 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, American 
Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/44B 08-01 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/45B 08-01 

Cable, Electrical, 47 Conductor, 1 Pair 


Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, American Wire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 
MSFC— SPEC-332/46B 08-01 

Cable, Electrical, 47 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 

08/30/66 

MSFC— SPEC— 332/47B 08-01 

Cable, Electrical, 60 Conductor, Unshielded, 

American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/48B 08-01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 

Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/49B j . 08 01 

Cable, Electrical, 60 Conductor, Unshielded, 

American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/50B 08 01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, American Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

MSFC-SPEC— 332/5 IB 08 01 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 18 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/52B 08-01 

Cable, Electrical, 60 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 
MSFC-SPEC-332/53B 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/57B 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC— SPEC-332/58B 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/59B 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 
MSFC— SPEC-332/60B 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, American Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 
MSFC-SPEC-332/61B 

Cable, Electrical, 21 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 8, Butyl Rubber Insulated, 

Specification for, 08/30/66 
MSFC— SPEC— 332/63B 

Cable, Electrical, 4 Conductor, Overall 

Shielded Double Braid, American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 

Specification for, 08/30/66 
MSFC-SPEC— 332/64B 
Cable, Electrical, 5 Conductor, Overall 
Shielded, American Wire Gauge Size 12, 
Polyethylene Insulated, Specification for, 
08/30/66 AO 

MSFC-SPEC-332/65B 08 01 

Cable, Electrical, 8 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


08-01 


MSFC-SPEC— 332/66B 


08-01 


Cable, Electrical, 10 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 
MSFC-SPEC-332/67B 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 
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Auer i can Wire Gauge Size 12, Polyethylene 


Insulated, Specification for 08/30/66 


Insulated, Specification for 08/30/66 


MSFC-SPEC— 332/92B 

08-01 

MSFC— SPEC-332/68B 

Cable, Electrical, 54 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 

08-01 

Cable, Electrical, 6 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 


Insulated, Specification for 08/30/66 


MSFC— SPEC-332/93B 

08-01 

&SFC-SPEC-332/69B 

Cable, Electrical, 6 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 

08-01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 


Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC— 332/94B 

Cable, Electrical, 37 Conductor, Overall 

08-01 

MSFC— SPEC-332/70B 

Cable, Electrical, 10 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 

08-01 

Shielded Double Braid, American Wire Gauge 
Size 16, Polyethylene Insulated, 
Specification for, 08/30/66 


Polyethylene Insulated, Specification far 
08/30/66 


MSFC-SPEC-332/95A 

Cable, Electrical, 10 Conductor, 2 Pair 

08-01 

MSFC-SPEC— 332/71B 

Cable, Electrical, 15 Conductor, Overall 
Shielded, American Wire Gauge Size 18, 

08-01 

Twisted and Shielded and 6 Unshielded, 
American Wire Gauge Sfze 16, Polyethylene 
Insulated, Specification for 08/30/66 


Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC— 332/96A 

Cable, Electrical, 10 Conductor, Unshielded, 

08-01 

MSFC— SPEC-332/72B 

Cable, Electrical, 13 Conductor, Overall 

08-01 

American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 


Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC— 332/97 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 

08-01 

MSFC-SPEC-332/73B 

Cable, Electrical, 13 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 

08-01 

Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 


Insulated, Specification for 08/30/66 


MSFC-SPEC— 332/98 A 

08-01 

MSFC-SPEC— 332/74B 

Cable, Electrical, 18 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

08-01 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC— SPEC-332/75B 

Cable, Electrical, 60 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

08-01 

MSFC-SPEC-332/99A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 

08-01 

MSFC-SPEC-332/77B 

08-01 

08/30/66 


Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 


MSFC-SPEC— 332/ 100 A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 20, 

08-01 

MSFC-SPEC-332/79B 

Cable, Electrical, 7 Conductor, Overall 

08-01 

Polyethylene Insulated, Specification for 
08/30/66 


Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC— SPEC-332/101 A 

Cable, Electrical, 46 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 

08-01 

MSFC-SPEC-332/80B 

Cable, Electrical, 7 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 

08-01 

Shielded, American Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 


Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC-332/102A 

Cable, Electrical, 48 Conductor, 12 Quad 

08-01 

MSFC-SPEC-332/81B 

Cable, Electrical, 20 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 

08-01 

Twisted Shielded Insulated, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


08/30/66 


MSFC-SPEC-332/103A 

08-01 

MSFC-SPEC— 332/83B 

Cable, Electrical, 32 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 

08-01 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 


MSFC-SPEC-332/84B 

08-01 

08/30/66 


Cable, Electrical, 2 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC— SPEC-332/1 04 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 

08-01 

MSFC-SPEC— 332/87B 

Cable, Electrical, 3 Conductor, Overall 

08-01 

Polyethylene Insulated, Specification for 
08/30/66 


Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC— SPEC— 332/ 105 A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 

O 

1 

co 

© 

MSFC-SPEC— 332/88B 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 

08-01 

Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 


Insulated, Specification for 08/30/66 


MSFC-SPEC— 332/1 06A 

08-01 

MSFC-SPEC-332/89B 

08-01 

Cable, Electrical, 30 Conductor, Single 


Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 1/0, Butyl Rubber 
Insulated, Specification for 08/30/66 


Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 


MSFC-SPEC-332/90B 

08-01 

08/30/66 s 


Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 


MSFC— SPEC-332/ 107 A 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 

08-01 

MSFC-SPEC— 332/9 IB 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 16, Polyethylene 

08-01 

Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 
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SUBJECT INDEX 


MSFC— SPEC— 3 32/ 108 A 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

NSFC-SPEC-332/109A 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/110 A 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC-332/111 A 

Cable, Electrical, 3 Conductor, Unshielded, 

Aeericart Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC— SPEC-332/ 112 A 

Cable, Electrical, 3 Conductor, Unshielded, 

American Wire Gauge Size 14, Polyethylene 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/113 A 

Cable, Electrical, 3 Conductor, Unshielded, 

American Wire Gauge Size 2, Butyl Rubber 
Insulated, Specification for 08/30/66 
HSFC-SPEC-332/114 A 

Cable, Electrical, 37 Conductor, Overall 
Shielded, American Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 15 A 

Cable, Electrical, 3 Conductor, Unshielded, 

American Wire Gauge Size 2/0, Butyl Rubber 
Insulated, Specification for 08/30/66 
MSFC-SPEC-332/116 A 08-01 

Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1, 

10/04/66, QPL-389-2, 01/28/66 

MSFC- SPEC-3 89 08-01 

Connections, Electrical, Wire Wrapped, 

Specification for 02/09/1965 

MSFC- SPEC-3 90 08-01 

Periodic Certification of Hand Crisping and 
Wire Stripping Tools, 09/25/63 

02-1 04-01 

Gold Alloy /Gold 75-Silver 22-Nickel 3/, 

Wire Strip, £heet, and Rod, Specification 
for, 10/29/63, E0-1 01/08/64 

10M01753 08-01 

Gold, Coin /Gold 90-Copper 10/, Wire, Strip, 

Sheet, and Rod, Specification for, 10/21/63, 
E0-1 01/08/64 

10M01754 08-01 

Palladiua Alloy /Palladium 35-Silver 30- 
Copper 14-Gold 10-PI at inum 10-Zinc 1/, 

Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, ED-1 01/08/64 

10M01755 08-01 

PI at inun-Rutheni us Alloy /Platinus 90- 

Ruthenius 10/, Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/18/1963 
10H01756 08-01 

Gold, Silver, Zinc, Platinus, Copper Alloy 
/Gold 71.5-Silver 4.5-Zinc 1-Platlnus 8.5- 
Copper 14.5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 
10M01758 08-01 

Platinus, Iridius Alloy /Platinus 85-Iridius 
15/, Wire, Strip, Sheet, Tubing, and Rod, 
Specification for 12/18/1963 

10M01760 08-01 

Explosive Bridge Wire /EBW/ Pulse Sensor 
224-1, Acceptance Test, 7/14/65 

50M60310 08-0i 

Resistor, Fixed, Precision, Wire Wound /High 
Tesperature/, Type SX063 with Weldable 
Leads, Specification for, 8/12/66 
50M60381 08-01 

Wire, Electrical, Teflon Insulated, High 
Tesperature Hookup and General Purpose, 

3/21/63 

20039-GEN 11-01 


08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 

08-01 


VI REWOUND 


Resistors, Fixed, Wirewound /Power Type/ 

Style KRW 67/68/69/, 03/10/66 

KSC-R-105A 

Resistors, Fixed, Precision, Wirewound /Style 
SRB/, Specification for, 04/17/64, EO-1 
04/21/65 
50M60147 


10-01 


08-01 


Resistors, Variable, Wirewound, /Lead Screw 
Actuated/, /Style SRT/, Specification for, 
06/19/64, EO-1, 04/21/65, EO-2, 11/04/65, 

ED— 3, 01/03/66 

50M60183 

Resistors, Fixed, Wirewound /Power/, /Style 
SRE/, Specification for, 05/21/64, EO-1, 
04/21/65, EO-2, 12/20/65 

50M60185 

Resistors, Fixed, Wirewound /Insulated/, 

/Style SRW/, Specification for, 05/21/64, 

EO-1 04/21/65 

50M60188 

HIRING 

Printed Wiring for Electronic Assemblies 
ARC-STD— 200B 

System Cabling, Wiring and Connectors 
ESD-106036 

Procedure for Wiring Programming System 
Patchboards, 06/15/64 
KSC-W-167 

Connectors, Receptacles, Electrical, Printed 
Wiring Board, General Purpose, Edge 
Type, 05/01/66 
MSFC-SPEC-119A 

Plastic Sheet, Laminated Copperclad /for 
Printed Wiring/, 11/16/66 
MSFC-SPEC— 377A 

Plastic Sheet, Laminated, Nlckel-Iron-Cobal t 
Clad /for Weldable Printed Wiring/ 
05/07/1965 
MSFC-SPEC-455 


08-01 

08-01 

08-01 

02-01 

09- 03 

10 - 01 

08-01 

08-01 

08-01 


Printed Wiring Boards 

S-300-P— 1 A 05-01 

Inter-System Wiring Specification for Relay 
Test Stations 

S-500— P—0219 05-01 

Installation of Electrical Equipment Fixtures, 
and Wiring 

S-532-P— 0023 05-01 

Printed Wiring Boards and Assemblies 

S-672-P-0001 05-01 

Quality Control Procedures and Inspection 
Criteria for Printed Wiring Boards and 
Assembl les 

S-672— P-0002 05-01 

Quality Control Implementation- Procedure for 
Printed Wiring Assemblies 

S-672-P-0 003 05-01 

Welded Module Wiring, Standard for, 

04/12/62, EO-1 10/11/63 

10M01618 08-01 


General Electrical Wiring Requirements, 


09/15/63 

12-1 

Basic Soldering Requirements Shield 
Terminations, Safety Wiring, and 


04-01 

Connectors, 


09/30/63 

12-2 


04-01 


High Temperature Wiring and Soldering, 
09/27/63 
12-3 


04-01 


Identification of Electrical Wiring and 
Cabling, 09/30/63 

12-4 04-01 


Stowage of Electrical Wiring and Connectors, 
09/20/63 

12-5 04-01 

Non-Structural Thermocouples, Installation, 

Wiring, and Checkout, 10/03/63 

12-7 04-01 


Wiring, Electrical Components, Standard for 
04/01/64, EO-1 06/09/64 

40M00200 N 08-01 

Wiring, Electrical Ground Support Equipment, 
Identification Marking and Color Coding, 

Standard for 09/02/1964 

40M00220 08-01 

Flexible Circuits, Wiring, and Cable, Design, 
Construction, and Inspection of. 

Specification for, 09/15/66 
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ZONE 


50M60150A 08-01 

WORD 

Pulse Code Modulation-Data Handling 
Equipment- PCM-DHE Data Word Selector 
Interface Specification 

S-534— P—0001 05-01 

WORK 

Electrical Work, Interior, 12/17/64 

KSC-STD-3 10-01 

Clean Rooms and Work Stations 

MSC— SPEC— C— 4 09-03 

Painting and Finishing Work 

S-532— P—0019 05-01 

WORKBOOK 

Maintenance and Use of National Aeronautics and 
Space Adainlstrat ion -Flight Research 
Center Workbook and Associated Foras and 
Records, 06/04/63 

00-1 04-01 

WORKMANSHIP 

Inspection Standards for Workaanship, 

Electronic Ground Support Equlpaent, 

12/13/63, Aaendaent 1, 2/05/64, Aaendaent 2, 

11/09/64, Aaendaent 4, 6/28/65 

GMO— 50190-GEN 11-01 

Workaanship, Marking, Traceability, Age 

Control and Packaging Requireaents for all 
Seaiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Space Flight Center Use 

S-323-P-2 05-01 

Workaanship Requireaents for Electronic 
Equlpaent, 2/08/63 

20016— GEN-C 11-01 

WOUND 

Resistor, Fixed, Precision, Wire Wound /High 
Teaperature/, Type SX063 with Weldable 
Leads, Specification for, 8/12/66 
50M60381 08-01 

WRAP 

Specification for Solderless Wrap Process, 
Electrical Connections, 07/06/64 
KSC— W-151A 10-01 

WRAPPED 

Connections, Electrical, Wire Wrapped, 
Specification for 02/09/1965 

MSFC— SPEC-390 08-01 

WRITE 

Welded Nodule, Series 300, Core Write /CW-1/ 
11/04/1963 

MSFC-SPEC-325/7 08-01 

WRITING 

Direct Writ ing ’Analog Recording Systea 

ESD— 106018 09-03 

Direct Writing Recording Systea 

ESD— 106039 09-03 

Direct Writing 100-Channel Event Recording 
Systea 

ESD— 106047 09-03 

Direct Writing 32-Channel Event Recording 
Systea 

ESD— 106048 09-03 

Technical Writing Guide, Procedures, 

Vol , I, 06/15/63, Vol • II A, 04/15/65, 

Vol. IIIA, 10/15/64 

MSFC— P ROC-2 39 08-01 

Mini aua Salient Characteristics for Direct 
Writing Analog Recorder Systeas, 05/10/65 
/PR 98508-1/ 10-03 


Strength, Specification for* 
Aaendaent 1, 05/26/65 

HSFC-SPEC-282 


03/25/64 


08-01 


ZINC 

Palladiua Alloy /Palladiua 35-Silver 30- 
Copper 14-Gold 10-PI at inua 10-Zinc 1/, 

Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, E0-1 01/08/64 

10M01755 08-01 

Gold, Silver, Zinc, Platinua, Copper Alloy 
/Gold 71,5-Silver 4.5-Zinc 1-Platinua 8,5- 
Copper 14,5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 
10M01758 08-01 

Gold, 10 Carat, /Gold 41. 7-Copper 36.2-Si lver 
12,8-Zlnc 9,3/, Sheet, Strip, Rod, and 
Tubing, Specification for 12/18/1963 
10M01764 08-01 

Plating, Mechanical, Zinc, Specification for, 
7/18/66 

40M00380 08-01 

Zinc Plating /Electrodeposl ted/. Specification 
for 01/24/1964 

95M01105 08-01 

ZONE 

Color Code for Zone Boxes and Theraocouple 
Leads and Extensions, Standard for 
04/07/1964 

50M60145 08-01 


Y-RING 

Welding, Fusion, Four- to Six-Inch Thick 
Alualnua Alloy Plate, 2219 For Y Ring, 

Procedure for, 02/01/63, EO-1 03/27/63 
10M01648B 08-01 

YAGI 

Hydraulically-Driven Yagi Teleaetry Array 

S-531-P-4 05-01 

YAW 

Nlabus Attitude Control Aapllfler, Yaw Axis 

S-650-NI-0008 05-01 

Yaw Rate and Position Sensor 

S-653-P-0001 05-01 

Yaw Rate Gyro Package 

S-731-P— 17A 05-01 

YIELD 

Steel, Structural, Low Alloy, High Yield 
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The titles of specifications and standards are grouped by the NASA Center of 
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the organizational component serving as the source The source codes are 
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AMES RESEARCH CENTER 


ARC— PR0C— 100A 

ARC 

02 

01 

ARC-SPEC-352 

ARC 

Cable Aaseabl ies, General 

Spec i f icat i on 

for 


Magnetic Field Testing of 
Spacecraf t 

Low Magnetisa 

ARC— PR0C-101 A 

ARC 

02 

01 


Potting of Electronic and 
Aaseabl ies, Procedure for 

Electrical 





ARC-PRDC-102A 

ARC 

02 

01 




Conforaal Coating of Electronic and Electrical 
Asseabl ies, Procedure for 


ARC-RQA-1 ARC 02 01 

Reliability and Quality Assurance Procedures 
for Aaes Research Center 

ARC-RQA-2A ARC 02 01 

Aaes Research Center School for Reliable 
Electrical Connections Prograa Plan 

ARC-RQA-6 ARC 02 01 

Aaes Research Center Quality and Reliability 
Survey Checklist 

ARC-RQA-7 ARC 02 01 

School of Reliability and Quality Assurance 
for Hand Soldering Student Handbook 

ARC-RQA-8 ARC 02 01 

Aaes Research Center E stab 1 i shaent and 
Maintenance of Identification to Provide 
Article and Record Traceability 

ARC-RQA-9 ARC 02 01 


Aaes Research Center Quality Status Staaping 
Procedure 


ARC-STD-200B 

ARC 

02 

01 

Printed Wiring for Electronic 

Aaseabl ies 



ARC— STD-20 1 

ARC 

02 

01 

Welded Electronic Modules, Design and 



Construction, Standard for 




ARC— STD— 203 

ARC 

02 

01 

Electronic Equipnent Product 

List 



ARC— STD-204 

ARC 

02 

01 


Magnetic Field Restraints for Low Magnetisa 
Systeas 

ARC-SPEC-302 ARC 02 01 

Electronic Equipaent, General Specification for 


ARC-SPEC-303 

Screen i ng 

ARC-SPEC-350 

Magnet i c 

ARC-SPEC-351 


ARC 

Inspection for Electronic Parts 
ARC 

Field Screening of Parts 
ARC 


Magnetic Field Ti 


ting of Subasseabl 1 es 


02 01 
02 01 
02 01 
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ELECTRONICS RESEARCH CENTER 


ERC/F-C-10001 ERC 

Comrcial Equipment Specification for A 

Versatile Leak Detector, 12/08/65 

ERC/FR-10001 ERC 

Electron Probe Mi croanal yzer, Research 
Equipment, 07/09/65, Revision 1, 11/24/65 

ERC/FR-10002 ERC 12 01 

Metal lograph. Research Equipment, with 
Accessories, 05/13/65 

ERC/FR-10003 ERC 12 01 

Versatile Crystal Growing Furnace, 07/30/65 


12 01 
12 01 


PRECEDING PAGE BLANK NOT FILMED. 
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FLIGHT RESEARCH CENTER 


00-1 FRC 04 01 

Maintenance and Use of National Aeronautics and 
Space Administrat ion -Flight Research 
Center Workbook and Associated Fonts and 
Records, 06/04/63 

00-2 FRC 04 01 

National Aeronautics and Space Admi nl strat i on- 

Flight Research Center Process 
Specification System, 10/20/64 

00-5 FRC 04 01 

Procedure for Preparing Vendor Drawing 

Changes and Engineering Sketches, 10/02/62 

02-1 FRC 04 01 

Periodic Certification of Hand Crimping and 

Wire Stripping Tools, 09/25/63 

02-2 FRC 04 01 

Gages, Measuring Devices, Instruments, Test 
Equipment, and Tools, Calibration and 
Checking Requ i reaent s , 02/15/65 


12-6 FRC 04 01 

Hand Soldering of High Reliability Electrical 
Connections, 10/02/63 

12-7 FRC 04 01 

Non-Struct ural Thermocouples, Installation, 
Wiring, and Checkout, 10/03/63 

14-4 FRC 04 01 

Reset and Calibration Procedure, X-15 Cabin 
Pressure Control Switch /Meletron Model 
M4 151/ , 07/11/62 

20-1 FRC 04 01 

Cleaning Methods and Processes, 09/16/63 

20-2 FRC 04 01 


Packaging, Contaai nat i on Control, and Storage 
Procedures, 07/15/65 


04- 4 FRC 04 01 

Standard Thread Anti-Seize and 0 Ring 
Lubricants, Types, Uses, and Control, 

09/20/62 

05- 4 FRC 04 01 

Methods of Treataent for Hydrogen Peroxide 
Components, 08/10/61 


05- 5 FRC 04 01 

Acceptance Standards for Hydrogen Peroxide 
Conditioning of Components and Parts, 

02/01/62 

06- 3 FRC 04 01 

Description, Use, and Control of Hydraulic 
Fluid, Non-Petrol eua Base, Aircraft 
/MIL-H-8446/, 01/06/61 

12-1 FRC 04 01 

General Electrical Wiring Requirements, 

09/15/63 

12-2 FRC 04 01 

Basic Soldering Requirements Shield 
Terminations, Safety Wiring, and Connectors, 
09/30/63 

12-3 FRC 04 01 

High Temperature Wiring and Soldering, 

09/27/63 

12-4 FRC 04 01 

Identification of Electrical Wiring and 
Cabling, 09/30/63 

12-5 FRC 04 01 


Stowage of Electrical Wiring and Connectors, 
09/20/63 
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FFB-H-4 

See 

S-332— P-0001 

GSFC 

05 

01 

FFB-T-1 

See 

S-532— P-0008 

GSFC 

05 

01 

FFB-T-2 

See 

S-532-P-0009 

GSFC 

05 

01 

FFB-T-3 

See 

S-532-P-0010 

GSFC 

05 

01 

FFB-T-4 

See 

S— 532— P-0011 

GSFC 

05 

01 

FFB-T-5 

See 

S— 532— P-0012 

GSFC 

05 

01 

FFB-T-6 

See 

S-532— P-0013 

GSFC 

05 

01 

FFB-T-7 

See 

S— 532— P-0014 

GSFC 

05 

01 

FFB-T-8 

See 

S-532-P-0015 

GSFC 

05 

01 

FFB-T-9 

See 

S— 532— P—0016 

GSFC 

05 

01 

FFB-T-11 

See 

S-532— P—0017 

GSFC 

05 

01 

FFB-T-12 

See 

S— 532— P—0018 

GSFC 

05 

01 

FFB-T-14 

See 

S— 532— P-0019 

GSFC 

05 

01 

FFB-T-15 

See 

S— 532— P—0020 

GSFC 

05 

01 

FFB-T-16 

See 

S— 532-P— 0021 

GSFC 

05 

01 

FFB-T-17 

See 

S-532— P-0022 

GSFC 

05 

01 

FFB-T-20 

See 

S-532— P-0023 

GSFC 

05 

01 

FFB-T-21 

See 

S— ?32— P—0024 

GSFC 

05 

01 

FFB-T-23 

See 

S-532-P-0025 

GSFC 

05 

01 

FFB-T-24 

See 

S-532-P-0026 

GSFC 

05 

01 

FFB-T-25 

See 

S— 532— P-0027 

GSFC 

05 

01 

FFB-T-26 

See 

S-532-P-0028 

GSFC 

05 

01 


FFB-1 

See S-532-P-0007 

GSFC 

05 01 

FTM 1016910 

See S— 550— AP— 0001 

GSFC 

05 01 

FTM 1016951 

See S— 550— AP— 0002 

GSFC 

05 01 

G- 2-000 

See S— 320-D-0001 

GSFC 

05 01 

G-8-000 

See S— 320-D-0002 

GSFC 

05 01 

GA-GEM-1001800 

See S-552-P-0018 

GSFC 

05 01 

GA— GEM- 100 43 10 

See S— 552— GEM— 0010 

GSFC 

05 01 

GA-GEM-3147911 

See S-553-P-0039 

GSFC 

05 01 

GEP-S18-1 

See S— 623— OAO-OOOl 

GSFC 

05 01 

GEP-S18-2 

See S— 623-OAO-0002 

GSFC 

05 01 

GEP-S18-3 

See S— 62 3-D AO- 000 3 

GSFC 

05 01 

GEP-S18-4 

See S— 623-DAD— 0004 

GSFC 

05 01 

GEP-S18-5 

See S— 623-0 AO— 0005 

GSFC 

05 01 

GEP-S18-6 

See S— 623— 0 AO— 0006 

GSFC 

05 01 

GEP-S18— 7 

See S— 623-0 AO- 000 7 

GSFC 

05 01 

GEP-S18-8 

See S— 6 23-0 AO- 000 8 

GSFC 

05 01 

GEP-S18-9 

See S— 623-0 AO-OOO 9 

GSFC 

05 01 

GEP-S18-10 

See S— 623-0 AO— 001 0 

GSFC 

05 01 

GSFC— ACS— 001 

Gyroscope, Free, Miniature, 

GSFC 

Two Axis 

05 01 

GSFC-TDS— ANT— 29 

See S-525-P-0029 

GSFC 

05 01 

GSFC— TDS- ANT— 30 

See S-525-P-0030 

GSFC 

05 01 

GSFC-TDS- ANT— 30 

GSFC 

05 01 


See S— 525— ANT— 0030 
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GSFC-TDS— ANT-31 

See S-525-P-0031 

GSFC 

05 01 

GSFC-TDS-XTR-1 

See S-500-P— 0009 

GSFC 

05 01 

GSFC-TDS-FS-1 

See S-553-P-0028 

GSFC 

05 01 

GSFC— TDS— 30-1 

See S— 500— P—0024 

GSFC 

05 01 

GSFC-TDS-FS-1 

See S-500-P-0451 

GSFC 

05 01 

GSFC-TRS-ACSS-1 

See S-500-P-0011 

GSFC 

05 01 

GSFC-TDS-GRRR-2 

See S-531-RR-0002 

GSFC 

05 01 

GSFC-TRS- ANT-1 

See S-525— P-0001 

GSFC 

05 01 

GSFC-TDS-GRRR-3 

See S-531-RR-0003 

GSFC 

05 01 

GSFC— TRS-ANT— 2 

See S-525— P-0002 

GSFC 

05 01 

GSFC-TDS-P AINT-1 

See S-500-P-0027 

GSFC 

05 01 

GSFC-TRS- A NT-3 

See S-525— P-0003 

GSFC 

05 01 

GSFC-TDS-PCES-1 

See S-500-P-0026 

GSFC 

05 01 

GSFC— TRS-ANT— 4 

See S-525— P-0004 

GSFC 

05 01 

GSFC— TDS-PCM-1 

See S-500— P—0023 

GSFC 

05 01 

GSFC-TRS- A NT— 5 

See S-525— P-0005 

GSFC 

05 01 

GSFC— TDS— PROG-1 

See S— 500— P—0022 

GSFC 

05 01 

GSFC— TRS— ANT-7 

See S-525-P-0007 

GSFC 

05 01 

GSFC-TDS— RFS-20 

See S-523-P-0208 

GSFC 

05 01 

GSFC-TRS— ANT— 8 

See S-525— P-0008 

GSFC 

05 01 

GSFC-TDS— RFS-22 

See S— 553— P—0022 

GSFC 

05 01 

GSFC— TRS-ANT— 9 

See S— 525— P-0009 

GSFC 

05 01 

GSFC-TDS- RFS-20 8 

See S-500-P-0208 

GSFC 

05 01 

GSFC— TRS-ANT— 11 

See S— 525— P—0011 

GSFC 

05 01 

GSFC-TDS— RFS-21 1 

See S-500— P-021 1 

GSFC 

05 01 

GSFC— TRS-ANT— 13 

See S-525-P-0013 

GSFC 

05 01 

GSFC-TDS— RFS-22 0 

See S-500— P-0220 

GSFC 

05 01 

GSFC— TRS— A NT- 15 

See S— 525— P—0015 

GSFC 

05 01 

GSFC-TDS-RFS-221 

See S-500-P-0221 

GSFC 

05 01 

GSFC— TRS- ANT-16 

See S-525— P-00 16 

GSFC 

05 01 

GSFC-TDS- RFS-22 2 

See S— 500-P— 0222 

GSFC 

05 01 

GSFC-TRS- ANT -17 

See S-525— P-0017 

GSFC 

05 01 

GSFC-TDS— RFS-223 

See S— 500— P—0223 

GSFC 

05 01 

GSFC— TRS- ANT-18 

See S-525— P-0018 

GSFC 

05 01 

GSFC-TDS— RFS-224 

See S-500-P-0224 

GSFC 

05 01 

GSFC-TRS- ANT- 19 

See S-525-P-0019 

GSFC 

05 01 

GSFC-TDS-RFS-225 

See S-500— P-0225 

GSFC 

05 01 

GSFC— TRS-ANT— 21 

See S-525— P-0021 

GSFC 

05 01 

GSFC-TDS-RFS-226 

See S-500— P—0226 

GSFC 

05 01 

GSFC— TRS- ANT-22 

See S-525-P— 0022 

GSFC 

05 01 

GSFC-TDS— SRV-30 

See S-500-P— 0021 

GSFC-TDS— T DP-1 

See S-500— P-0025 

GSFC 

GSFC 

05 01 
05 01 

GSFC— TRS- ANT-23 

See S-525-P-0023 

GSFC-TRS- A NT-24 

See S— 525— P—0024 

GSFC-TRS- A NT-26 

See S-525— P-0026 

GSFC 

GSFC 

GSFC 

05 01 
05 01 
05 01 

GSFC-TDS-TTS-1 

See S-500— AP— 0001 

GSFC 

05 01 

GSFC-TRS— ANT— 27 

See S-525— P-0027 

GSFC 

05 01 

GSFC-TDS-TTS-2 

See S-531-P-0267 

GSFC 

05 01 

GSFC-TRS- A NT— 28 

See S-525— P-0028 

GSFC 

05 01 
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GSFC—TRS— ANT-32 

See S— 525— P-0032 

GSFC 

05 01 

GSFC—TRS— ANT— 33 

See S— 525— P-0033 

GSFC 

05 01 

GSFC—TRS— ANT— 35 

See S— 525— P-0035 

GSFC 

05 01 

GSFC—TRS— ANT— 36 

See S— 525-P-0036 

GSFC 

05 01 

GSFC—TRS— ANT— 37 

See S— 525— P-0037 

GSFC 

05 01 

GSFC-TRS- ANT-30 

See S-525— P-0038 

GSFC 

05 01 

GSFC—TRS— AMT— 39 

See S-525-P-0039 

GSFC 

05 01 

GSFC—TRS— DTA-1 

See S— 500— P-0014 

GSFC 

05 01 

GSFC—TRS— DTA-2 

See S— 500— P—0015 

GSFC 

05 01 

GSFC— TRS— REC— 1 

See S— 523— R0-0001 

GSFC 

05 01 

GSFC— TRS— RFS— 101 A 

See S-500-P-0101 

GSFC 

05 01 

GSFC-TRS-RFS-202C 

See S-500-P-0202 

GSFC 

05 01 

GSFC— TRS-RFS-204A 

See S— 500-P— 0204 

GSFC 

05 01 

GSFC— TRS— RFS— 212 

See S-500-P— 0212 

GSFC 

05 01 

GSFC— TRS— RFS— 213 

See S-500-P-0213 

GSFC 

05 01 

GSFC-TRS— RFS-301 A 

See S— 500— P—0301 

GSFC 

05 01 

GSFC-TRS-RFS-410 

See S-500-P-0410 

GSFC 

05 01 

GSFC-TRS-RFS-411 

See S-500— P-0411 

GSFC 

05 01 

GSFC-TRS-RFS-412 

See S— 500— P-0412 

GSFC 

05 01 

GSFC— TRS— RFS— 413 

See S— 500— P-0413 

GSFC 

05 01 

GSFC— TRS— RFS— 415 

See S— 500— P—0415 

GSFC 

05 01 

GSFC— TRS— RFS— 416 

See S— 500— P-0416 

GSFC 

05 01 

GSFC— TRS— RFS— 419 

See S-500— P—0419 

GSFC 

05 01 

GSFC— TRS-RFS-420 

See S— 500— P-0420 

GSFC 

05 01 

GSFC— TRS— SR V—l 

GSFC 

05 01 


See S— 500— P—0012 


GSFC-TRS— SR V— 2 

See S— 500— P—0013 


GSFC 

05 

01 

GSFC— TRS— 6 

See S— 525-P-0006 


GSFC 

05 

01 

GSFC-TRS— 85-2 

See S— 500— P—0016 


GSFC 

05 

01 

GSFC-TRS-85-3 

See S— 500— P—0017 


GSFC 

05 

01 

GSFC-TRS— 85— 4 

See S— 500— P-0018 


GSFC 

05 

01 

GSFC-TRS-414 

See S-500— P-0414 


GSFC 

05 

01 

GSFC— Sll— 006 

See S— 620— ATS— 0006 


GSFC 

05 

01 

GSFC-S11— 012-00 

See S-620— ATS— 0012 


GSFC 

05 

01 

GSFC— 533— 64-01 

See S-553-P-0001 


GSFC 

05 

01 

GSFC-536— 21611 

See $s— 536-p-0001 


GSFC 

05 

01 

GSFC-553— 64-02 

See S— 553— P-0002 


GSFC 

05 

01 

GSFC— 553-64— 03 

See S-553— P—0003 


GSFC 

05 

01 

GSFC— 553— 64— 06 

See S-553— P—0006 


GSFC 

05 

01 

GSFC— 553— 64— 08 

See S— 553— P-0008 


GSFC 

05 

01 

GSFC— 553— 64— 10 

See S— 553— P-0010 


GSFC 

05 

01 

GSFC-553-64— 1 1 

See S-553— P—001 1 


GSFC 

05 

01 

GSFC-553— 64— 14 

See S— 553— P-0014 


GSFC 

05 

01 

GSFC— 553— 64— 15 

See S— 553— P-0015 


GSFC 

05 

01 

GSFC-5 5 3-64-27 

See S-553-P-0027 


GSFC 

05 

01 

GSFC-571-65— 01 GSFC 

Spare and Replaceable Parts Provisioning 
Document for National Aeronautics Space 
Adainistration Coaauni cat i ons Division 

05 

01 

GSFC— 571— 66-08 

Solid State Neutral Telegraph 
Specification 

GSFC 
Rel ay 

05 

01 

GSFC-616.3 

See S— 616— P—0001 


GSFC 

05 

01 

IFB-SC-578 

See S-532-P-0031 


GSFC 

05 

01 

LNSC-1415060 

See S-553-P-0042 


GSFC 

05 

01 
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NIT-3430A 

See S-650-NI-0001 

GSFC 

05 01 

Rl-0110 

See S-625-R EL-0110 

GSFC 

05 01 

HIT-3474 

See S-650-MI-0018 

GSFC 

05 01 

Rl-0111 

See S-625-REL-0111 

GSFC 

05 01 

MIT-3475 

See S-650-NI-0019 

GSFC 

05 01 

Rl— 0120 

See S-625-REL-0120 

GSFC 

05 01 

NIT-3476 

See S- 650-MI -0021 

GSFC 

05 01 

Rl-0130 

See S-625-REL-0130 

GSFC 

05 01 

MIT-3477 

See S-650-NI-0002 

GSFC 

05 01 

Rl— 0140 

See S-625-REL-0140 

GSFC 

05 01 

MIT-3480 

See S-650-MI-0003 

GSFC 

05 01 

Rl-0141 

See S-625-REL-0141 

GSFC 

05 01 

MIT-3483 

See S-650— NI-0022 

GSFC 

05 01 

Rl— 0142 

See S-625-REL-0142 

GSFC 

05 01 

MIT-3484 

See S-650— M I— 0024 

GSFC 

05 01 

Rl— 0 143 

See S-625-REL-0143 

GSFC 

05 01 

MIT-7026 

See S-650-M 1—0023 

GSFC 

05 01 

Rl— 0 144 

See S— 625— REL-0144 

GSFC 

05 01 

MIT-7027 

See S-650— MI -00 20 

GSFC 

05 01 

Rl— 0145 

See S-625-REL-0145 

GSFC 

05 01 

OSO-D-DRR 

See S-623— OSQ-0004 

GSFC 

05 01 

Rl-0146 

See S— 625-REL-0146 

GSFC 

05 01 

□SD-E-DRR 

See S-623-OSO-OO05 

GSFC 

05 01 

Rl— 0 147 

See S-625-REL-0147 and 

GSFC 

S-625-REL-0151 

05 01 

P-1 

See S— 672— P—0001 

GSFC 

05 01 

Rl— 0150 

See S-625-REL— 0150 

GSFC 

05 01 

P-11A 

See S-672-P-0002A 

GSFC 

05 01 

Rl-0152 

See S-625-REL— 0152 

GSFC 

05 01 

PCM— 72139-337 

See S-531— RR-0004 

GSFC 

05 01 

Rl— 0153 

See S-625-REL-0153 

GSFC 

05 01 

Q- 11 

See S-672— P—0002 

GSFC 

05 01 

Rl— 0154 

See S-625-REL-0154 

GSFC 

05 01 

Q-lll 

See S— 672— P— 0003 

GSFC 

05 01 

Rl— 0 169 

See S— 625— R EL-01 69 

GSFC 

05 01 

RFQ 29200 

See S-550-P— 0001 

GSFC 

05 01 

Rl-0411 

See S-500-P-0214 

GSFC 

05 01 

Rl— 0000 

See S-625-REL-0001 

GSFC 

05 01 

Rl-0412 

See S-500-P— 0215 

GSFC 

05 01 

Rl— 0100 

See S-625-REL-0100 

GSFC 

05 01 

Rl— 0413 

See S-500-P-0216 

GSFC 

05 01 

Rl-0101 

See S-625-REL-0101 

GSFC 

05 01 

Rl— 0416 

See S-500— P-0217 

GSFC 

05 01 

Rl-0102 

See S-625-REL-0102 

GSFC 

05 01 

R1-041B 

See S— 500-P-0418 

GSFC 

05 01 

Rl-0103 

See S-625-REL-0 103 

GSFC 

05 01 

Rl-0419 

See S-500-P-0218 

GSFC 

05 01 

Rl-0104 

See S— 625— REL-0104 

GSFC 

05 01 

Rl— 0420 

See S-500-P-0219 

GSFC 

05 01 

Rl-0105 

See S-62 5- R EL-0105 

GSFC 

05 01 

Rl-0426 

See S— 500-P-0426 

GSFC 

05 01 


308 


GODDARD SPACE FLIGHT CENTER 


Rl-0450 

See S— 500— P-0450 

GSFC 

05 01 

S— 1-101 

See S-320-UK-0101 

GSFC 

05 01 

S-l-201 

See S-320-UK-0201 

GSFC 

05 01 

S-l-301 

See S— 320-UK-0301 

GSFC 

05 01 

S-l-401 

See S-320-UK-0401 

GSFC 

05 01 

S— 2— 0000 GSFC 

General Specification Governing the 
Applications Technology Satellite Program 

05 01 

S- 2— 0101 

See S-320-ATS-0101 

GSFC 

05 01 

S— 2— 0102 

See S— 320-ATS-0102 

GSFC 

05 01 

S-2-101 

See S-320-EP-0101 

GSFC 

05 01 

S-2-201 

See S-320-EP-0201 

GSFC 

05 01 

S-2-401 

See S-320-EP-0401 

GSFC 

05 01 

S-2-402 

See S-320— EP-0402 

GSFC 

05 01 

S-2-901 

See S— 320-1 MP-0901 

GSFC 

05 01 

S-2-903 

See S— 320— EP-0403 and 

GSFC 

S— 320-1 MP-09 03 

05 01 

S-3-901 

See S— 320-AL-0901 

GSFC 

05 01 

S-4-101 

See S-320-OGQ-0101 

GSFC 

05 01 


S-4-201 

See S-320-0GQ-0201 


S-6-901 

See S-320-SM-0901 


S-250-P— 0001 

Goddard Space Flight 
Television Operating 
Accessories 


GSFC 05 01 


GSFC 05 01 


GSFC 05 01 

Center Closed Circuit 
Equipment and 


S-252-P-1 

Library 


GSFC 05 01 

Technical Support Services Contract 


S-300-P-1A 

Printed Wiring Boards 


GSFC 05 01 


S-320-A-1 GSFC 05 01 

General Envi ronmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Atlas— Agena, 

Thor-Agena, or Thrust-Augmented Thor-Agena 
Launch Vehicles 


S-320-AIMP-1 GSFC 05 01 

Environmental Test Specification for the 
Anchored Interplanetary Honitoring Platform 
/AIM P/Spacecraft 

S-320-AL-0001 GSFC 05 01 

Environmental Test Specification and Test Plan 
for S-27 Topside Sounder Satellite 


S-320— AL— 0901 GSFC 05 01 

Environmental Test Specification- Alouette B 
Spacecraft System Tests 

S-320- AT-0 001 GSFC 05 01 

Environmental Test Specification for S-6 
Atmospheric Structure Satellite 

S-320-AT-0003 GSFC 05 01 

Environmental Test Specification for S-6A 
Subasseabl i es 

S-320-ATS-0101 GSFC 05 01 

Environmental Qualification and Acceptance Test 
Specification- Spacecraft Testing 

S-320— ATS- 01 02 GSFC 05 01 

Environmental Qualification and Acceptance Test 
Specification- Component Testing 

S-320— D-l GSFC 05 01 


General Environmental Test Specification for 
Spacecraft and Components- Launch 
Environments Dictated by Delta Space 
Vehicle-3C and Thor-Augmented 
Launch Vehicles /Alleghaney Ballistics 
Laboratory X-258 Third Stage/ 

S-320-D-2 GSFC 05 01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Improved Delta 
Launch Vehicle /Delta Space Vehicle-3F, 

3G, and 3H/ 

S-320— E P-000 1 GSFC 05 01 

Preliminary Test Specification for S-3A 
Solar Paddles 


S-320-EP-0002 GSFC 05 01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 


S-320— E P-0 003 GSFC 05 01 

Environmental Test Plan- Energetic Particles 

Satellite /S-3/ 

S-320— EP- 00 04 GSFC 05 01 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 

S-320-EP-0101 GSFC 05 01 

Environmental Design Qualification Test- 
Components and Experiments, Study of 
Enhanced Radiation Belt S-3B and S-3C 
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S-320-EP-0201 GSFC 05 

Environmental Acceptance Teat- Components and 
Experiments, Study of Enhanced Radiation 
Belt S-3B and S-3C 

S-320-EP-0401 GSFC 05 

Environmental Test Specification for Flight 
Acceptance Testing of the S-3A Energetic 
Particles Satellite 


S-320-SR-1 GSFC 05 01 

General Environmental Test Specifications for 
Flight Acceptance of Sounding Rocket 
Payloads 

S-320— UK— 0 101 GSFC 05 01 

Environmental Design Qualification Test- 
Components and Experiments, United Kingdom 
/2/S-52 


S-320— EP-0402 GSFC 05 01 

Environmental Test Specification for Flight 
Acceptance Tests of Study of Enhanced 
Radiation Belt S-3A and S-3C 

S-320— EP— 0403 GSFC 05 01 

Environmental Test Specification- Project 
EPE-D Energetic Particles Explorer-D 

S-320-FR-1 GSFC 05 01 

Environmental Test Specification for FR-1 
Very Lov Frequency Satellite 

S-320-GE-1 GSFC 05 01 

Environmental Test Specification for the Gemini 
S-9 Nuclear Emulsion Experiment 

S— 320— IMP— 0901 GSFC 05 01 

Environmental Test Specification- Components, 

S— 74 Interplanetary Monitoring Platform 

S— 320— IMP— 0903 GSFC 05 01 

Environmental Test Specification- S-74 
Interplanetary Monitoring Platform 
Spacecraft System Tests 

S-320— IMP— 1 GSFC 05 01 

Interplanetary Monitoring Platform 
Environmental Test Specification for 
Components 

S-320-IMP-2 GSFC 05 01 

Interplanetary Monitoring Platform 
Environmental Test Specification for 
Spacecraft System Tests 

S-320-NI-1 GSFC 05 01 

Environmental Test Specification Nimbus C 
Spacecraft System and Subsystem Tests 

S-320— NI-2 GSFC 05 01 

Environmental List Specification Nimbus B 
Spacecraft System, Subsystems and 
Experiments 

S-320— OGO-Ol 01 GSFC 05 01 

Environmental Design Qualification Test- 
Orbiting Geophysical Observatory Experiments 

S— 320— RAE— 1 GSFC 05 01 

Environmental Test Specification for the Radio 
Astronomy Explorer /RAE/ Subsystems 


S-320-S-1 GSFC 05 01 

General Environmental Test Specification for 
Spacecraft and Components Using Launch 
Environments Dictated by Scout FW-4 and 
Scout X-258 Launch Vehicles 

S-320— SM-0901 GSFC 05 01 

Environmental Test Specification for San Marco 
/Shotput/ Payloads 


S-320— UK-020 1 GSFC 05 01 

Environmental Acceptance Test- Components and 
Experiments, United K I ngdom-2/S-52 

S-320— UK-0301 GSFC 05 01 

Environmental Design Qualification 
Specification for the Prototype United 
K i ngd om-2/S-52 Spacecraft 


S-320— UK-050 1 

GSFC 

05 

01 

Environmental Test Plan 
Satellite Program 

of the UK— 2/S— 52 



S-322-P-2 

GSFC 

05 

01 

Thermal Shroud Assembly 




S-322-P-4 

GSFC 

05 

01 

Ultra High Vacuum Electronic Pump 



S-322-P-5 

GSFC 

05 

01 

High Precision Digital 

Voltmeter 



S-323-P-2 

GSFC 

05 

01 


Workmanship, Marking, Traceability, Age 
Control and Packaging Requirements for all 
Semiconductors Procured to Electronic 
Institute Association Specifications for 
Goddard Space Flight Center Use 

S'- 323— P -3 GSFC 05 01 

Visual Inspection Requirements for Glass 
Encased Diodes 

S-324-DME-A-1 GSFC 05 01 

Environmental Design Qualification and 
Acceptance Tests- Components and 
Experiments, Distance Measuring Equipment 
Antenna 


S-324-RES-1 

GSFC 


05 

01 

Environmental Test Specification for 

the 



Reliable Earth Sensor /RES/ 





S-325— LPS-0001 

GSFC 


05 

01 

Launch Phase Simulator 





S-325-P-4 

GSFC 


05 

01 

Data Collection and Recording 
Launch Phase Simulator 

System 

for 

the 


S-325— P-7A 

GSFC 


05 

01 

Design, Fabrication, and Installation 

of 



Princeton Optical Bench for the Twelve by 



Fifteen Thermal-Vacuum Chamber 




S-330-P-0001 

GSFC 


05 

01 

Printed Circuit Board, Master 

Drawing 




S-450-NI-2 

GSFC 


05 

01 


Goddard Space Flight Center Technical 
Interface Specification for the Nimbus 
B— SNAP- 19 System 
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S-450-P-1A GSFC 05 01 

Quality and Reliability Provisions for Niabus 
Procurement 

S-450-P-3 GSFC 05 01 

Screening of Seal conductors for the Niabus 
Meteorological Satellite Program 

S— 450— P—4 GSFC 05 01 

Screening of High Usage Electronic Parts for 
the Niabus Satellite Program 


S-500-P-0020 GSFC 05 01 

Functional Requirements for Phase Lock 
Demodulator-Combiner 

S-500— P-0021 GSFC 05 01 

Performance Specification for Antenna Control 
and Drive System 

S-500-P-0022 GSFC 05 01 

Performance Specification- Antenna Position 
Programmer System 


S-500-AP— 0001 GSFC 05 01 

Specifications for Apollo Timing System 

S-500-P-0001A GSFC 05 01 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Data Acquisition Antenna 

S-500-P— 0003 GSFC 05 01 

X-Y Antenna Position Programmer and Position 
Encoding System 

S— 500— P—0004 GSFC 05 01 

Procurement Specification for 40-Foot Data 
Acquisition Antenna System Tracking 
Receiver 

S— 500— P-0008 GSFC 05 01 

Collimation System Specifications for 40-Foot 
Data Acquisition Antenna System 


S— 500— P—0009 

GSFC 

05 

01 

Performance Specification 

for Data Sub-Carrier 


Osci 1 1 ators 




S— 500— P—0010 

GSFC 

05 

01 

Performance Specification 
Band Power Amplifier 

for a 10 Kilowatt 

S- 


S— 500— P—0011 

GSFC 

05 

01 

Antenna Control Status Specification 



S— 500— P—0012 

GSFC 

05 

01 

Servo Control and Drive Systems Specification 


S— 500— P—0013 

GSFC 

05 

01 

Servo Control and Drive Sub-System 



Sped f ication 




S— 500— P—0014 

GSFC 

05 

01 

Data System Specification 




S-500— P—0015 

GSFC 

05 

01 

Functional Specification for Data System 



S-500— P-0016 

GSFC 

05 

01 

Specifications for 85-Foot 
Antenna 

Data Acquisition 



S— 500— P—0017 

GSFC 

05 

01 

Specification for 85-Foot 
Acquisition Antenna 

Satellite Data 



S-500-P— 0018 

GSFC 

05 

01 

Specifications for 85-Foot 

Antenna 



S-500— P—0019 

GSFC 

05 

01 


Field Acceptance Test- National Aeronautics 
and Space Administration 40-Foot X-Y 
Antenna Units 2,3, and 4 


S-500— P-0023 

GSFC 

05 

01 

Performance Specifications- Pulse Code 



Modulation Signal Conditioner 

and Calibrator 


S-500-P-0024 

GSFC 

05 

01 

Specifications for 30-Foot Antenna 



S-500— P—0025 

GSFC 

05 

01 

Performance Specification for 
Processor System 

Tracking Data 



S-500— P—0026 

GSFC 

05 

01 

Packing and Crating Equipment 
Shipment 

for Export 



S-500— P-0027 

GSFC 

05 

01 

Coating System for Antennas 




S-500— P—0101 

GSFC 

05 

01 

Tracking Combiner Performance 

Specifications 


S-500— P-0202 

GSFC 

05 

01 

Diversity Telemetry Receiver Performance 



Specification 




S-500— P-0204 

GSFC 

05 

01 

136 Megacycle Multicoupler Performance 



Specification 




S-500-P-0208 

GSFC 

05 

01 

Specifications for Environmental Conditions 



/Revision 1/ 




S-500-P-0211 

GSFC 

05 

01 

136 Megacycle Solid-State Preamplifier 



Performance Specification 




S-500-P-0212 

GSFC 

05 

01 

Remote Controlled Attenuator Performance 



Specif i cat ions 




S-500— P-0213 

GSFC 

05 

01 


Telemetry Patch Panel Performance 
Specification 

S-500— P-0214 GSFC 05 01 

Equipment Procurement Specification- Angle 
Tracking Receiver 

S-500— P—0215 GSFC 05 01 

X-Y Antenna Position Programmer and Position 
Encoding System 

S-500-P-0216 GSFC 05 01 

Procurement Specification- Relay Test Station 
Servo System 

S-500-P-0217 GSFC 05 01 

Equipment Procurement Specification for Antenna 
Feed System 
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S-500-P-0218 GSFC 05 01 

Equipment Packaging Specification for Relay 
Test Stations 

S-500-P-0219 GSFC 05 01 

Inter-System Wiring Specification for Relay 
Test Stations 

S— 500— P—0220 GSFC 05 01 

Perforeance Specifications for Acquisition 
Tracking Receiver 

S-500-P-0221 GSFC 05 01 

Performance Specification- Parametric 
Aapl i f ier/Converter System 

S-500-P-0222 GSFC 05 01 

Noise Figure and Test Signal System 
Performance Specification 

S— 500-P— 0223 GSFC 05 01 

Performance Specification for Remote Controlled 
At tenuator 

S-500-P-0224 GSFC 05 01 


Performance Specification for 2300 Megacycle 
Boreslght Source 


S-500-P-0225 GSFC 05 01 

Performance Specification- Up-Date 
Verification Receiver 

S-500-P— 0226 GSFC 05 01 

Signal Data Demodulator System 

S-500-P-0301 GSFC 05 01 

130-140 Megacycle Tracking Receiver 
Performance Specification 

S— 500-P— 04 1 0 GSFC 05 01 

Specifications for the Noise Figure and Test 
Signal System 

S— 500-P-04 1 1 GSFC 05 01 

136 Megacycle Boreslght Source Performance 
Spec i f icat i on 

S-500— P-0412 GSFC 05 01 

136 Megacycle Calibration Signal Generator 
Performance Specification 

S-500— P-0413 GSFC 05 01 

400 Megacycle Boreslght Source Performance 
Specif icat ion 

S— 500— P—04 1 4 GSFC 05 01 

400 Megacycle Calibration Signal Generator 
Performance Specification 

S-500— P—04 15 GSFC 05 01 

1700 Megacycle Boreslght Source Performance 
Spec! f icat ion 

S-500-P— 0416 GSFC 05 01 

1700Megacycl e Calibration Signal Generator 
Performance Specification 

S-500— P-04 1 8 GSFC 05 01 

Equipment Procurement Specification for 40-Foot 
Diameter X-Y Tracking Antenna 


S— 500-P— 04 19 GSFC 05 01 

Development of a 1700 Megacycle f Ultra-Low- 
Noise Parametric Amplifier/Converter System 

S—500— P—0420 GSFC 05 01 

Development of a 400 Megacycle, Low-Noise- 
Parametric Amplifier Converter System 

S-500-P-0426 GSFC 05 01 

Azimuth-Elevation Antenna Position Programmer 

S— 500-P-0450 GSFC 05 01 

Project Relay Specification- Relay I Test 
Station, Nutley, New Jersey 


S-506-P-4 GSFC 05 01 

C-Band Re-Entry Acquisition System for 
Apollo Instrumentation Ships 

S— 506— P—6 GSFC 05 01 

Shipboard Unified S-Band System Transmitter 
Voltage Controlled Oscillator Counter 

S-512-P-2 GSFC 05 01 

Acoustic Transponders - A Component of the 
Sonar Beacon Reference System 


S-514-P-1 GSFC 05 01 

Telemetry Test Set /Exhibit B/ 

S-521-P-2 GSFC 05 01 

Goddard Space Flight Center Specifications 
Universal Pulse Frequency Modulation 
Simulator 

S-522-P-0002 GSFC 05 01 

Goddard Range and Range Rate Transponder Test 
Set Specification 

S— 522-P— 0003 GSFC 05 01 

Microelectronic Oscillator Range and Range 
Rate Transponder 

S-522-P-0004 GSFC 05 01 

Specification for 10W, 1000 Megacycle 
Trans 1 stor 

S— 522-P-0005 GSFC 05 01 

Specification for a Pulse Code Modulation 
Signal Conditioning Console 

S-522-P-0006 GSFC 05 01 

Specification for a Pulse Code Modulation 
Input Console 

S- 522- P—0007 GSFC 05 01 

Specification for a Pulse Code Modulation 
Data Simulator and Comparator 

S-522— P-0000 GSFC 05 01 

Specification for a Reliable, Low Power, Thin 
Film Spacecraft Memory 

S— 522-P-0009 GSFC 05 01 

Specification for a Reliable, Light Weight, 

Ceramic Audio Filter for Spacecraft 

Appl 1 cat ions 

S— 522— P-00 10 GSFC 05 01 

Specification for a Computer Format Control 

Buffer with Time Decoder 
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S— 522— P—0011 GSFC 05 01 

Specification for a Universal Comb-Filter 
Processing for Pulse Frequency Modulation 
Telenet ry Signals 

S— '522— P—0012 GSFC 05 01 

Specification for a Developmental Comb-Filter 
Utilizing Miniaturized Active Elements for 
Processing Pulse Frequency Modulation 
Telemetry Signals at Minitrack Stations 

S— 522— P—0013 GSFC 05 01 

Specification for a Bit Synchronizer and Signal 
Condi t i oner 


S— 522— P—0014 GSFC 

Specification for Pulse Code Modulation 
Data Handling Equipment 

S— 522— RR— 0054 GSFC 

Exhibit B Goddard Range and Range Rate 
System Specification 

S-523— P-0001 GSFC 

Functional Specification for Broad-Band Ground 
Antenna for Satellite Command System 

S— 523— P-0101 GSFC 05 01 

Tracking Combiner Performance Specifications 

S-523— P—0201 GSFC 05 01 

Diversity-Locked Phase Demodulator Performance 
Specif i cation 


05 01 


05 01 


05 01 


S— 523-P— 0202 GSFC 05 01 

Diversity Telemetry Receiver Performance 
Spec! f i cat i on 

S-523-P-0208 GSFC 05 01 

Environmental Specification for Indoor 
Equipment 

S-523-P-0219 GSFC 05 01 

130 Megacycle to 140 Megacycle Line Amplifiers 

Performance Specifications 

S-523-P— 0302 GSFC 05 01 

130 Megacycle to 140 Megacycle Advanced 

Polarization Diversity Autotrack Receiver 
Performance Specification 

S-523— P—0401 GSFC 

Very High Frequency Command Transmitter 
Preliminary Specification 

S— 523— P—2 GSFC 

Digital Data Recording and Synchronizing 
System /Digital Data Recording and 
Synchronizing System/ Performance 
Specif i cat i on 

S-523— RQ-0001 GSFC 

400 Megacycle/136 Megacycle Auto-Track and 
Telemetry Receiver Specification for Rosian 
85-Foot Antenna 


05 01 
05 01 

05 01 


S-524-P-3 GSFC 05 01 

Goddard Space Flight Center Specification for 
a Semi-Trailer Electronic Equipment Van 

S- 52 5- ANT-0030 GSFC 05 01 

Performance Specification for a Cassegrain Feed 
System for 30-Foot Antenna 

S-525— P—0001 GSFC 05 01 

Functional Specification for Satellite Command 
Antenna 


S-525-P— 0002 GSFC 05 01 

Functional Specification for 136 Megacycle and 
1700 Megacycle Feed Systems 85-Foot 
Diameter Parabolic Antenna 


S-525— P—0003 GSFC 05 01 

Equipment Procurement Specification for 40-Foot 
Data Acquisition Antenna Feed System 40-005 

S-525— P-0004 GSFC 05 01 

Functional Specification for 
Electrically-Driven X-Y Mount for 
Antennas 

S-525— P—0005 GSFC 05 01 

Functional Specification for Hydraulically 
Driven X-Y Pedestal and Servo Positioning 
System 


S-525-P— 0006 GSFC 05 01 

Vertical Freespace Range for Antenna 
Performance Test Facility 

S-525— P-00 07 GSFC 05 01 

Procurement Specification for Radio Frequency 
Absorbent Material for Antenna Test Range 
Fact 1 i ty 

S-525-P— 0008 GSFC 05 01 

Procurement Specification for Radome for 
Antenna Test Range Facility 

S-525— P—0009 GSFC 05 01 

Specification for Gasoline Engine Driven 
Vehic 1 e 


S-525— P-00 1 0 GSFC 05 01 

Specifications for Servo-Driven Antenna 
Pedestal 

S-525-P-0011 GSFC 05 01 

Performance Specification for Relay Feed 
System for 85-Foot Diameter Parabolic 
Antenna 


S-525-P-0013 GSFC 

Performance Specification for Space 
Communications Feed System for 85-Foot 
Diameter Parabolic Antenna 

S-525— P—00 1 5 GSFC I 

Performance Specification for Communications 
Satellite Feed System for 85— Foot Diameter 
Parabolic Antenna 


S-524-P-1 GSFC 05 Q1 

Real Time Automatic Digital Dptical Tracker 
System Modification to Add Azimuth- 
Elevation Mount Control 

S-524-P-2 GSFC 05 01 

Specification for a Computer/Controller 
Subsystem of an Optical Tracking System 


S-525— P-00 16 GSFC 05 01 

Performance Specification for 136, 400 and 1700 
MC Feed Systems for 85-Foot Diameter 
Parabolic Antenna 

S-525— p— 00 17 GSFC 05 01 

Procurement Specification for Portable, 
Solid-State, Radiometer 
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S— 525— P—0018 GSFC 05 01 

Specification for Disk-On-Rod Command Antenna 
Array 

S-525-P— 0019 GSFC 05 01 

Performance Specification- Antenna Drive and 
Control System 

S— 525— P—0021 GSFC 05 01 

Functional Specification for High Power 
Transmission Line and Control Cable 
Assembl ies 

S— 525— P—0022 GSFC 05 01 

Procurement Specification for on R-F Echoic 
Chamber to be Installed in Building 19 

S— 525— P—0023 GSFC 05 01 

Performance Specification for a Cassegrain 
Feed System for 05-Foot Antenna 

S— 525— P—0024 GSFC 05 01 


Functional Specification for Collimation Tower 
Equipment 


S— 525— P—0026 GSFC 05 01 

Specification for Aircraft Antenna 

S-525— P—0027 GSFC 05 01 

Specification for Radome to be used with 

85-Foot, X-Y, Data Acquisition Antenna 

S-525-P-OO20 GSFC 05 01 

Functional Specifications for Battery-Operated 
Field Radiation Hazard Detector 

S-525— P-0029 GSFC 05 01 

Functional Specification for Collimation Tower 
Equipment for 30-Foot Dishes 

S-525-P— 0030 GSFC 05 01 

Performance Specification for a Cassegrain Feed 
System for 30-Foot Antenna 


S— 525— P—0031 GSFC 05 01 

Performance Specification for an Acquisition 
Antenna for 30-Foot Antenna 


S-525— P—0032 GSFC 05 01 

Procurement Specification for Instrumentation 
of the Goddard Antenna Test Range 


S-525— P -00 33 GSFC 05 01 

Specification for a Beam Forming Matrix 

S-525— P—0035 GSFC 05 01 

Specification for a 2300 Megacycle Crossed 
Half-Wave Dipole 


S-525-P— 0036 GSFC 05 01 

Specification for a Beam-Forming Matrix 
/Sixty-Four Beams/ 

S-525— P—0037 GSFC 05 01 

Specification for an Analog Simulator 

S-525— P—0038 GSFC 05 01 

Specification for Experimental Data System 

S— 525-P— 0039 GSFC 05 01 

Procurement Specification for the Advanced 
Technological Development of a Two-Channel 
Monopulse Antenna System 


S-525— P—1 

GSFC 

05 

01 

Two-Channel Monopulse System 




S-525-P-2 

GSFC 

05 

01 

Signal Patch Board Assembly 




S-525-P-4 

GSFC 

05 

01 

Data Collection and Recording 
Launch Phase Simulator 

System for 

the 


S-530-P-0010 

GSFC 

05 

01 

Specification for 5 Kilowatt 

Ampl I tude 



Modulated Satellite Interrogation 



Transmitter 




S-530-P-00 1 1 

GSFC 

05 

01 

Specifications for Frequency 

Synthes! zer 




S-530-P-0012 GSFC 05 01 

Specifications for Four-Port Coaxial Transfer 
Switch 


S-530-P— 0013 GSFC 05 01 

Specifications for Spectrum Analyzer /Tuning 
Unit/ III 

S-530-P-0014 GSFC 05 01 

Specification for Spectrum Analyzer /Tuning 

Unit/ II 

S— 530— P—00 15 GSFC 05 01 

Specification for Spectrum Analyzers /Tuning 
Unit/ I 

S— 530— P-0016 GSFC 05 01 

Specification for Strip Chart Recorder, Two 
Channel 

S-530-P-0017 GSFC 05 01 

Specification for Digital Recorders 

S-530— p—0018 GSFC 05 01 

Specifications for Communications Receiver 

S-530-P-00 1 9 GSFC 05 01 

Specification for Pulse Code Modulation 
Signal Simulator 

S-530-P-0020 GSFC 05 01 

Specifications for Q Meters 

S-530-P-0021 GSFC 05 01 

Specifications for Power Meters 

S— 530-P— 0022 GSFC 05 01 

Specifications for Frequency Modulation 
Monitor and Deviation Meters 

S-530— P-0024 GSFC 05 01 

Specification for Universal Electrical 
Measuring Instrument /Precision/ 

/Alternating Current-Direct Current 
Portable/ 


S-530-P-0025 GSFC 05 01 

Specification for Coaxial Switching Matrix 

S-530— P—0026 GSFC 05 01 

Specification for Random-Noise Generator 

S— 530— P-0027 GSFC 05 01 

Specification for Radio Frequency Interference 
Shielded Enclosures 
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S-530— P—0028 GSFC 05 01 

Specification for Pulse Sweep and Tine Delay 
Generators 

S-531-P-0129 GSFC 05 01 

Satellite Tracking and Data Acquisition 
Network Timing System /Amendment 1/ 

S-531-P-0267 GSFC 05 01 

Satellite Tracking and Data Acquisition 
Network Timing System Specification 

S-531-P-1A GSFC 05 01 

Advanced Technology Satel 1 i te-Mojave 40-Foot 
A-ntenna 


S-531-P-3 GSFC 05 01 

130-140 Megacycle Solid-State Multicoupler 

S-531-P-4 GSFC 05 01 

Hydraulically-Driven Yagi Telemetry Array 

S-531-P-5 GSFC 05 01 

Environmental Conditions 

S-531-P-6 GSFC 05 01 

Performance Specification— 130 to 140 Megacycle 
Tracking Receiver 


S-531-P-7 GSFC 05 01 

Wal lops— Ti ros Operational Satellite Antenna 
Feed Systems 


S 531— P—8 GSFC 05 01 

Performance Specification- 235 Megacycle 
Col 1 i nation Transmitter 


S-531-P-10 GSFC 05 01 

Diversity-Locked Phase Demodulator 
Performance Specifications 

S-531-P-11 GSFC 05 01 

Goddard Range and Range Rate Very High 
Frequency Preamplifier Converter 


S-531-P-15A GSFC 05 01 

Goddard Space Flight Center Specifications 
Advanced Technology Satel 1 i te-Rosman II 
Polarization Auto - Track System 


S-531-P-16 

General Purpose X-Y Pedestal 
S— 531— P-17— A1 


S— 531— RR— 0 002 

Goddard Range and Range R 
Specification, Exhibit A 

S— 531— RR— 0003 


GSFC 

05 

01 

GSFC 

05 

01 

System 
Exhibit A 



GSFC 

System 

05 

01 

GSFC 

05 

01 


oyaiew Lilli am 

S-Band Transponder Specification, Exhibit 
A 


S-531-RR-0004 GSFC 05 01 

Advanced Technological Satellite Range and 
Range Rate System /ATSR/ 

S-531-RR-0032 GSFC 05 01 

Goddard Range and Range Rate System 
Specifications- Frequency Standard and 
Digital Clock /Appendix 1 to Exhibit A/ 


GODDARD SPACE FLIGHT CENTER 


S— 532— P—0001 GSFC 05 01 

Prefabricated Metal Building 

S— 532— P—0003 GSFC 05 01 

Specification for 40-Foot Antenna Facility 
near Quito, Ecuador 

S— 532-P— 0004 GSFC 05 01 

Transformer Specification 

S— 532— P-0005 GSFC 05 01 

Specification for 40-Foot Antenna Facility near 
Johannesburg, South Africa 

S-532-P-0007 GSFC 05 01 

Electrical Specifications Johannesburg, 

South Africa 

S-532-P-0012 GSFC 05 01 

Installation of Power and Radio Frequency 


Cables 


S— 532-P-00 13 

GSFC 

05 

01 

Electrical Equipment Specifications 



S— 532— P— 0019 

GSFC 

05 

01 

Painting and Finishing 

Work 



S-532-P— 0021 

GSFC 

05 

01 

Miscellaneous Fixtures 

and Metals 



S— 532— P—0023 

GSFC 

05 

01 


Installation of Electrical Equipment Fixtures* 
and Wiring 

S— 532-P— 0025 GSFC 05 01 

Single Bituminous Surface Treatment 

S-532— P—0029 GSFC 05 01 

Specification for Microwave Station Data 
Acquisition Facility, Rosman, North 
Carol ina 


S— 532— P—0030 GSFC 05 01 

Specification for Installation of two 350 
Kilowatt Diesel-Generator Sets and Related 
Equipment, Mojave Station 


S 532 P 0034 GSFC 05 0] 

Carnarvon, Australia Switch Gear Specification 

S— 532— P—0035 GSFC 05 0] 

Specification for Switchgear, Mojave Test 
Station, Barstow, California 

S-532-P-0036 GSFC 05 0 

Specification for Furnishing and Installation of 
Motor-Generator Set at Mojave Station 


S— 532— P—0037 GSFC 05 

Specification for Electric Power Facilities 
Building, Blossom Point Radio Tracking 
Facility Blossom Point, Maryland 

S— 532— P—0038 GSFC 05 

Specification for Modifications to Switchgear, 
Electrical Components and New Diesel 
Generator Sets, Data Acquisition Facility* 
Santiago, Chile 


S— 532— P—0039 

Specification for Switchgear 
Generator Sets for Ascension 
Plant 


GSFC 

and Diesel 
Island Power 


05 01 
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S— 532— P—0040 GSFC 05 01 

Specification for Switchgear and Diesel 
Generator Sets 

S— 532— P—0041 GSFC 05 01 

Specification for Construction Road and 
Antenna Foundation for Satellite Tracking 
Antenna Receiver Data Acquisition Facility* 

East Grand Forks, Minnesota 


S— 532-P— 0042 GSFC 05 01 

Specification for Three Truck Mounted 
50-Foot Service Towers 

S— 532— P—0043 GSFC 05 01 

Specification for Range and Range Rate and 
Satellite Tracking Antenna Command Antenna 
Facilities Data Acquisition Facilities 

S— 532— P—0045 GSFC 05 01 

Construction of Closed Optical Test Pad 

S-532-P-1 GSFC 05 01 

Switchgear and Diesel Generator Sets for 
Madrid Spain 

S— 532— P—3 GSFC 05 01 

Specifications for Satellite Tracking 
Antenna Receiver Facility* No. 2 Rostnan 
Department of Air Force, Rosman, North 
Carol ina 

S-532-P-4 GSFC 05 01 

Specification for Satellite Tracking Antenna 
Receiver 2, Data Acquisition Facility, 

Quito, Ecuador 

S-532-P-6 GSFC 05 01 

Switchgear and Diesel Generator Sets for Kokee 
Park Station, Hawaii 

S-532-P-7 GSFC 05 01 

Specification for Telemetry Building and 
Satellite Tracking Antenna Receiver 
Facility, Goldstone, California 

S-532-P-8 GSFC 05 01 

Bermuda Switchgear and Diesel Generator Sets 

S-532-P-9 GSFC 05 01 

Satellite Tracking and Data Acquisition 
Network Facility, Madagascar 

S-532— P-10 GSFC 05 01 

Specification for Satellite Tracking Antenna 
Facilities /Receiver 2 and Command 2/ Ulaska 
Data Acquisition Facility, Gilmore Creek, 

A1 aska 

S-532-P-11 GSFC 05 01 

Specification for Construction of S-Band 
Co 1 1 i mat i on Tower Site at the National 
Aeronautics and Space Administration, Ulaska 
Data Acquisition Facility, Fairbanks, 

Alaska 

S-532— P—12 GSFC 05 01 

Specification for Operations Building, 

Satellite Tracking Antenna Receiver, and 
Related Facilities, National Aeronautics and 
Space Administration Radio Tracking 
Facility, Fort Myers, Florida 


S— 532— P-13 GSFC 05 01 

Switchgear and Gas Turbine Generator Sets 
for Mojave Site 


S— 532— P—15 GSFC 05 01 

Specifications for Construction of Satellite 
Tracking Antenna Command 2 System Sanitary 
Sewer, and Drainage of the Station, Data 
Acquisition Facility Rosman, North Carolina 

S-532— P— 17 GSFC 05 01 

Log Periodic Antenna Foundations Clark Lake 
/Borrego Springs/, Calif. 


S-532-P— 25 GSFC 05 01 

Expansion of Operations Building Facility 
Santiago, Chile 

S-532— P— 26 GSFC 05 01 

Generator Building National Aeronautics Space 
Administration Satellite Tracking Station 
Quito, Ecuador 


S-533— P-0121 GSFC 05 01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Magnetic 
Recording Tape Specifications— Telemetering 
Instrument at ion 

S— 533— P—02 12 GSFC 05 01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignments at the 
Minitrack Data Acquisition Sites 


S— 533— P—0250 GSFC 05 01 

National Aeronautics and Space Administration- 
Goddard Space Flight Center Tape, 

Magnetic Recording 


S-533-P-0265 

Tape, Magnetic Recording 

GSFC 

05 

01 

S- 533— P—0266 

GSFC 

05 

01 

National Aeronautics and 

Space Admi ni strati 

Ion- 


Goddard Space Flight Center Tape, 




Magnetic Recording 


S-533— P—2 GSFC 0! 

Tactical Intercommunications System 

S- 533— P— 3 GSFC 01 

Low Power Satellite Interrogation Transmitter 


S-533-P-5 GSFC 05 01 

Advanced Technology Satellite Transportable 
Terminal Utility Trailer Specification 

S-533-P-10 GSFC 05 01 

Magnetic Computer Tape /800 bpi/ 


S— 533— P—11 GSFC 05 01 

Grounding System Requirements for Satellite 
Tracking and Data Acquisition Network 
Stat ions 

S- 534-P-000 1 GSFC 05 01 

Pulse Code Modulation-Data Handling 
Equipment- PCM-DHE Data Word Selector 
Interface Specification 
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S-534-P-0002 GSFC 05 01 

General Specification for Central Station 
Control and Display Console 

S-534-P-3 GSFC 05 01 

Solid State Switching Network 

S— 534— P—4 GSFC 05 01 

Pulse Code Modulation Simulator 

S-535-P-1 GSFC 05 01 

Satellite Tracking and Data Acquisition 
Network Spare Parts Prograa 

S— 536— P—0001 GSFC 05 01 

Goddard Space Flight Center Specification for 
High Speed Shutter 

S-536— P—0003 GSFC 05 01 

Specification for a Portable Automatic 
Calibration Tracker /PACT/ 

S-536— P—0004 GSFC 05 01 


Airborne Ranging System for Calibration of 
Space Tracking and Data Acquisition 
Network 

S— 536— P—0005 GSFC 

Specification for a Lightweight Portable 
Optical Acquisition Aid 

S— 536— P—0006 GSFC 

Specification for 1700 MC Transaitter 


05 01 
05 01 


S— 536— P—0007 GSFC 05 01 

Specification for a 400 MC Transaitter 

S— 536— P—0009 GSFC 05 01 

Airborne Ranging Systea for Calibration of 
Space Tracking and Data Acquisition 
Network 

S— 536— P—1 GSFC 05 01 

Exhibit A v Goddard Space Flight Center 
Specification for Narrow Band Tracking 
Filter 


S-537-STD-0266 GSFC 05 01 

National Aeronautics and Space Adaini strat 1 on- 
Goddard Space Flight Center Standards for 
Tape Recorder Track Assignaents at the 
Satellite Tracking and Data Acquisition 
Network Facilities 


S— 539— P—0001 GSFC 05 01 

Specification for Forced Fluid Recording Paper 
/Used in Brush Mark 200 Recorders/ 

S— 539— P—0002 GSFC 05 01 

Specification for Ink Recording Paper /Used in 
Esterline Type Recorders/ 

S-539— P—0003. GSFC 05 01 

Specification for Heat-Sensitive Recording 
Paper /Used in Sanborn Recorders/ 

S— 550-AP-0001 GSFC 05 01 

Final Test Method for Precision Test Fixture 

S— 550— AP— 0002 GSFC 05 01 

Final Test Method for Alignaent Mirror 
Asseably 


S-550-P-0001 GSFC 05 01 

Specification for Manned Space Flight 
Technical Procedure-1 Pulse Code 
Modulation Systea 


S— 552— GEM— 001 0 GSFC 05 01 

Preparation and Acceptance of Technical Manuals 

S— 552-P— 0018 GSFC 05 01 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer Systea 


S-552-P-1 GSFC 05 01 

Apollo Transportable Facility for Grand 
Bahaaa Island Utility Trailer Specification 


S-552-P-2 GSFC 05 01 

Apollo Transportable Facility for Grand 
Bahaaa Island Living and Sleeping Quarters 
Trailer Specification 

S-553— P-0001 GSFC 05 01 

Goddard Space Flight Center Specification- 
Electronic Equipment, General 


S-553-P— 0002 GSFC 05 01 

Goddard Space Flight Center Specification- 
Wideband Tape Recorder Reproducer Systea 

S-553-P— 0003 GSFC 05 01 

Exhibit By Goddard Space Flight Center 
Specification for Digital Data Processing 
Systea 

S— 553-P-00 06 GSFC 05 01 

Goddard Space Flight Center Specification for 
a Voice Recorder/Reproducer Systea 

S-553-P-00 08 GSFC 05 01 

Goddard Space Flight Center Specification for 
a Data Tape Recorder/Reproducer Systea 

S-553-P-0010 GSFC 05 01 


Goddard Space Flight Center Specification- 
Pulse Code Modulation Data Decommuni cati on 
Systea 


S-553— P-0014 

Perforaance Specification on 


GSFC 05 01 

Collimation Tower 


S-553-P-0015 GSFC 05 01 

Performance Specification on Radio Frequency 
Power Monitor 


S-553-P-0022 GSFC 05 01 

Noise Figure and Test Signal Systea 
Perforaance Specification 


S-553— P-0025 GSFC 05 01 

Radar Set AN/MPS-26 /XN-2/ Acceptance Test 
Procedure 


S-553-P-0026 GSFC 05 01 

Specification for the AN/MPS-26 Radar, Exhibit 
A 


S-553-P-0027 GSFC 05 01 

Specification for Precision Instrunentat i on 
Radar AN/FPQ-6 

S-553-P-0028 GSFC 05 01 

Perforaance Specification on Apollo Precision 
Frequency Source 
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S-553-P-0029 GSFC 05 01 

Exhibit Ay Specification for Transportable 
Dual 500-Wat t/10 Kilowatt Ultra High 
Frequency Command System 

S— 553— P—0030 GSFC 05 01 

Specification for Active Acquisition Aid 

S-553-P-0031 GSFC 05 01 

Acceptance Test Procedure- Model 203 Teltrac 
Active Acquisition Aid System 

S— 553— P—0032 GSFC 05 01 

Specification for Remote Site Computers 

S— 553— P—0033 GSFC 05 01 

Model 3403D Tracking Receiver- Acceptance 
Test Procedure and Data Sheet 

S— 553— P—0034 GSFC 05 01 

Specification for a Magnetic Tape Recorder 

S-553— P-0035 GSFC 05 01 

Specification for a Wideband Recorder System 

S-553— P—00 36 GSFC 05 01 

□n-Site Acceptance Test Procedure for the 
Retrofitted Agave Acquisition Aid System 

S— 553-P— 0037 GSFC 05 01 

On-Site Acceptance Test Procedure for the 
Teltrac Acquisition Aid System 


S— 553— P—13 GSFC 05 01 

Direct Current Power Supply 10 Ampere 18 

Volts 

S— 553— P-14 GSFC 05 01 

Direct Current Power Supply 50 Ampere 10 

Volts 

S— 553— P-17 GSFC 05 01 

Pulse Code Modulation/National Aeronautics 

Space Administration Manned Space Flight 
Network 


S— 560-P— 0002 

GSFC 

05 

01 

Aerospace Data Systems 

Standards 



S— 583— P—1 

GSFC 

05 

01 

See S-533-P-1A 




S— 611— P—2 

GSFC 

05 

01 


Description and Specifications for Pulse Code 
Modulation Telemetry Tape Recorder System 

S- 6 15— P—1 GSFC 05 01 

Procurement Specification for International 
Satellite for Ionospheric Studies A Solar 
Cell Panels 


S— 615— P-2 GSFC 05 01 

Procurement Specification for Nickel-Cadmium 
Cells International Satellite for 
Ionospheric Studies A 


S— 553-P-0038 GSFC 05 01 

Formica Gray Smooth Vinyl 

S-553-P-0039 GSFC 05 01 

Specification for Cable, Multi-Conductor, 

Jacketed /58 Conductor/ 

S-553-P-0040 GSFC 05 01 

Specification for Digital Command System 
Ground Control Network 

S-553-P— 0041 GSFC 05 01 

Data Formatter Acceptance Test Procedure 

S-553-P— 0042 GSFC 05 01 

Performance Specification for Pulse Code 
Modulation Telemetry and Multiplexing 
Equipment 

S-553— P—1 GSFC 05 01 

Very High Frequency Telemetry Receiving 
System, Type I Single Channel, Type 
II Dual Channel 

S— 553— P-2 GSFC 05 01 


Very High Frequency Telemetry Receiver, Type 
I Single Channel 


S-615-P-8 GSFC 05 01 

Procurement Specification for Clock Oscillator 
International Satellite for Ionospheric 
St udi es-A 


S-615-P-9 GSFC 05 01 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Capacitance Probe 

S— 615— P—11 GSFC 05 01 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Impedance Probe 

S-615— P— 12 GSFC 05 01 

Exhibit C Goddard Space Flight Center 

Specification for Flight Models of the Radio 
Astronomy Explorer Electron Trap 

S-616— P-0001 GSFC 05 01 

Model PPT-1 Telemetering Set 

S— 616— P-0051 GSFC 05 01 


Standardized Payload Housing and Rack for 
Nike-Cajun and Nike-Apache Sounding 
Rockets 


S-553— P—3 GSFC 05 01 

Very High Frequency Telemetry Receiver, Type 
II Dual Channel 


S-553-P-4 GSFC 05 01 

Pre-Detection Diversity Combiner 

S-553— P-6 GSFC 05 01 


Eight Channel Radio Frequency Multicoupler 


S— 620— ATS— 00 06 GSFC 05 01 

Applications Technology Satellite Specification 
for Communication Frequency Modulation and 
Phase Modulation Receiver 

S-620— ATS— 0012 GSFC 05 01 

Applications Technology Satellite Experimental 
Communications System Description and 
Requi rements 


S-553-P-12 GSFC 05 01 

Closed Circuit Television System for AN/FPS-16 
Radar 


S-621— P-000 1 

Spec! f i cat i on 
400 Megacycle 


GSFC 

for Frequency Modulated 
Solid State Transmitter 


05 01 
5 Watt, 
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S— 621— P—0002 GSFC 05 01 

Specification for a Low Power Pulse Code 
Modulation Teleneter 

S— 621-P— 0003 GSFC 05 01 

Specification for a Pulse Code Modulation 
Receiving Station 

S-621-P— 0004 GSFC 05 01 

Prel i mi nary Specification for a Redundant 
Command Receiver System 

S-622-P-1 GSFC 05 01 

Revised Specification for a Microwave 
Radiometer 

S-623— AQS0-0001 GSFC 05 01 

Preliminary Technical Specification for 

Advanced Orbiting Solar Observatory /S-67/ 

Spacecraft Antenna Studies 

S-623— A0S0— 0137 GSFC 05 01 

Advanced Orbiting Solar Observatory S-67 

Phase I Development Tasks 

S-623— D— 0052 GSFC 05 01 

Delta Spacecraft Design Restraints /Douglas 
Aircraft Company Report SM-42367/ 

S-623— DAO-0001 GSFC 05 01 

Goddard Experiment Package Design 
Specification for the System Goddard 
Experiment Package 


S— 623— DAD-0002 GSFC 05 01 

Goddard Experiment Package Design 
Specification for the Optical-Mechanical 
Subsystem 

S-623— OAQ-0003 GSFC 05 01 

Goddard Experiment Package Design 
Specification for the Fine Guidance 
Subsystem Goddard Experiment Package 

S-623— 0 AO- 00 04 GSFC 05 01 

Goddard Experiment Package Design 
Specification for the Electro-Mechanical 
Subsystem 

S— 623— 0 AO-OO 05 GSFC 05 01 

Goddard Experiment Package Design 
Specification for the Electronics Subsystem 

S— 623— 0 AO-OO 06 GSFC 05 01 

Goddard Experiment Package Specification for 
Ground Handling and Facilities 

S— 623— 0 AO-OO 07 GSFC 05 01 

Goddard Experiment Package Specification for 
Test i ng 

S— 623— 0 AO— 0008 GSFC 05 01 

Goddard Experiment Package Design 
Specification for Integration 

S-623— DAO— 0009 GSFC 05 01 

Goddard Experiment Package Specification for 
Data and Documentation 

S— 623— 0 A0— 0010 GSFC 05 01 

Goddard Experiment Package Design 
Specification for Materials 


S-623— DAO— 00 1 1 GSFC 05 01 

Orbiting Astronomical Observatory S-18 
Specification- ST-S18-11 Thermal Control 

S-623— DAO- 00 12 GSFC 05 01 

Drbiting Astronomical Observatory S-18 
Specification- Reliability Control 

S-623— 0 AO-OO 13 GSFC 05 01 

Orbiting Astronomical Observatory S-18 
Specification- Data and Documentation 

S-623— 0 AO-OO 14 GSFC 05 01 

Shipping and Container and Combined Supporting 
Framework and Clean Room Dolly for 
Experiment Optical Systems Containers 

S-623— 0 AO-OO 15 GSFC 05 01 

Interstage Structure and Separation Mechanism 

S-623-D AO-OO 16 GSFC 05 01 

Star Tracker /Back-Up Model/ for Use in 
Stabilization and Control Subsystem, 

Drbiting Astronomical Observatory 

S-623-DAD-0017 GSFC 05 01 

Performance Specifications for an Orbiting 
Astronomical Observatory 

S-623— DAD-00 1 8 GSFC 05 01 

Environmental Control System for Orbiting 
Astronomical Dbservatory Transport Trailer 
and Experiment Shipping Container 

S-623— 0 AO-OO 19 GSFC 05 01 

Orbiting Astronomical Observatory Overall 
System Performance Specification for 
Refurbishment of Prototype of Orbiting 
Astronomical Dbservatory /A-l/ 

S-62 3-0 AO-0020 GSFC 05 01 

Vehicle System Integration- Requirements and 
Restraints Document for the Drbiting 
Astronomical Observatory Spacecraft /S-18/ 

S-623— 0AQ-0100 GSFC 05 01 

Vehicle System Integration - Requirements and 
Restraints Document for the Orbiting 
Astronomical Dbservatory /S-18/ Spacecraft 

S-623— 0 A0— 0345-1 GSFC 05 01 

Orbiting Astronomical Observatory- Princeton 
University Experiment for Drbiting 
Astronomical Dbservatory 

S-623-0A0-0345-2 GSFC 05 01 

Structures Subsystems Design Specification for 
Orbiting Astronomical Observatory 

S-623-0AD-0345-3 GSFC 05 01 

Stabilization and Control Subsystem Design 
Specification for Orbiting Astronomical 
Observatory 

S- 623-0 AO- 0345— 4 GSFC 05 01 

Data Processing Subsystem Design 
Specification for Orbiting Astronomical 
Dbservatory 

S-623— 0 AO-0345— 5 GSFC 05 01 

Communications and Antennas Subsystem Design 
Specification for Orbiting Astronomical 
Observatory 
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S— 623— DAO— 0345-6 GSFC 05 01 S-623-P-0147 GSFC 05 01 

Power Supply Subsystem Design Specification Specification for Engineering Drawings and 

for Orbiting Astronomical Observatory Associated Lists 


S- 623-0 A0— 0345-11 GSFC 05 01 

Thermal Control Design Specification for 
Orbiting Astronomical Observatory 

S— 623— 0 AO— 0345-12 GSFC 05 01 

Reliability and Quality Assurance Specification 
for Orbiting Astronomical Observatory 

S— 623-0 AO- 0345- 13 GSFC 05 01 

Data and Documentation Specification for 
Orbiting Astronomical Observatory 

S-623-0A0— 0345-15 GSFC 05 01 

Interstage Structure and Separation Mechanism 
Design Specification for Orbiting 
Astronomical Observatory 

S-623— 0G0-00 0 1 GSFC 05 01 

Specifications for Orbiting Geophysical 
Observatory Low Voltage Power Converter 
PS-8 

S-623-0G0-0002 GSFC 05 01 

Specification for Orbiting Geophysical 
Observatory Digital Experiment Modules 

S-623— 0 GO— 00 03 GSFC 05 01 

Specifications for the Orbiting Geophysical 
Observatories S-49/50 

S-623— OGO-O 005 GSFC 05 01 

Specifications for Orbiting Geophysical 
Observatory Digital Experiment Modules 

S— 62 3-0 SO- 00 01 GSFC 05 01 

Design Specifications for the Orbiting Solar 
Observatory-D Spacecraft Tone Digital 
Command Decoder Mo. OSO-D-TDDS 


S-623-P-1 GSFC 05 01 

Backscatter Ultraviolet /BUV/ Instrument for 
Use on the Nimbus D Spacecraft and on the 
Aerobee 150A Sounding Rocket 

S— 625— EC-0 00 1 GSFC 05 01 

Operation Plan- Project Echo A-ll 

S-625— REL-0001 GSFC 05 01 

Project Relay I System Requirements 

S-625-REL— 0100 GSFC 05 01 

Relay I Spacecraft Project Relay Performance 
Requirements 

S-625-R EL-0101 GSFC 05 01 

Relay Spacecraft Environmental Qualification 
Testing 

S-625— R EL- 0 1 02 GSFC 05 01 

Project Relay Test Specification- Relay 
Spacecraft Environmental Acceptance Testing 

S-625-REL-0 1 03 GSFC 05 01 

Project Relay Performance Requirements- Relay 
Spacecraft Expected Environment 

S-625-REL-0 1 04 GSFC 05 01 

Project Relay Performance Requirements- Relay 
Spacecraft Reliability Control 

S— 625— REL-0105 GSFC 05 01 

Project Relay Performance Requ i rement s- 
Electrical Design and Coordination 

S-625-REL-0 1 1 0 GSFC 05 01 


Structural, Thermal Control, and Attitude 
Orientation Subsystems 


S-623-OSO-0002 GSFC 05 01 

Specifications for the Orbiting Solar 
Observatory-C /S-57/ Spacecraft Tone 
Digital Command Decoder 

S- 62 3-0 SO- 00 03 GSFC 05 01 

Specifications for Digital Class I Spacecraft 
Recorder Utilizing the M Modular Concept 
as Sponsored by Goddard Space Flight Center 


S-623-0S0-0004 GSFC 05 01 

Design Specifications for the Orbiting Solar 
Observatory-D Flight Spacecraft Digital 
Recorder /Reproducer 


S- 62 3-0 SO- 00 05 GSFC 05 01 

Design Specifications for the Orbiting Solar 
Observatory-E Flight Spacecraft Digital 
Recorder /Reproducer 


S-623-DS0-0137 GSFC 05 01 

Advanced Orbiting Solar Observatory S-67 
Phase I Development Tasks 


S-623-P-0001 

Power Supply-9 


GSFC 

Power Converter 


05 01 


S-625-REL-01 11 GSFC 

Project Relay Performance Requirements- 
Structure Subsystem 

S-625-REL-0 1 20 GSFC 

Project Relay Performance Requ ! rement s- 
Electrlcal Power Subsystem 

S-625— REL-Q 130 GSFC 

Project Relay Performance Requirements- 
Wideband Communications Subsystem 

S-625— REL-0140 GSFC 

Spacecraft Tracking, Telemetry, and Command 

Subsystem 

S— 625— REL-0 1 4 1 GSFC 05 01 

Telemetry and Command Antenna Group 

S-625-REL-0142 GSFC 05 01 

Project Relay Performance Requ i rement s- 
Spacecraft Command Receiver 


S-625-REL-0 1 43 GSFC 05 01 

Project Relay Performance Requirements- 
Spacecraft Command Decoder 


05 01 
05 01 
05 01 
05 01 


S-623-P-0002 

Geiger Mueller Counter 
Suppi y-10 


GSFC 

Power Converter 


05 01 

Power 


S— 625— REL-0 1 44 GSFC 05 01 

Project Relay Performance Requirements- 
Spacecraft Telemetry Encoder 
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S-625— REL-0145 GSFC 05 01 

Project Relay Performance Requirements— 

Spacecraft Telemetry Transmitter 

S-625-REL-0146 GSFC 05 01 

Project Relay Performance Requ i rements- 
Relay Spacecraft Telemetry Measurements 
List 

S-625-REL-0147 GSFC 05 01 

Project Relay Performance Requi rements- 
Command Control Box 


S-630— P-0129 GSFC 05 01 

Specifications for the Development of a Low 
Temperature, High Voltage Thermionic Energy 
Conversion System 

S-630-P— 0130 GSFC 05 01 

Specification for the Analysis and Design of a 
High Temperature Thermoelectric Conversion 
Device 

S-630-P— 0131 GSFC 05 01 

Specification for Thermoelectric Bonding Study 


S— 625— REL— 01 50 GSFC 

Project Relay Performance Requirements— 
Radiation Experiments 


S 625— REL— 0151 GSFC 0! 

Project Relay Performance Requirements- Space 
Radiation Monitor Experiments 


S 625— REL— 0152 GSFC 

Project Relay Performance Requirements— 
Spacecraft Radiation Effects Experiments 

S— 625— REL— 0 1 53 GSFC 

Project Relay Performance Requirements— 
Spacecraft Sun Aspect Indicator 


S— 625— REL— 0154 GSFC 05 01 

Project Relay Performance Requi rements- 
Radiation Experiments Voltage Regulator 

S— 625— REL— 0169 GSFC 05 01 

Project Relay Performance Requi rements- 
Spacecraft Simulator 


S-630-P— 0133 

GSFC 

05 

01 

Solar Simulator Specification 




S-630— P—0134 

GSFC 

05 

01 

Specification for a Radioisotope Heat 

Source 


Evaluation 




S-630-P— 0135 

GSFC 

05 

01 

Design and Development of a Brushless 

Direct 


Current Torque Motor for Use i 
Array Orientation Systems 

in Solar 



S-630-P-0136 

GSFC 

05 

01 


A Research, Design and Development Program 
Providing Modularization Concepts, 

Techniques and Circuitry for Use in 
Nondissipative Regulator-Converters 

S-630— P—0138 GSFC 05 01 

Silver Cadmium, 12 Ampere Hour Battery 
Cycling Program 

S-630— P—0139 GSFC 05 01 

Specification for Solid State Current Limiter 
/Fuse/ Development 


S— 630— IMP— 0079 GSFC 05 01 

Preliminary Specification for Solar Paddle 

Assembly Satellite S-74 /Interplanetary 
Monitoring Platform/ 

S— 630— IMP— 01 22 GSFC 05 01 

Specifications and Requirements for the 

Interplanetary Monitoring Platform Pryme 
Converter, Model 1 

S— 630— IMP— 0125 GSFC 05 01 

Specifications for S-74 /Interplanetary 
Monitoring Platform-C/ Solar Paddles 

S— 630-P— 0106 GSFC 05 01 

Specification for Determining Relative 1 
Microelectron Volt Electron Radiation 
Damage Resistance for Silicon Solar Cells 


S-630-P— 0141 GSFC 05 01 

Specification for Dymec Digital Data 
Acquisition System 


S-630-P-0142 

GSFC 

05 

01 

High Vacuum Pumping Module 




S-630-P-01 43 

GSFC 

05 

01 

Specification for a 10-Inch 
Station 

Vacuum Pumping 



S-630— P—0144 

GSFC 

05 

01 

Specification for Image Dissector 



Photomultiplier Tube Using 
Multiplier Section 

a Channel 



S— 630— P—0145 

GSFC 

05 

01 


Specification for Magnetic Tape Recording 
System 


S— 630— P-0126 GSFC 05 01 

Procurement Specification for the Purchase of 
Sixteen Ampere-Hour Cells of the 
Silver-Cadmium Type 

S— 630— P—0127 GSFC 05 01 

Procurement Specification for the Purchase of 
Three Ampere-Hour Cells of the Silver 
Cadmium Type 

S— 630-P— 0128 GSFC 05 01 

Procurement Specification for the Purchase of 
Five Ampere-Hour Cells of the 
Silver-Cadmium Type /Nonmagnetic/ 


S-630— P—0146 GSFC 05 01 

Specification for Potter and Brumfield Relays- 

Type HC11D-12V, HL11D-12V, FC-12V, FL-12V 

S-630— P—0147 GSFC 05 01 

Specifications for Transistors 

S-630— P—0148 GSFC 05 01 

Specification for Potter and Brumfield Relays- 

Type SC11D-12V, SL11D-12V, TL17D-12V, 

TL17D-24V 

S— 630-P— 0149 GSFC 05 01 

Specification for Babcock Relays 
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S— 630— P— 01 50 GSFC 05 01 

Ion Pumped Ultra High Vacuum System 

S— 630-P— 01 51 GSFC 05 01 

Lamp Power Supply, 2500 Watt, Light Sensor 
Controlled Spectrolab Model 2500-L 

S-630-P-0152 GSFC 05 01 

Specification for Potter and Brumfield Relays- 
Type SL11DM— 12V 

S-630-P-01 53 GSFC 05 01 

Specification for Two-Channel All Solid-State 
Recording Oscillograph System 

S-630-P— 0154 GSFC 05 01 

Specification for Capacitors, Type 602, Type 
6H9G 

S— 630— P— 01 56 GSFC 05 01 

Specification for a Reel to Reel Spacecraft 
Recorder 

S-630— P— 01 58 GSFC 05 01 

Specification for Data Logging System 

S— 630-P— 0159 GSFC 05 01 

Specification for Ultra-High Vacuum System 

S-630— P—01 60 GSFC 05 01 

Solid State Digital Voltmeter Specification 

S-630-P-0161 GSFC 05 01 

Specification for Spectrophotometer 

S-630— P—01 64 GSFC 05 01 

High Resolution 1-Inch Vidicon System 
Spec i f i cat ion 

S-630-P— 0165 GSFC 05 01 

Specification for Lamp Power Supply 

S-630-P— 01 66 GSFC 05 01 

Procurements Specifications for the Purchase of 
Eleven Ampere-Hour Cells of the 
Silver-Cadmium Type /Non-Magnet Ic/ 

S-630-P-0167 GSFC 05 01 

Specification for Electronic Scanner-Switching 
Device for Third Electrode Nickel-Cadmium 
Cells 

S— 630-P-0168 GSFC 05 01 

Specification for Potter and Brumfield Relays- 
Type SC11D-6V, SL11D-6V 

S— 630-S YN-0 123 GSFC 05 01 

Syncom Cycling Program 

S-630-UK— 0072 GSFC 05 01 


Solar Paddle Specification for International 
Satellite United Kingdom-2/S-52 


S-630-UK— 0075 GSFC 05 01 

Ground Handling and Special Test Equipment for 
the International Satellite United 
Kingdoa-2/S-52 

S-630-UK— 0076 GSFC 05 01 

Descriptive Specification for Test Stand for 
United Ki ngdom— 2/S-52 International 
Satellite 


S— 630-UK-0077 GSFC 05 01 

Descriptive Specification for Data Reduction 
Stand for United Kingdom-2/S-52 
International Satellite 


S-630— UK-0086 GSFC 05 01 

System Specification for United 
Kingdom-2/S— 52 International Satellite 

S-630— UK-0087 GSFC 05 01 

Structural Subsystem Descriptive Specification 
for United K 1 ngdom-2/S-52 International 
Satel 1 Ite 


S-630— UK-0088 GSFC 05 01 

Solar Power Supply Subsystem Descriptive 
Specification for United Kingdom-2/S-52 
International Satellite 

S-630— UK— 0097 GSFC 05 01 

Solar Paddle Assembly Test Specification for 
United Kl ngdom-2/S-52 International 
Satel 1 i te 


S-630— UK— 0098 GSFC 05 01 

Test Specification and Operators Manual- 
Ground Handling Equipment, United 
Ki ngdom— 2/S— 52 International Satellite 

S-630— UK-0 099 GSFC 05 01 

Power Supply Converters Test Specification for 
United K i ngdom— 2/S-52 International 
Satel 1 ite 


S-630- UK-0 100 GSFC 05 01 

Test and Test Specification for United 
K i ngdom— 2/ S— 52 International Satellite 

S-630— UK- 0 1 0 1 GSFC 05 01 

Battery Charge and Protective Circuit Test 
Specification for United K i ngdom-2/S-52 
International Satellite 

S-630— UK- 0 105 GSFC 05 01 

Test Specification and 0perator*s Manual 
Special Test Equipment UK-2/S-52 
International Satellite 

S-630— UK— 0 113 GSFC 05 01 

Galactic Noise-Battery Cell Specification 
for International Satellite United 
Kingdom-2/S— 52 

S-630— UK-0 116 GSFC 05 01 

Encoder Subsystem Descriptive Specification for 
United Kingdom-2/S-52 International 
Satel 1 ite 


S— 631— 0—00 1 0 GSFC 05 01 

Goddard Space Flight Center Specification 
High Reliability Transistor Silicon PNP, 

Type SP-100 

S-631-P-4 GSFC 05 01 

Aspect System for Radio Astronomy Explorer 
Satellite 


S— 631— P-5 

GSFC 

05 

01 

Magnetic Tape Scanner 




S— 632-P-01 00 

GSFC 

05 

01 


Feasibility Prototype Spacecraft Tape Recorder 
Utilizing Peripheral Drive Belt Technique 
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S-636-P-1 GSFC 

Anchored Interplanetary Monitoring 
PI at Torn /D+E/ Solar Paddles 

S— 636— P—2 GSFC 

Interplanetary Monitoring Platform /F+G/ 
Solar Paddles 

S-636-P-5 GSFC 

Radio Frequency Shielded Enclosure 


05 01 


05 01 


05 01 


S— 650 NI— 0001 GSFC 

Ninbus Integration and Test /Niait/ 
Check— of-Cal i brat i on for Niabus A 
Spacecraft 

S— 650— N 1—0002 GSFC 

Niabus Sensory Subsystem Debugging Test 
Specification /Prel iai nary/ 


05 01 


05 01 


S 650 ” N J“ 0003 GSFC 05 01 

Weight Center-of-Gravi ty , Inertia and Balance 
Tests for the Niabus A Prototype Spacecraft 

S ~ 650 : NI : 0005 GSFC 05 01 

Niabus Control Sub-Systea Pacific Missile 
Range Pre-Launch Test Set 

S " 650 ;“ 1 " 000 ® GSFC 05 01 

Niabus Solar Array Sun Sensor Preaaplifier 

S— 650— N 1—0007 GSFC 05 Q1 

Niabus Amplifier, Coarse Sun Sensor 

S ' 650 "“ I ~ 0008 GSFC 05 01 

Niabus Attitude Control Aaplifier, Taw Axis 


S 650— NI— 0009 GSFC 

Niabus Prograaaer and Signal Converter 


GSFC 

GSFC 


S— 650— NI— 001 0 

Niabus Panel Nuaber 1 

S-650— NI— 0011 

Niabus Panel Nuaber 4 

S-650— NI— 0012 GSFC 

Niabus Panel Nuaber 6 and Horizon Attitude 
Coaputer 


GSFC 


05 01 
05 01 
05 01 
05 01 

05 01 
05 01 

05 01 


S— 650— NI— 0013 

Niabus Panel Nuaber 5 

S-650— NI— 0014 GSFC 

Axis' 13 Attitude Control Aaplifier, Pitch 

S-650— NI— 0015 GSFC 

Environmental Specification for the Niabus 

Satel 1 i te 

S-650— NI— 0016 GSFC Q5 Q] 

Envi ronaental Specification for the Niabus 

Subsysteas 

S-650— NI— 0017 GSFC 05 0] 

Envi ronaental Exposures and Tests for Niabus 
Satellites /Prel i Binary/ 

S— 650-NI— 001 8 GSFC 05 Q] 

Step One Check of Calibration for Niabus A 
Prototype Spacecraft /Prel i Binary/ 


S-650— NI— 0019 GSFC 05 01 

Electrical Systeas Test for Niabus A 
Prototype Spacecraft 

S-650— N I— 0 020 GSFC 05 01 

Niabus Integration and Test /Niait/ 

Sequence Specification for Niabus A 
Prototype Spacecraft 

S-650— N 1—0021 GSFC 05 01 

Step Two Check of Calibration for Niabus A 
Prototype Spacecraft 

S-650-N 1—0022 GSFC 05 01 

Radio Frequency Susceptibility/Electrical 
Systeas Test for Niabus A Prototype 
Spacecraft 

S- 650-NI— 0023 GSFC 05 01 

Paddle Deployaent Test for Niabus A Prototype 
Spacecraft 

S-650— N 1—0024 GSFC 05 01 

Vibration Test Specification for Niabus A 
Prototype Spacecraft 

S-650— N 1-0025 GSFC 05 01 

Specification for the Niabus C Data Systea- 
Addendua C, On-Pass Computer Processing 
of A-Stored Data 

S-650— P-0002 GSFC 05 01 


Continuous Scanning Meteorological Camera 
Subsystem 


S-650— P-1 GSFC 05 01 

Goddard Space Flight Center Specification for 
Semiconductor Power Aging for the 
Meteorological Satellite Program 

S-650-P-6 GSFC 05 01 

See S— 731— P—34 

S-650— TI-0001 GSFC 05 01 

Subsystem Environmental Test Specification- 
Tiros IV, V, and VI 

S-652-NI-1 GSFC 05 01 

Goddard Space Flight Center Progran 

Specification for the Niabus B/Systea for 
Nuclear Auxiliary Power-19 System 

S-652— N 1—2 GSFC 05 01 

Goddard Space Flight Center Technical 
Interface Specification for the Niabus B/ 

System for Nuclear Auxiliary Power— 19 
System 

S-652-P— 0001 GSFC 05 01 

Specification for a Miniature Space-Borne 
Memory 

S-652-P— 0002 GSFC 05 01 

Specification for the Battery Analysis System 

S-652-P-0003 GSFC 05 01 

Specification for Semiconductor Power Aging 

S-652— P-1 GSFC 05 01 


Goddard Space Flight Center Specification for 
the Niabus B Solar Conversion Power 
Supply Subsystem 
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S-652-P-2 

GSFC 

05 

01 

Goddard Space Flight Center 
a Microwave Radiometer 

Specification 

f or 


S-652-P-3 

GSFC 

05 

01 

Ion Mass Spectrometer 




S-652-P-4 

GSFC 

05 

01 

Scanning Celestial Attitude 
System 

Determi nat i on 



S-652-P-5 

GSFC 

05 

01 

S-Band Transmitter 




S-652-P-6 

GSFC 

05 

01 


Monitor of Ultraviolet Solar Energy /Muse/ 
Instrument- Nimbus B, Aerobee 150, Aerobee 
150A 

S— 653— P—0001 GSFC 05 01 

Yaw Rate and Position Sensor 

S— 653— P—0002 GSFC 05 01 

Specification for Modification of the High 
Resolution Infrared Photof acsl ml le for Image 
Recti f icat ion 


S— 670- UK-0 00 1 GSFC 05 01 

Galactic Noise-Battery Test Specification for 
United Kingdom-2/S-52 International 
Satellite 

S-670-UK-0002 GSFC 05 01 

Data Reduction Stand Test Specification for 
United Kingdom-2/S-52 International 
Satellite 

S— 670- UK— 002 1 GSFC 05 01 

Integration Plan for United Kingdom-2/S-52 
International Satellite 

S-670-UK-0113 GSFC 05 01 

GN-Battery Test Specification for UK-2/S-52 
International Satellite 

S-672— IMP-0196 GSFC 05 01 

Electrical Interface Document for 
Interplanetary Monitoring Platform F and G 
Spacecraft, Experiments and Instruments 

S— 672— I MP-01 97 GSFC 05 01 

Magnetic Field Restraints for Interplanetary 
Monitoring Platform F and G 


S— 653— P—0003 GSFC 05 01 

Specification for an Image Dissector Sensor 

S— 653— P—1 GSFC 05 01 

Nimbus Infrared Interferometer Spectrometer 
/IRIS/ Test and Formatting System 

S-653-P-2 GSFC 05 01 

Electronic Photofacsimile Recorder 


S-653-P-3 GSFC 05 01 

Command and Clock Subsystem for Nimbus B 
Spacecraft 


S-653-P-4 

GSFC 

05 

01 

Weather Chart Study 




S-653-P-5 

GSFC 

05 

01 

Nimbus Infrared Interferometer 
/IRIS/ Instrument 

Spectrometer 



S-653-P-6 

GSFC 

05 

01 

Nimbus B Pulse Code Modulation 
Subsystem 

Telemetry 



S— 653— P—7 

GSFC 

05 

01 

Goddard Space Flight Center Specification to 


Modify the Advanced Vidicon Camera System 
Rapid Film Processors to Utilize Bimat 



Film 




S-653-P-8 

GSFC 

05 

01 

A Long Life Solar Array Drive 

Subsystem 



S-653-P-9 

GSFC 

05 

01 

Long-Life Pneumatic Subsystem 




S— 653— P—10 

GSFC 

05 

01 

Specification for the Integration and Test 

of 


Nimbus B Spacecraft 




S— 653— P—15 

GSFC 

05 

01 

Support for the Transportable 

Automatic Picture 

Transmission Ground Station 




S-670-P-61 

GSFC 

05 

01 


Procedures-Spec ifications-Standards Manual 


S— 672-P-0001 GSFC 05 01 

Printed Wiring Boards and Assemblies 

S-672-P-0002 GSFC 05 01 

Quality Control Procedures and Inspection 
Criteria for Printed Wiring Boards and 
Asseabl ies 

S-672-P-0003 GSFC 05 01 

Quality Control Implementation- Procedure for 
Printed Wiring Assemblies 

S-672-P-0004 GSFC 05 01 

Welded Electronic Modules 

S— 672-P-l GSFC 05 01 


Specification for Radio Frequency Shielded 
Enclosure 


S— 672— UK— 0 102 GSFC 05 01 

International Ionosphere Satellite United 
Kingdom-2/S-52 System Specification 

S-673-STD-00 01 GSFC 05 01 

Goddard Space Flight Center Engineering 
Standards Design Manual 

g— 711— p— 1 GSFC 05 01 

Microelectronic Circuits, Digital, Silicon, 
Nonolithic, General Specification for 

S-711-P-2 GSFC 05 01 

Analog to Digital Conversion Subsystem 

S-716-P-2 GSFC 05 01 

Cobalt 60 Spacecraft Irradiator 

S— 716-P-4 GSFC 05 01 

Screening Specification for Transistors 

S-716-P-5 GSFC 05 01 

Screening Specification for Transistor 
G2nl724/I 

S-716-P-6 GSFC 05 01 

Nimbus B Prototype Direct Current/Direct 
Current Converter Subsystem 
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S-716-P-7 

GSFC 

05 

01 

Four Million Electron Volt Particle 



Accelerator with Beam Handling 

System 



S— 716— P—8 

GSFC 

05 

01 

Screening Specification for Transistor 

GMHM 


2201 




S— 716— P—9 

GSFC 

05 

01 

Screening Specification for Transistor 

G2N3350 


S-731-P-6A 

GSFC 

05 

01 

Improvement Effort for Storage 

Vidicons 


S— 731— P—8 

GSFC 

05 

01 

Interrogation, Recording, and 
Subsystem Transmitter 

Location 



S-731-P-16A 

GSFC 

05 

01 

Three Axis Rate Gyro Package 




S-731-P-17A 

GSFC 

05 

01 

Yaw Rate Gyro Package 




S-731-P-18A 

GSFC 

05 

01 


Medium Resolution Infrared /MRIR/ Experiment 
Prototype and Flight Model Digital 
Electronics Telemetry Units for Nimbus B 

S-731-P-19 GSFC 05 01 

Medium Capacity IRLS Command and Data Memory 


S-731-P-34 GSFC 05 01 

High Data Rate Storage System for the Nimbus 
Satellite 


S-731— P-35 

GSFC 

05 

01 

Time Code Reader 




S-731-P-36 

GSFC 

05 

01 

Slow Code Scanner 




S-731— P—39 

GSFC 

05 

01 

Interrogation Recording and 

Location 

Subsystem 


/IRLS/ Air Force Cambridge 
Synchronizer 

Receiver 



S-731-P-40 

GSFC 

05 

01 

High Data Rate Storage System - D for the 


Nimbus D Satellite 




S-731-P-41 

GSFC 

05 

01 


Five Kilobit Memory 

S-731-P-42 GSFC 05 01 

Signal Processor and Control Logic Electronics 
for a Pitch Reaction Wheel Horizon Scanner 
Attitude Control Subsystem 

S-731-P-46 GSFC 05 01 

Versatile Information Processor /VIP/ 

Subsystem for the Nimbus D Spacecraft 


S-731-P-2I GSFC 05 01 

Omega Position Location Equipment /0PLE/ 

Satellite Transponder Study 

S-731-P-23 GSFC 05 01 

Engineering Model Reaction Wheel Scanner 

S-731-P-24 GSFC 05 01 

Omega Position Location Equipment /QPLE/ 

Platform Electronics Package /PEP/ 

S-731-P-25 GSFC 05 01 

Gimbaled Reaction Wheel Mounting 

S-731-P-26 GSFC 05 01 

Steerable Mirror and Lens System for the Image 
Orthicon Camera System 

S-731-P-2 7 GSFC 05 01 

Omega Position Location Equipment /0PLE/ 

Control Center /0CC/ and System Integration 

S ~ 731 “ p “ 28 GSFC 05 01 

Command Clock Subsystem for Nimbus D 
Spacecraft 

S “ 731_P-29 GSFC 05 01 

Goddard Space Flight Center Emergency 
Command Receiver 

s_731 ~ p_3 ° GSFC 05 01 

Clock Receiver 

S-731-P— 31 GSFC 05 01 

An Engineering Model Gravity Gradient 
Subsystem 

S-731-P-32 GSFC 05 oi 

Rate Integrating Gyro 


S-731-P-47 GSFC 05 01 

Long Life Rate Measuring Package 

S-731-P-49 GSFC 05 01 

Long Flight Solar Array Drive /Flight Model/ 

S-731-P-51 GSFC 05 01 

Signal Processor and Control Logic Box Flight 
Model for Nimbus D Attitude Control 
Subsystem 

S-731-P-52 GSFC 

Flight Model Reaction Wheel Scanner 

S-731-P-53 GSFC 

Nimbus D Attitude Controls Structure and 
Thermal Control Subsystem 

S-731-P-54 GSFC 

Day-Night Meteorological Camera for the 
Advanced Technology Satellite-D Mission 

S“ 731— P—55 GSFC 

High Resolution Display and Film Recorder 

S-731-P-56 GSFC 05 01 

The Interrogation, Recording and Location 
Subsystem for Nimbus D 

S-731-P-58 GSFC 05 01 

Requirements for the Nimbus D Attitude Control 
Subsystem /ACS/ Integration and 
Qual i f icat ion 


05 01 
05 01 

05 01 

05 01 


S-731-P-59 GSFC 05 01 

Qualified Gimbaled Reaction Wheel Scanner 
Mounting 

S-731-P-61 GSFC 05 01 

Requirements for the Eighteen by Thirty Bell 
Jar Vacuum Thermal System 


S-731-P— 33 

Rate Measuring Package 


GSFC 05 01 


S-733-P— 1 

Solid State S-Band Transmitter 


GSFC 


05 01 


325 


GODDARD SPACE FLIGHT CENTER 


S— 1001 09 

See S-553-P-0041 

GSFC 

05 01 

S-100133 

See S-553-P-0033 

GSFC 

05 01 

SB 1004 

See S— 320- IQ E- 000 1 

GSFC 

05 01 

SCA-S345-5 

See S— 62 3-0 AD-034 5—5 

GSFC 

05 01 

SD-S1B-13 

See S-623-0A0— 0013 

GSFC 

05 01 

SD-S345-13 

See S-623-DAO-0345-13 

GSFC 

05 01 

SDP-S345— 4 

See S-623-0A0— 0345— 4 

GSFC 

05 01 

SGSE-S18-14 

See S— 6 23-0 AO— 001 4 

GSFC 

05 01 

SGSE-S-18-17 

See S— 6 2 3-0 AO— 001 8 

GSFC 

05 01 

SIB-102 

See S— 672-UK— 0102 

GSFC 

05 01 

SIS-S18— 15 

See S-623-OAO-0015 

GSFC 

05 01 

SIS-S345-15 

See S— 6 23-0 AO -034 5- 15 

GSFC 

05 01 

S0-SA-2-1 

See S-623-DAQ-0019 

GSFC 

05 01 

S0-S 18-1 

See S- 6 23-0 AO-OO 1 7 

GSFC 

05 01 

S0-S345— 1 

See S — 6 2 3-0 AO— 034 5-1 

GSFC 

05 01 

SP-S345-6 

See S- 62 3-0 A 0-0345-6 

GSFC 

05 01 

SR-S18-12 

See S— 62 3-0 AO— 001 2 

GSFC 

05 01 

SR-S345— 12 

See S— 623-0 AO— 0345-12 

GSFC 

05 01 

SS-S345-2 

See S- 62 3-0 A 0-034 5— 2 

GSFC 

05 01 

SSC-S18-16 

See S— 6 2 3-0 AD— 001 6 

GSFC 

05 01 

SSC-S345-3 

See S— 6 2 3-0 AO— 0345— 3 

GSFC 

05 01 

ST-S18- 1 1 

See S -623-0 AO— 001 1 

GSFC 

05 01 

ST-S345— 11 

See S-623-OAO-0345-11 

GSFC 

05 01 

SVS-3948 

See S— 650-NI— 0005 

GSFC 

05 01 

SVS-7000 

GSFC 

05 01 


See S-650-NI— 0012 


SVS-7075 

See 

S-650— NI-0010 

GSFC 

05 

01 

SVS-7078 

See 

S-650— NI-00 11 

GSFC 

05 

01 

SVS-7079 

See 

S-650-NI-0013 

GSFC 

05 

01 

SVS-7085 

See 

S-650-NI-0014 

GSFC 

05 

01 

SVS-7086 

See 

S-650— N I— 0008 

GSFC 

05 

01 

SVS-7087 

See 

S-650— N I -00 06 

GSFC 

05 

01 

SOS— 7088 
See 

S-650-NI-0007 

GSFC 

05 

01 

SVS-7089 

See 

S-650-NI-0009 

GSFC 

05 

01 

STD-256- 

4 

GSFC 

05 

01 


Preparation of Operation and Maintenance 
Manual s 

STD-673-1 GSFC 05 01 

Engineering Standards Design Manual 
Preparation and Maintenance of 

T-66-1 GSFC 05 01 

Celestial Light Sources /Other than Isolated 
Stars/ Which Could Detract fro* Optimum 
Performance of the Gimbaled Star Trackers 


TID-S-100 

See S-250-P— 0100 

GSFC 

05 01 

W-l 

See S-672-P-0004 

GSFC 

05 01 

X-522-62-54 

See S-522— RR— 0054 

GSFC 

05 01 

X-531— 63— 267 

See S— 531— P-0267 

GSFC 

05 01 

X- 531-64-32 

See S-531— RR-0032 

GSFC 

05 01 

X— 531— 64-129 

See S— 531— P—0129 

GSFC 

05 01 

X-533— 62-212 

See S- 5 3 3— P-0212 

GSFC 

05 01 

X-533— 63-121 

See S-533— P—0121 

GSFC 

05 01 

X-533-63-250 

See S— 533— P-250 

GSFC 

05 01 

X— 533— 63-265 

See S-533— P—0265 

GSFC 

05 01 

X-533— 63— 266 

See S-533-P-0266 

GSFC 

05 01 

X-534-66-180 

GSFC 

05 01 


Standard Instrumentation Magnetic Recording 
Tape 
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X- 537-64-2 66 

GSFC 

05 01 

40-001 


GSFC 

05 

01 

See S-537-STD-0266 



See 

S— 500— P—0001 A 

X— 623— 62— 48 

GSFC 

05 01 

40-002 


GSFC 

05 

01 

See S-623— 0A0-0048 



See 

S— 500— P—0 002 A 

X— 623— 63— 136 

GSFC 

05 01 

40-003 


GSFC 

05 

01 

See S-623-0SD-0136 



See 

S-500-P— 0003 

X— 623— 63— 1 37 

GSFC 

05 01 

40-004 


GSFC 

05 

01 

See S-623-OSO-0137 



See 

S— 500— P—0004 

X— 623— 63— 147 

GSFC 

05 01 

40-006 


GSFC 

05 

01 

See S-623-P— 0147 



See 

S— 500-P— 0006A 

X— 672— 64— 196 

GSFC 

05 01 

40-007 


GSFC 

05 

01 

See S-672-INP-0196 



See 

S— 500-P— 0007A 

X— 672— 64— 197 

GSFC 

05 01 

40-008 


GSFC 

05 

01 

See S— 672— I HP-0 197 



See 

S— 500— P—0008 

X— 673— 64— 1 

GSFC 

05 01 

63-72 


GSFC 

05 

01 

See S-673-STD-000 1 



See 

S— 630-UK— 0072 


GSFC 

05 01 

63-75 


GSFC 

05 

01 

Applications Technology Satellite Project 
Specification for Multiplex Equipment 


See 

S-630-UK-0075 







63-76 


GSFC 

05 

01 




See 

S— 630-UK— 0076 





GSFC 

05 01 






Built-Up Roofing and Roof Insulation 


63-77 


GSFC 

05 

01 




See 

S— 630-UK- 00 77 



GSFC 

05 01 

63-79 

S— 630— IMP- 007 9 

GSFC 

05 

01 

Fabricated and Machined Items 

See 







63-86 


GSFC 

05 

01 




See 

S— 630— UK— 0086 





GSFC 

05 01 






Miscellaneous Metal 



63-87 


GSFC 

05 

01 




See 

S— 630-UK- 00 87 





GSFC 

05 01 

63-88 


GSFC 

05 

01 

Printed Circuit Assemblies 



See 

S— 630— UK— 0088 







63-97 


GSFC 

05 

01 

Quality Assurance Provisions 

GSFC 

05 01 

See 

S-630-UK-0097 




for Fabricated 

and 

63-98 

See 





Machined Items /Space Flight 

Use/ 


S-630— UK-0098 

GSFC 

05 

01 


GSFC 

05 01 

63-99 

See 





Radio Frequency tfavegui de/Coax Equipment 


S— 630-UK-0099 

GSFC 

05 

01 

Specifications for an Analog 

GSFC 

05 01 

63-100 


GSFC 

05 

01 

Pulse - Digital 

See 

S-630-UK-0100 

Data System for Orbiting Geophysical 







Observatory Experiment F-17 



63-101 


GSFC 

05 

01 




See 

S-630-UK-0101 



Specifications for Architect- 

GSFC 

05 01 






-Engineer Services 

63-102 


GSFC 

05 

01 

for Radiation Safety System - 

- Building 22 


See 

S— 630— UK-0102 





63-105 


GSFC 

05 

01 


GSFC 

05 01 

See 

S— 630-UK— 0105 




wideband Tape Recorder/Reproducer System 









63-106 


GSFC 

05 

01 

33-65-8/1 

GSFC 

05 01 

See 

S-630-P— 0106 




See S— 330— P—000 1 


63-113 


GSFC 

05 

01 





See 

S— 630-UK- 01 13 




33-65-8/2 

See S— 330-P-0002 

GSFC 

05 01 

63-116 

See 

S— 630-UK— 0116 

GSFC 

05 

01 
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63-122 

See 

S-630-IMP— 0122 

GSFC 

05 

01 

63-123 

See 

S-630— SYN— 0123 

GSFC 

05 

01 

63-125 

See 

S-630-IMP-0125 

GSFC 

05 

01 

63-126 

See 

S-630-P-0126 

GSFC 

05 

01 

63-127 

See 

S-630-P-0127 

GSFC 

05 

01 

63-128 

See 

S-630— P-0128 

GSFC 

05 

01 

63-129 

See 

S-630— P—0129 

GSFC 

05 

01 

63-130 

See 

S-630— P—0130 

GSFC 

05 

01 

63-131 

See 

S-630-P— 0131 

GSFC 

05 

01 

63-133 

See 

S-630— P—0133 

GSFC 

05 

01 

63-134 

See 

S— 630— P—0134 

GSFC 

05 

01 

63-135 

See 

S-630-P-0135 

GSFC 

05 

01 

63-136 

See 

S-630— P-0136 

GSFC 

05 

01 

63-138 

See 

S-630— P—0138 

GSFC 

05 

01 

63-139 

See 

S-630-P-0139 

GSFC 

05 

01 

63-141 

See 

S-630-P-0141 

GSFC 

05 

01 

63-142 

See 

S-630-P-0142 

GSFC 

05 

01 

63-143 

See 

S— 630— P—0143 

GSFC 

05 

01 

63-144 

See 

S— 630— P—0144 

GSFC 

05 

01 

63-145 

See 

S— 630— P—0145 

GSFC 

05 

01 

63-146 

See 

S— 630— P—0146 

GSFC 

05 

01 

63-147 

See 

S— 630— P—0147 

GSFC 

05 

01 

63-148 

See 

S-630— P—0148 

GSFC 

05 

01 

63-149 

See 

S— 630— P-0149 

GSFC 

05 

01 

63-150 

See 

S-630— P—0150 

GSFC 

05 

01 


63-151 

See S-630— P—0 151 

GSFC 

05 01 

63-152 

See S-630— P-0152 

GSFC 

05 01 

63-153 

See S— 630-P-0 153 

GSFC 

05 01 

63-154 

See S-630— P-0154 

GSFC 

05 01 

63-156 

See S— 630— P—0 156 

GSFC 

05 01 

63-158 

See S-630-P-0 158 

GSFC 

05 01 

63-159 

See S-630— P-0159 

GSFC 

05 01 

63-160 

See S— 630— P—0160 

GSFC 

05 01 

63-161 

See S-630-P-0161 

GSFC 

05 01 

64-164 

See S-630— P—0 164 

GSFC 

05 01 

63-165 

See S-630— P—0165 

GSFC 

05 01 

63-166 

See S— 630— P—0166 

GSFC 

05 01 

63-167 

See S-630-P-0167 

GSFC 

05 01 

63-168 

See S-630-P-0168 

GSFC 

05 01 

67-1 

See S-670— UK-0001 

GSFC 

05 01 

67-2 

See S-670— UK-0002 

GSFC 

05 01 

67-21 

See S-670— UK— 0021 

GSFC 

05 01 

67-22 

See S-670-UK-0022 

GSFC 

05 01 

67-24 

See S— 670— P—0024 

GSFC 

05 01 

67-113 

See S-670-UK-0113 

GSFC 

05 01 

250-TV-100 

See S-250-P-0001 

GSFC 

05 01 

522-2-364 

See S-522— P-0002 

GSFC 

05 01 

522-3-564 

See S-522— P-0003 

GSFC 

05 01 

522-4-564 

See S— 522— P—0004 

GSFC 

05 01 

523-101A 

See S— 523— P-0101 

GSFC 

05 01 
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523-201 

See S-523— P—0201 

GSFC 

05 01 

523-202D 

See S— 523-P— 0202 

GSFC 

05 01 

523-219 

See S-523-P-0219 

GSFC 

05 01 

523-302F 

See S— 523-P— 0302 

GSFC 

05 01 

523-401 

See S— 523— P—0401 

GSFC 

05 01 

523.1-1 

See S-523— P—OQOl 

GSFC 

05 01 

553-64-01 

See S-553-P-17 

GSFC 

05 01 

564-78779 GSFC 

Topside Sounder Data Processor 

05 01 

571.1-1-66 

Technical Specification for 
Panel s 

GSFC 

Data Model 

05 01 
Control 

632-100 

See S— 632— P— 0100 

GSFC 

05 01 

623. 6/63/-49 

See S-623-OAO-0020 

GSFC 

05 01 

4320-7-60 

See S-532— P—0037 

GSFC 

05 01 

281001-003 

See S— 553— P—0038 

GSFC 

05 01 

1171872 

GSFC 

05 01 


See S-650-TI-0001 
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CM 017-041-1 NHQ 00 02 

We Ight/Perf ormance Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6006/, 8/15/65 

CM 018-001-1 NHQ 00 02 

Mass Properties Standard /National Aeronautics 
and Space Administration SP-6004/, 6/01/65 

CM 019-000-1 NHQ 00 02 

Electrical Power Management Standard /National 
Aeronautics and Space Administration 
SP— 6005/, 06/15/65 

CM 019-002-1 NHQ 00 02 

Electrical Power Management Survey Manual 
/National Aeronautics and Space 
Administration SP-6007/, 09/01/65 


NUB 1440.4 NHQ 00 02 

Specifications and Standards for NASA 
Engineering Data Microreproduction Systems, 

7/66 


NPC 200-1 A NHQ 00 01 

Quality Assurance Provisions for Government 
Agencies, 06/64 

NPC 200-2 NHQ 00 01 

Quality Program Provisions for Space System 
Contractors, 04/62 

NPC 200-3 NHQ 00 01 

Inspection System Provisions for Suppliers of 
Space Materials, Parts, Components, and 
Services, 04/62 

NPC 200-4 NHQ 00 01 

Quality Requirements for Hand Soldering of 
Electrical Connections, 08/64 

NPC 250-1 NHQ 00 01 

Reliability Program Provisions for Space 
System Contractors, 07/63 
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Quality Program Evaluation Procedures, 09/63 
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BCC-50305-GEN JPL 11 01 

Deep Space Network Teletype Format, 7/22/64 

DDM-50442-GEN-B JPL 11 01 

Manufacturing Requirements HI-REL Digital 
Modules, 2/02/67 

DFZ-1197-GEN j PL 11 0 1 

Requirements for Interim Antenna Pointing 
Subsystem /IAPS/, 11/01/66 

D0D-1021-GEN JPL 11 01 

Preparation of Deep Space Instrumentation 
Facility Standard Subsystem Test 
Procedures, 7/16/64 

DOO— 1022— GEN— A JPL 11 01 

Preparation of Deep. Space Instrumentation 
Facility Engineering Drawings and 
Associated Lists, 1/13/65 

DQO-1023— GEN JPL 11 01 

Requirements for Preparation of Deep Space 


Instrumentation Facility Technical Manuals, 
2/02/65 


D0Q— 1024-GEN jp L U 0 1 

Requirements for Contractor Preparation of Deep 
Space Instrumentation Facility Periodic, 

Technical, and Final Project Reports, 

9/22/64 

D00— 1025— GEN JPL 11 01 

Deep Space Instrumentation Facility 
Documentation Requirements for Contractor 
Furnished Services and Hardware, 2/15/65 

DOS— 8913— GEN— B JPL 11 01 

Deep Space Instrumentation Facility, 

Manufacturing Requirements, Cables and 
Harness, 4/06/66 

DOS— 50271-GEN-A JPL 11 01 

Deep Space Network, Display and Presentation 
of Time and Timing Information, 4/14/66 

GME— 50335— GEN JPL 11 oi 

Single ^branch *explosively ^actuated *valve *assem 

SMI— 50549— GEN JPL H 0 1 

Qualification Testing of Transformers Power, 

Four to Eight Kilocycle Toroidal, 3/29/66 


GHD— 30614— GEN-A JPL 11 01 

Commercial Equipment for Use in Ground 
Support Equipment, Guidance and Control 
Systems, 10/16/63, Amendment 1-A, 9/09/64 

GMD— 50111— GEN-B JPL 11 01 

Carbon and Silica Fabric Tapes with Phenolic 
Resin for Solid Rocket Motor Nozzles, 

5/04/64, Amendment 1-B, 9/01/64, Amendment 

2, 2/26/65 


GMG-501 39-GEN-F JPL 11 01 

Quality Control Requirements for Ground 
Support Equipment, 10/06/66 

GH0-501 90-GEN JPL 11 01 

Inspection Standards for Workmanship, 

Electronic Ground Support Equipment, 

12/13/63, Amendment 1, 2/05/64, Amendment 2, 
11/09/64, Amendment 4, 6/28/65 

GM0-50300-GEN JPL 11 01 

Spare Parts Requirements for Electro- 
Mechanical Systems, 5/13/64 

GMO-50363— GEN JPL 11 01 

Insulation of Metal Rocket Motor Chambers 
Using NBR Gen-Gard Materials /Hand Layup, 

Cure In-Place Method/, 9/07/64, 

Amendment 1, 11/19/64 


GNQ-50385-GEN JPL 11 01 

Electronic Moving Van for Transport of 
Spacecraft, 12/18/64 

GMD-50470— GEN— A JPL 11 01 

Microbiological Assay and Certification of 
Spacecraft Hardware Sterility, 8/04/67 


SM0-50555— GEN JPL 11 01 

Research and Development Quality Assurance 
Requirements for Ground Support Equipment, 

6 / 02/66 

GMO-50571— GEN JPL 11 01 

Design and Fabrication Requirements for 
Resistance Welded Electrical Connections, 

7/27/66 

GNU-50387— GEN JPL 11 01 

Contamination Control of Flight Hardware 
Spacecraft Control Flight Components, 

2/03/66 

GN V-50003— GEN JPL 11 01 

Clean Room Requirements for Attitude Control 
Gas System, 10/07/63 

GHZ— 50521— GEN— A JPL 11 01 

Long Term Compatibility Testing With 
Hydrazine, 2/24/66 

GMZ-50522-GEN JPL 11 01 

Pressure Measurement System for Liquid 
Propellant Compatibility Testing, 4/22/66 

GPM— 20068— GEN— A JPL 11 01 

Midcourse Propulsion Systems Cleaning Process, 
12/23/63 

MCQ— 31 128-GEN-B JPL 11 01 

Mariner C Flight Equipment Electronic 
Packaging, 5/10/65 
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MC0-50383-GEN-B JPL 11 01 

Mariner C, Flight and Ground Equipment 
Requirements for Storage of the Mariner 
/MC-4/ Spacecraft and Associated Items* 

2/01/65, Amendment 1, 12/01/65 

MCP— 30287-GEN JPL 11 01 

Mariner C, Flight Equipment, Fabrication, 

Power Subsystem, Solar Panels /4A1, 4A3, 

4A5, and 4A7/, 8/17/63 

MOO— 50274-GEN-A JPL 11 01 

Mariner, Flight Equipment, Electron Radiation 
Test for Quality of Assembly Irradiation By 
Natural Radiation Belt Electrons, 9/01/64 

MVU-50573-GEN JPL 11 01 

Mariner Venus 67 Flight Equipment Electronic 
Packaging, 10/11/66 

MV U-50 575-GEN JPL 11 01 

Mariner Venus 67 Spacecraft Material and 
Hardware for Packaging of Spacecraft 
Electronic Equipment, 7/25/66 

MV X- 50 6 32- FAT JPL 11 01 

Mariner Venus 67 Flight Equipment Flight 
Acceptance Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX-50637-TAT JPL 11 01 

Mariner Venus 67 Flight Equipment Type 
Approval Testing Radio Subsystem High 
Gain Antenna /2E1/, 2/06/67 

MVX-50662— FAT JPL 11 01 

Mariner Venus 67 Flight Equipment Flight 
Acceptance Testing S~Band Cavity Amplifier 
/2PA1/, 2/03/67 

SAS-50507— GEN JPL 11 01 

Data Requirements for Micrometeorite Experiment 
Surveyor Scientific Flights /A-24 Model/, 

4/04/66 

SAS-505 09— GEN-A JPL 11 01 

Data Requirements for Soil Mechanics Surface 
Sampler Experiment Surveyor Scientific 
Flights /A-24 Model/, 4/04/66 

SAS— 50510— GEN-A JPL 11 01 

Data Requirements for Touchdown Dynamics 

Surveyor Engineering Flights /A-21 Model/, 

4/04/66 

SAS— 505 11— GEN-A JPL 11 01 

Data Requirements for Touchdown Dynamic 
Experiment Surveyor Scientific Flights 
/A-24 Model/, 4/04/66 

SAS- 50 5 12- GEN-A JPL 11 01 

Data Requirements for Television Experiment 
Surveyor Engineering Flights /A-21 Model/, 

4/04/66 


SAS-50513— GEN-A JPL 11 01 

Data Requirements for Television Experiment 
Surveyor Scientific Flights /A-24 Model/, 

4/04/66 


SAT- 50570— GEN 

Surveyor Television 


JPL 

Instruments, 5/16/66 


11 01 


VMO-50405-GEN JPL 11 01 

Voyager Spacecraft Electronic Equipment 
Packaging, 5/18/65 

VMO— 50406-GEN JPL 11 01 

Electrical Cabling Voyager Spacecraft, 6/25/65 

XQY-50543-GEN JPL 11 01 

Certification Requirements for the Experimental 
Assembly and Sterilization Laboratory, 

10/25/65 

ZCF— 401 0-0002— A JPL 11 01 

Jet Propulsion Lab Flight Hardware Preferred 
Polymeric Materials and Products, 8/25/66 

ZPH-2051-GEN-B JPL 11 01 

Spacecraft Electronic Components Transistors 
/HI-REL/, 2/04/64 

ZPH-2244-GEN JPL 11 01 

Spacecraft Electronic Components Capacitors, 

Fixed /HI-REL/, 2/26/65 

ZPH— 2246-GEN— B JPL 11 01 

Spacecraft Electronic Components, 

Semiconductors, Diodes /High Reliability/, 

1/31/66 

ZPH— 2247-GEN— A JPL 11 01 

Spacecraft Electronic Components Relays 
/HI-REL/, 8/31/65 

ZPH-2251-GEN— A JPL 11 01 

Spacecraft Electronic Components, 

Transistors /High Reliability/, 2/25/65 

ZPH-2252-GEN JPL 11 01 

Spacecraft Electronic Components Four-Layer 
Semiconductor Devices /HI-REL/, 1/25/66 

ZPH-2253-GEN JPL 11 01 

Spacecraft Electronic Components Switches 
/HI-REL/, 11/30/65 

ZP P-200 0-GEN— A JPL 11 01 


Jet Propulsion Laboratory Reliability Control 
Program for Spacecraft Electronic and 
Electromechanical Component Parts, 9/24/64 


ZPP— 2001-GEN JPL 11 01 

Jet Propulsion Laboratory Contractor 
Reliability Control Program for Spacecraft 
Electronic and Electromechanical Component 
Parts, 7/29/64 

ZPP-2002— GEN— B JPL 11 01 

Requirements for Controls in Manufacturing of 
Spacecraft Electronic for Electromechanical 
Component Parts, 11/15/65 


ZPP-2021-GEN JPL 11 01 

Handling of HI-REL, Preferred, or Screened 
Electronic Component Parts, 8/23/63 

ZP P-204 0-GEN—D JPL 11 01 

Computation and Submittal of Component Test 
Statistics, 2/03/65 

ZPP-2050-GEN JPL 11 01 

Requirements for Radiographic Inspection of 
Electronic Parts, 1/06/67 
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ZPP-2070-GEN-C 

Spacecraft 


JPL 

Flight and Ground Support 


Equipment, Requirements for Electronic 
Components, 2/05/64 


11 01 


ZPP— 2090— GEN— A 

Standard Foraat 
Data, 2/01/65 


JPL 

for Coding of Coaponent 


11 01 

Test 


ZP P-20 92— GEN 

Standard Foraat 
Data, 1/24/64 


for Coding of 


JPL 

Resistor Test 


11 01 


ZPP-2093— GEN— A 

Standard Foraat for Coding 
Electronic Coaponent Data, 


JPL 11 01 

by Manufacturer of 
9/08/64 


ZPP— 2094— GEN— A JPL 11 01 

General Specification Standard Punched Card 
Foraat for Coaponent Test Data, 11/30/66 


ZP P-21 19— GEN— A JPL 11 01 

Sterilization Test Prograa, Relay Phase, 

2/11/65 

ZPP— 2122-GEN JPL 11 01 

Sterilization Test Prograa Linear Microcircuit 
/Phase I/, 3/31/65 

ZPP— 2123-GEN JPL 11 01 

Microcircuit Sterilization Evaluation and 
Application Study, 7/12/66 

ZPP— 2124— GEN— A JPL 11 01 

Sterilization Test Prograa, Transforaers and 
Inductors, 12/02/65 

ZPP-2125-GEN JPL 11 01 

Sterilization Test Prograa Screening Test 
Developaent Task I Coaponent Part Design 
Appraisal, 10/28/66 


ZP P-2098— GEN JPL 11 01 

Preparation and Subaittal of Final Test Report 
on Coaponent Part Test Programs, 1/08/64 

ZPP-2100— GEN— A JPL 11 01 

Heat Sterilization Test Program for 
Electronic Component Parts, 11/04/66 

ZP P-21 02— GEN JPL 11 01 

Sterilization Test Prograa Fixed Resistors 
/Procedure No. 674/2-A/, 10/14/65 

ZPP-2103— GEN JPL 11 01 

Sterilization Test Prograa Variable Trimming 
Resistors /Procedure No. 674/3-A/, 10/22/65 

ZPP-2106— GEN— A JPL 11 01 

Sterilization Test Prograa Varactor Phase II, 
11/04/66 

ZPP— 2107— GEM— A JPL 11 01 

Sterilization Test Prograa Fuses /Phase II/, 
2/11/65 

ZPP— 2108— GEN JPL 11 01 

Sterilization Test Prograa Capacitor Retest 
Phase, 2/26/65 

ZPP— 2109— GEN— A JPL 11 01 


Sterilization Test Prograa Variable Trimming 
Resistors /Phase II/, 1/19/67 


ZPP-2110— GEN JPL 11 01 

Sterilization Test Program, 12/16/64 

ZPP— 2112— GEN— A JPL 11 01 

Sterilization Test Prograa Fixed Resistors 
/Phase II/, 1/19/67 


ZP P-21 16— GEN JPL 

Sterilization Test Program Crystals, 


11 01 
7/20/65 


ZPP-2117-GEN JPL 11 01 

Sterilization Test Prograa Packaging of 
Sterilized Coaponent Parts, 9/02/65 

ZP P-21 18— GEN- A JPL 11 01 

Sterilization Test Program Investigation, 

Ethylene Oxide Effects Dn Coaponent Parts 
/Phase III/, 12/01/66 


ZPP— 2126-GEN JPL 11 01 

Heat sterilization - Temperature Gradient 
Test Prograa for Electronic Coaponent 
Parts, 7/26/65 


ZPP— 2127— GEN— A JPL 11 01 

Teaperature-Tiae Heat Sterilization Test 
Prograa for Capacitors, 12/05/66 

ZPP— 2128— GEN JPL 11 01 

High Impact Shock Test Program for Electronic 
Component Parts, 7/12/66 


ZPP— 2737— GEN 


JPL 

11 

01 

Spacecraf t 

Electronic 

Components Transforaers 


and Inductors Audio, Power, and High Power 



Pulse, 8/19/65 




ZPP— 2738— GEN 


JPL 

11 

01 

Spacecraft 

Electronic 

Coaponents Transformers 


and Inductors Radio Frequency, Intermediate 



Frequency, 

and Low Power Pulse, 8/10/65 



ZPP— 2744— GEN -A 


JPL 

11 

01 

Spacecraft 

Electronic 

Components Capacitors 

• 


Fixed, 9/19/66 




ZPP— 2746-GEN-B 


JPL 

11 

01 

Spacecraf t 

Electronic 

Coaponents, 



Semiconductor Diodes, 

1/11/66 



ZPP— 2747— GEN- A 


JPL 

11 

01 

Spacecraft 

8/31/65 

Electronic 

Coaponents Relays, 



ZPP— 2748— GEN— B 


JPL 

11 

01 

Spacecraft 

Electronic 

Coaponents Fixed 



Resistors, 

12/01/65 




ZPP— 2751-GEN 


JPL 

11 

01 

Spacecraft 

Electronic 

Coaponents Transistors, 


2/23/65 





ZPP— 2752— GEN— A 


JPL 

11 

01 

Spacecraf t 

Electronic 

Components Semiconductor 


Devices Four Layer, 

1/11/66 



ZPP— 2753-GEN 


JPL 

11 

01 

Spacecraft 

2/15/66 

Electronic 

Coaponents Switches, 
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ZPP— 290 1-GEN JPL 11 01 

Screening Inspection for Electronic Parts 
/Applicable to Mars 1966 Only/, 8/07/64 

ZPP-2902-GEN JPL 11 01 

Screening Inspection for Deep Space Network 
Electronic Parts, 1/29/65 

ZPQ-2248-GEN JPL 11 01 

Qualification Testing Requirements for Fixed 

Resistors, 10/26/65 

ZPQ-2400-GEN JPL 11 01 

Qualification Requirements for Electronic and 
Electromechanical Parts, 5/10/66 

ZPQ-2401-GEN-A JPL 11 01 

Qualification Testing of Spacecraft Electronic 
and Electromechanical Parts, 7/18/66 

ZPQ— 2437-GEN JPL 11 01 

Qualification Testing Requirements for Low 

Frequency Inductors and Transformers, 

4/22/66 

ZPQ-2444-GEN JPL 11 01 

Qualification Testing Requirements for Fixed 

Capacitors, 1/21/66 

ZPQ-2446-GEN JPL 11 01 

Qualification Testing Requirements for 

Semiconductor Diodes, 5/25/66 


ZPQ-2447-GEN JPL 11 01 

Qualification Testing Requirements for Relays, 

12/01/65 

ZPQ-2449-GEN JPL 11 01 

Qualification Testing Requirements for 

Variable Resistors /Lead-Screw Actuated/, 

11/07/66 


ZPQ-2451-3EN JPL 11 01 

Qualification Testing Requirements Methods and 

Procedures for Transistors, 1/21/66 

ZPQ-2452-GEN JPL 11 01 

Qualification Testing Requirements for Silicon 

Controlled Rectifiers and Switches, 5/25/66 


ZPQ-2453-GEN JPL 11 01 

Qualification Testing Requirements for 
Switches, 2/25/66 

8907-GEN-A JPL 11 01 

Deep Space Instrumentation Facility, General 
Requirements for Deep Space Instrumentation 
Facility Electronic Equipment, 10/11/62 

8909-GEN-A JPL 11 01 

Deep Space Instrumentation Facility Field- 
Power Equipment 60 Cycles Per Second 
Engine Generator Set, 6/11/62 

9915-GEN JPL 11 01 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29.668-Megacycle 
Very Stable Voltage Controlled Oscillator, 

Goldstone Duplicate Standard, 2/20/62 


9917-GEN JPL 11 01 

Deep Space Instrumentation Facility, Ground 
Equipment, Transmitter, 29.668-Megacycle 
Very Stable Voltage Controlled Oscillator, 

MTS, 3/06/62 

20014-GEN-F JPL 11 01 

Soldering Process, 12/13/61 

20 01 6— GEN-C JPL 11 01 

Workmanship Requirements for Electronic 
Equipment, 2/08/63 

20 018-GEN- J JPL 11 01 

Flight Equipment, Electrical Interconnections, 
2/11/63 

20 028— GEN-B JPL 11 01 

Terminal Boards, Fabrication of, 8/16/60, 
Amendment 1-B, 1/23/64 

20 030— GEN-B JPL 11 01 

Drawing Standards and Procedures, 3/04/63 

20037-GEN JPL 11 01 

Flight and Ground Equipment, High Reliability, 
12/12/62 

20038-GEN JPL 11 01 

Flight Equipment, Carbon Cloth with Phenolic 
Resin for Rocket Motor Nozzles, 2/22/63 

20039-GEN JPL 11 01 

Wire, Electrical, Teflon Insulated, High 
Temperature Hookup and General Purpose, 

3/21/63 

20042-GEN JPL 11 01 

Preparation of Operation and Maintenance 
Manuals for Ground Support Equipment, 

5/09/63 

20044-GEN-E JPL 11 01 

Fixed Capacitors /High Reliability/, 11/06/62 

20 064-GEN-A JPL 11 01 

Packing Flight Equipment for Shipment Within 
the Continental United States, 2/28/63, 

Amendment 1-A, 10/24/63 


20512-GEN JPL 11 01 

Acceptance Limits for Powdered Aluminum 
/MD105/, 4/05/63 

20513-GEN JPL 11 01 

Acceptance Limits for N-Phenyl— Beta- 
Naphthyl ami ne /Propellant Ant i— Ox i dan t/ , 

4/02/63 


30261-GEN JPL 11 01 

Materials, Processes, and Hardware for 
Fabrication of Spacecraft Electronic 
Equipment, 6/07/62, Amendment 1, 8/20/63 

30262-GEN JPL 11 01 

Soldered Cordwood Electronic Module 
Fabrication, 5/17/62 

30265-GEN JPL 11 01 

Spacecraft Flight Equipment, Pressure System, 
Safety Requirements for, 6/15/62 
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30273— GEN-B JPL 11 01 

Flight Equipment, Radio Frequency System, 

ML-6J 20-Megacycle Crystal Frequency 
Source, 01/12/63 

30274 JPL 11 01 

Jet Propulsion Laboratory Quality Control 
Requirements for Mariner Program 
Procurement, 04/26/63 

30280-GEN JPL 11 01 

Space Flight Operations Facility, Operational 
Communications Installation Criteria, 

01/02/63 

30284-GEN JPL 11 01 

Jet Propulsion Laboratory Quality Control 
Requirements for Surveyor Program 
Procurement, 04/26/63 

30584-GEN JPL 11 01 

Engineering Requirements for Telemetry Ground 
Equipment, 01/16/62 

30600— STD-A JPL 11 01 

Ground Support Equipment, Paint Standards, 
01/23/62 

30602— STD-C JPL 11 01 

Engraving on Ground Equipment, Control Panel 
Faces, 01/30/63 

30604— STD-A JPL 11 01 

Meters for Ground Equipment, Control Panels, 
01/19/62 

30605— STD- A JPL 11 01 

Colors, Indicator Light and Switchlight, 

01/18/62 

30606-STD-A JPL 11 01 

Deep Space Instrumentation Facility, Paint 
Standards, 01/23/62 

30609— STD-A JPL 11 01 

Racks for Ground Equipment, 01/23/62 

30612-STD-A JPL 11 01 

Space Flight Operations Facility, Paint 
Standards, 04/08/63 

30765-GEN JPL 11 01 

Space Flight Operations Facility, General 
Requirements for Electronic Components, 

03/27/63 

30766-GEN JPL 11 01 

Space Flight Operations Facility, 

Documentation Requirements, 03/26/63 

30768-GEN JPL 11 01 

Spacecraft Operational Support Equipment, 
Electronic System, Minimum Requirements for 
the Atlantic Missile Range Launch Complex, 
06/03/63 


30776-GEN JPL 11 01 

Space Flight Operations Facility, Display 
System, 04/09/63 

30879-GEN JPL 11 0 1 

Spacecraft Flight Equipment, Identification of 
Electronic Assembly Chassis, 09/18/61 


31139-GEN JPL 11 01 

Surveyor Orbiter, Flight Equipment, Scientific 
Instrumentation, Electronic Packaging, 

10/31/62 

31252-GEN JPL 11 01 

Mariner C, Flight Equipment, Requirements for 
Minimum Magnetic Field, 3/19/63, Amendment 
1, 6/24/63 
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KD1A0127 

Index of Specifications 
Procedures, Revised, 


KSC 

* Standards and 
04/26/65 


10 01 


KD1A0132 RSC 

Apollo Test Plan for Launch Support Equlpaent° 01 
Engineering Division, Revised, 12/10/65 P 


10 01 


KD1A0133 

Engineering Procedures 
KD1A0146 

Index of Specifications, Standards, and 10 01 
Documents. Released and Utilized by Launch 
Equipment Engineering Division, 07/01/66 


KSC 


KSC— SPEC— E-0 001 

Coating, Conforaal 
Circuit Assenb lies. 


KSC 

/Polyurethane/, 
Procedure for. 


10 01 

Printed 

11/30/66 


KSC-STD-8 

Instructions for Preparation 
and Functional Requirements. 
02/24/65 


KSC 10 01 

of Design Criteria 
/Inter ia/. 


KSC— STD-15 

Pluabing /Cross Connections/ 
Design Standard. /Interia/, 

KSC-G-100 

Guide for the Preparation of 
10/02/64 


KSC 10 01 

Engineering 
07/11/66 

KSC 10 01 

Specifications, 


KSC-S-101 KSC 10 01 

General Specification Seal conductor Devices, 
08/24/64 


KSC-S-101/1 KSC 10 01 

Specification Sheet Diode, Zener, Silicon, 

Power Type KIN2970B, Q8/24/64 


KSC— SPEC— K— 0001 

Contract End Itea Detail 
Frequency Accel eroaeter/ 
and Product Configuration 
11/03/66 


KSC 

Specification /Lou 
Perforaance/Desi gn 
Requireaents, 


10 01 


KSC— SPEC— P-0001 KSC 

F'JMe.tl... «„d Test of Co.p.rt.ent 
Cooling Unit for S-IV-B Instru.entet I on 
Unit, Project Apollo, 01/03/67 


KSC-R-102 KSC 10 01 

Resistors, Fixed, Fila /High Stability/ 

/Styles KRN55/60/65/70C/, 08/24/64 

KSC— R— 103 KSC 10 01 

Resistors, Fixed, Fila General Purpose 
/Styles KRL 07/ 20/ 32/42/, 08/24/64 

KSC-R-105A KSC 10 01 

Resistors, Fixed, Wirewound /Power Type/ 

Style KRW67/68/69/, 03/10/66 


KSC— SPEC— Q— 0001 KSC 

for'pri nLd°rf° r "? 1 9 Protec *«''e. Enwtron.ental 
or Printed Circuit Asseablies, 10/10/66 

KSC— STD-E-0001 K ~ r A 

Design of Electrical Control and Monitor 
Equipaent and Panels, 11/30/66 

KSC-STD-S-0001 KSC 

MoUlT^r"®* Teatin 9» Certifying Fixed and 

Towers P ?r kltfta . N^ile Personnel 

Towers, and Auxiliary Equipment, 09/27/66 


KSC-SPEC-H-002 Ksc 

Flas^*n e * S|) * C ^T fC * t * 01 ' for *" Ultraviolet 

12/01/66 UUnCh C °*P ,e,< 34 ”, 


10 0 


KSC— STD— 2 Ksc 

Elevated Floor Systea, 05/10/65 
KSC— STD— S-0 002 Ksc 

to%7%° 6 r coiing co,pre » ed - s * 


10 01 
10 01 


KSC— STD-3 

Electrical 

KSC— STD— 5 

Color Code 
11/27/64 


Work, Interior, 12/17/64 
KSC 

for Piping Systems. /Interim/, 


10 01 
10 01 


KSC-C-106 KSC 10 01 

Capacitor, Fixed, Glass Dielectric, High 
Reliability /Styles CYFR 10/15/20/30/, 

08/24/64 


KSC-C-107A KSC 10 01 

Capacitors, Fixed, Tantalum /Polarized, 

Etched Foil/ /Style KCL21/, 03/10/66 


KSC— C— 108 KSC 

Capacitors, Fixed, Tantalum Non Polar Etched 
Foil /Style KCL23/, 08/24/64 


KSC— C— 109A KSC 

Capacitors, Fixed, Tantalum /Polarized, 
Foil/ /Style KCL31/, 03/10/66 


10 01 
Plain 


KSC-C-110A KSC 10 

Capacitors, Fixed, Tantalua /Polarized, Etched 
Foil/ /Style KCL33/, 03/10/66 


KSC-C-111A KSC 

Capacitors, Fixed, Solid, Tantalua /Style 
KCS13/, 03/10/66 


10 01 


KSC— C— 112 KSC 

Capacitors, Fixed, Plastic Dielectric, 
/Nonaetal 1 i c Case/ /Style KCTH/, 08/24/64 


10 01 
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KSC-C-113 KSC 10 01 

Capacitors, Fixed, Polarized, Tantalum Foil 
/Style KCL51 and KCL53/, 08/24/64 

KSC-C-114 KSC 10 01 

Capacitors, Fixed, Paper or Paper-Plastic 
/Style KCVP09/, 08/24/64 

KSC— P-1 16 KSC 10 01 

Procedure for Packaging and Marking Cables 
and Harnesses, 10/01/64 

KSC-STD-118 KSC 10 01 

Failure Effect Analysis of Ground Support 
Equipment, 02/03/65 

KSC— STD-122 KSC 10 01 

Determining Criticality Numbers for Priority 
I, II and III Components, 05/15/66 

KSC-C-123 KSC 10 01 


Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems and Systems 
for Pneumatic Use in Support Equipment, 
12/14/64 


KSC-F-124 KSC 10 01 

Fittings /Pressure Connections/, Flared Tube, 
05/05/65 

KSC-M-1 25 KSC 10 01 

Drafting and Design, Preparation and 
Maintenance of, 06/01/66 

KSC-S-126 KSC 10 01 

Specification for Sealing of Electrical 
Components and Enclosures, 02/15/65 

KSC-P-127/1 KSC 10 01 

Detail Specification Packaging, Marking for 
Shipment and Storage of Motors and Motor 
Drive Sets, 07/01/66 

KSC-P-127/2 KSC 10 01 


Racks, Consoles, Panels, and Distributors, 
Packaging, Marking and Storage of, 12/01/65 


KSC-STD-128 KSC 10 01 

Test Reports, Preparation of, 06/05/65 

KSC-STD-129 KSC 10 01 

Test Procedure, Preparation of, 10/05/65 


KSC— STD-131 KSC 10 01 

Pneumatic and Hydraulic Mechanical Components 
and Parts, Electrical, 02/01/66 


KSC-STD-132 KSC 10 01 

Potting and Molding Electrical Cable Assembly 
Terminations, 11/22/65 


KSC-C-133 KSC 10 01 

Capacitors, Fixed, Tantalum /Polarized, 
Sintered-Slug/ /Style KCL65/, 03/10/66 


KSC-STD-140A KSC 10 01 

Bonding and Grounding Standard, 06/17/66 


KSC— STD-141 KSC 10 01 

Cable /Lifting/ Identification Band and Data 
Marking, 04/28/66 

(CSC— R-148 KSC 

Resistors, Composition Carbon /Styles 
KR CO 7/20/3 2/42/, 03/10/66 

KSC— W— 151 A KSC 

Specification for Solderless Wrap Process, 
Electrical Connections, 07/06/64 

KSC— STD -15 2-1 KSC 

Graphical Symbols fo„r Drawings- Part 1, 

Electrical and Logic Symbols, 02/01/64 

KSC— STD- 152-2 KSC 

Graphical Symbols for Drawings- Part 2, 

Mechanical Symbols, 07/01/64 

KSC-E-153F KSC 

Specification for Modular Enclosures, Radio 
Frequency Interference Shielded, 01/21/64 

KSC-B— 155 KSC 10 01 

Bonds and Grounds Cleaning, Testing and 
Protection, 04/25/66 

KSC— STD— 164 KSC 10 01 

Environmental Test Methods for Ground 

Support Equipment Installations at John F. 


10 01 
10 01 
10 01 
10 01 
10 01 


KSC-E-165A KSC 10 01 

Electrical Ground Support Equipment 
Fabrication, 10/07/64 

KSC-W-167 KSC 10 01 

Procedure for Wiring Programming System 
Patchboards, 06/15/64 


KSC— STD-168 KSC 

Interpretations of Drawing Terms and 
Tolerances, 02/18/66 


KSC-STD-169 KSC 

Marking of Ground Support Equipment, 

KSC— S-178 KSC 

Soldering, Automatic Wave, or Printed Circuit 
Assemblies, 07/01/66 

KSC— W— 179 KSC 10 01 

Welding of Stainless Steel and Invar Pipe, 

Tubing, and Associated Fittings, 08/01/66 

KSC— W-180 KSC 10 01 

Welding of Aluminum Alloy Pipe, Tubing and 
Associated Fittings, 08/01/66 


10 01 


10 01 
10/01/64 


10 01 


KSC-C-182 KSC 

Gas Cleanliness Requirements for Operational 
Gaseous Nitrogen, Helium, and Hydrogen 
Systems at Complex 39, 06/07/66 

KSC— D— 327 KSC 

Drawings, Engineering and Associated Lists, 
02/07/66 


KSC— 34-37B-0 03 KSC 

Technical Specifications for Modification on 
Launch Complexes 34 and 37B for Apollo 
Ingress-Egress System, 05/15/64 
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KSC— CP— 22309 KSC 

Performance/Design and Product Configuration 
Requi resents KSC Operations Safety Dfficer. 
Launch Firing Room Console for Apollo 
Launch Support Systems, 09/13/65 


10 01 


A Boresight Optics and Monitoring System- 
Technical Exhibit, 03/23/64 /PR 14390-1/ 


Characteristics 
/PR 9011-3/ 


KSC 

for Connectors, 03/09/64 


10 03 


Characteristics for Magnetic Core Memory, 
01/21/65 /PR 51525-1/ 


a KSC 10 03 

Characteristics for Oscilloscope and Associated 
Units, 03/11/65 /PR 90159-1/ 


Core Menory 


KSC 

Specifications- Attachment 


1 


10 03 


Design Specification for the Apollo 
Stabilization and Control System Bench 
Maintenance Equipment, 04/09/64 
/PO : M3J7XA-406004/ 


General Requirements for Multiplier Chains. 
02/26/65 /W3HAP-MS-1/ ’ 


High Performance Instrumentation Tape 
Recorders, 03/17/65 /PR 94186-1/ 


High Reliability Monochrome Closed Circuit 
Television Camera, 12/17/65 


10 03 


10 03 


Laboratory Report of. Electromagnetic 
Interference Measurements on Offset 
Doppler Frequency Interrogator System, 
Simmonds Model 462320, Unit 2, 10/19/64 

/IN-K-EF34-64-5/ 


Low Noise Amplifier/Converter System- 
Technical Exhibit, 03/09/64 /K-EF3-64-4/ 


Lou Noise, High Gain Radio Frequency 
Preamplifier System, 03/25/64 /PR 14391-1/ 


Magnetic Storage Drum System Specification, 
01/23/64 /KN-EF2/ * 


Digital Tape Recorder 
/PR 14392-1/ 


KSC 

Speci f icat ion. 


10 03 
03/25/64 


Minimum Salient Characteristics for Automatic 
Tape Degaussers, 01/04/65 /PR 49003-1/ 


Doppl er 
12/04/64 


Digitizing System- 
/PR 43997-1/ 


KSC 

Technical 


10 03 
Exhibit, 


. _ 1# KSC 10 03 

Minimum Salient Characteristics for Constant 
Input-Output Impedance T-Pad, 03/16/65 
/PR 91226-2/ 


ci e ^f- Cal L ° ad Data " A P oll ° Command Module 
A64 752C/2vS/ and C0 " tr01 S » 3tem ’ <>l/31/64 




Minimum Salient Characteristics for Direct 
Writing Analog Recorder Systems, 05/10/65 
/PR 98508-1/ 


E ^ losure ’ Technical Exhibit, 10 ° S 

08/26/63 / 64-17/ 

Equipment Specification-Pulse Amplitude 10 ° 3 

Modulation Commutator Simulator for Saturn 


Minimum Salient Characteristics for Display 
Unit, 03/12/65 /PR 91218-1/ 


Minimum Salient Characteristics for Electronic 
Instrument Carrier, 05/10/65 /PR 98507-1/ 


Equipment Specification- Telemetry 
Demodulation System for Saturn IB, Complex 


Equipment Specificati 
Recorder, Saturn IB 


KSC 

ons for Telemetry 
/PR 42314-1/ 


Tape 


10 03 


KSC 10 03 

Minimum Salient Character i s i tcs for Function 
Generator, 12/04/64 /PR 45619-1/ 

KSC 10 03 

Minimum Salient Characteristics for Isolated 
Radio Frequency Power Divider, 03/12/65 
/PR 91214-1/ 


Fifty-Channel High Speed Anal 
Conversion System /K-EF3-64- 


KSC 

og-to-Dtgital 

6 / 


10 03 


Minimum Salient Characteristics for Logic 
Modules, 10/22/64 /PR 41329-3,7/ 


KSC ] 

Frequency Moduiation System Test Oscillator, 
Specification, 07/15/64 /PR 26764-1/ 


„ . KSC 10 03 

Minimum Salient Characteristics for Magnetic 
Indicators, 03/16/65 /PR 91224-4/ 


General Equipment 
/EF3-GES-1/ 


KSC 

Specification, 01/22/64 


10 03 


KSC 10 03 

Minimum Salient Characteristics for an 
Oscillogram Processor, 03/02/65 
/PR 54974-1/ 
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(CSC 10 03 

Minimum Salient Characteristics for Plastic 
Magnetic Tape Storage Container, 03/19/65 
/PR 91237-1/ 

KSC 10 03 

Miniaua Salient Characteristics for Power 

Aapl i f ier/Supply 

KSC 10 03 

Mi n i aiim Salient Characteristics for Power 
Supply, 1 2/04/64 /PR 45618-2/ 

KSC 10 03 

Miniaun Salient Characteristics for Rack 
Mount for Model 5-119 Oscillographs, 

05/07/65 /PR 98521-1/ 

KSC 10 03 

Miniaua Salient Characteristics for Radio 
Frequency Mi cro-Vo 1 taeter , 03/05/65 

/PR 58941-1/ 

KSC 10 03 

Minimum Salient Characteristics for Recording 
Oscillograph, 03/22/65 /PR 91239-1/ 

KSC 10 03 

Minimum Salient Characteristics for Rotary 
Thumbwheel Switch Assembly, 03/26/65 
/PR 91259-1/ 

KSC 10 03 

Minimum Salient Characteristics for Spectrum 
Analyzer Plug-in Unit, 03/05/64 
/PR 58942-1/ 

KSC 10 03 

Miniaun Salient Characteristics for Switch 
Assemblies, 03/10/64 /PR 90135-1/ 

KSC 10 03 

Minimun Salient Characteristics for 
Telemetering Indicators, 01/11/65 
/PR 49696-1/ 

KSC 10 03 

Minimum Salient Characteristics for Television 
Monitor, 02/25/65 /PR 54947-1/ 

KSC 10 03 

Minimum Salient Characteristics for 
Turns-Count i ng Dial, 04/05/65 /PR 94213-1/ 

KSC 10 03 

Minimum Salient Characteristics for Very High 
Frequency Oscillator, 12/04/64 /PR 45602-1/ 

KSC 10 03 

Minimum Salient Characteristics for Very High 
Frequency Signal Generator, 03/10/65 
/PR 90134-1/ 

KSC 10 03 

Offset Doppler Frequency Short-Range 
Interrogator System- Technical Exhibit 


KSC 10 03 

Offset Doppler Frequency Short-Range 
Interrogator System, Addendum A, 

/PR 03347-1/ 


KSC 10 03 

Procurement Specification for Computer 
Interface System, 11/14/63 /PR 12025-1/ 

KSC 10 03 

Procurement Specification for Radio Frequency 
Calibration Unit, Telemetry Receiver 

KSC 10 03 

Radio Frequency Converter System, 10/22/64 
/K— EF 3—64—8/ 

KSC 10 03 

Requirements for Connectors and Cable 
Assemblies /K-EF3-GES-3/ 

KSC 10 03 

Requirements and Criteria for Facilities for the 
Central Instrumentation Facility Antenna 
Site, 11/09/64 

KSC 10 03 

Requirements for the Installation of Equipment 
in Government Furnished Racks and Consoles 
/K-EF3-GES-2/ 

KSC 10 03 

Small Diameter Antenna System- Technical 
Exhibit, 06/29/64 /PR 26755-1/ 

KSC 10 03 

Specification for Astrodome-Type Shelter 
/with Air Conditioning/ for Optical 
Tracking Instruments, 07/23/64 

KSC 10 03 

Specification for Chemical Resistant Counter 
Assembl ies, 02/25/65 /PR 54970—1/ 

KSC 10 03 

Specification for Coaxial Patching Components, 
01/04/65 /PR 49004-1/ 

KSC 10 03 

Specification for Converter, Digi tai-to-Analog 
Assembly 

KSC 10 03 

Specification for Large Screen Projectors, 

12/07/64 /PR 45631-1/ 

KSC 10 03 

Specification for Large Screen X~Y Indicator 
/PR 3704-1/ 

KSC 10 03 

Specification for Low-Boy Equipment Console, 
10/27/64 /W3HAP5-1/ 

KSC 10 03 

Specification for Microwave Link 
/PR 10726-1/ 

KSC 10 03 

Specification for Operational Inter 
Communication System End Instrument Cable 

KSC 10 03 

Specification for Sound Powered Handset and 
Sound Powered Headset - Microphone 

KSC 10 03 

Specification for Test Oscillator 
/PR 32325-1/ 
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KSC 10 03 

Specification for 34-Conductor Electrical 
Cable, 02/03/65 /PR 54951-1/ 

KSC 10 03 

Specification for a Two-by-Two Inch Data 
Transparency Illuminator /PR 14387-1/ 


KSC 10 03 

Specification for Video Data Transmission 
Equipment, 05/13/65 /PR 98520-8/ 


KSC 10 03 

Specification for Video Test Generator, 

04/08/65 /PR 96679-1/ 


KSC 10 03 

Specification for Voltage Controlled 
Generator, 11/25/64 /PR 44000-1/ 

KSC 10 03 

Specifications for Alternating Current Vacuum 
Tube Voltmeter /PR 32326-1/ 

KSC 10 03 

Specifications for a Analog Data Transmission 
Systems /PR 14363-1/ 

KSC 10 03 

Specifications for Blank Panels and Engraved 
Blank Panels, 02/08/65 /PR 54933-1/ 

KSC 10 03 

Specifications for Channel Digi tal-to-Analog 
Converter /PR 14364-1/ 

KSC 10 03 

Specifications for Digital Display Generator 

KSC 10 03 

Specifications for Events Per Unit Time/ 

Timer, 07/23/64 /PR 30915-2/ 

KSC 10 03 

Specifications for Frequency Counter, 07/22/64 
/PR 30910/ 

KSC 10 03 

Specifications for Galvanometer Driver 
Amplifier Unit /PR 14366/ 

KSC 10 03 

Specifications for a High Performance Kinescope 
Recording System, 03/25/65 /K-EF3-65-14/ 

KSC 10 03 

Specifications for Large Screen Oscilloscope 
/PR 14347-1/ 

KSC 10 03 

Specifications for a Magnetic Core Memory 

KSC 10 03 

Specifications for 100-Channel Digital Data 
Recording System /PR 00008-1/ 

KSC 10 03 

Specifications for Pen Recorder /PR 14346-1/ 

KSC 10 03 

Specifications for Pulse Code Modulation 
Simulator /PR 14369-1/ 


KSC 10 03 

Specifications for Pulse Generator 

KSC 10 03 

Specifications for Rack Connectors, 10/16/64 
/PR 41318-9/ 

KSC 10 03 

Specifications for Recorder System, Portable 
/PR 15272/ 

KSC 10 03 

Specifications for a Self-Calibrating 
Cryogenic Accelerometer /PR 34619-1/ 

KSC 10 03 

Specifications for a Telemetry Multicoupler 

KSC 10 03 

Specifications for Ten-by-Ten Video Switcher 
/PR 14379-1/ 

KSC 10 03 

Specifications for Time Code Generator 

KSC 10 03 

Specifications for Tunable Telemetry 
Subcarrier Discriminator /PR 13577-1/ 

KSC 10 03 

Specifications for a Vibration Test System- 
Exhibit II, 03/18/65 /ES3200— 0179/ 

KSC 10 03 

Specifications for Video Switching Amplifier 
/PR 13456-1/ 

KSC 10 03 

Specifications for Vidicon Camera 
/PR 26725-1/ 

KSC 10 03 

Specifications for Voltage Calibrator 
/PR 32343-1/ 

KSC 10 03 

Specifications for Voltage Controlled 
Subcarrier Oscillator, High Frequency 
/PR 14287-1/ 

KSC 10 03 

Technical Exhibit for Frequency Modulation/ 
Frequency Modulation Demultiplexing 
Equipment 

KSC 10 03 

Technical Exhibit for Low Distortion Radio 
Frequency Mul 1 1 coup 1 er , 01/14/65 

/PR 49717-1/ 


KSC 10 03 

Technical Exhibit for a Study of Certain 
Propagation Anomalies in Flight Radio 
Frequency Signals 


KSC 10 03 

Technical Exhibit for a Telemetry Calibration 
Generator, 04/29/65 /PR 96730-3/ 

KSC 10 03 

Technical Exhibit for Very High Frequency 
Antenna System, 12/30/64 /PR 49002-1/ 
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KSC 10 03 

Technical Requirements for Proposals 
/K-EF3-TPR-1/ 

KSC 10 03 

Technical Requirenents for Cost Proposals- 
Appendix C /KN-EF3— 64— 2/ 

KSC 10 03 

Technical Specification for Bi-Directional 
Differential Pressure-Transducer 

KSC 10 03 

Technical Specification for Instrumentation 
Cable, Type S6C/20, 10/06/64 

KSC 10 03 

Technical Specification for Instrumentation 
Cable, Type S4C/20, 06/15/64 

KSC 10 03 

Technical Specifications for the Datakor 
System 

KSC 10 03 

Technical Specifications for Probability 
Density Analyzer 

KSC 10 03 

Time Decoder and Display System 
Specifications, 03/26/64 /pr 14393-1/ 

KSC 10 03 

Universal Automatic Tape Search Unit- 
Technical Exhibit f 64-18/ 

KSC 10 03 

Universal Inter-Rack Cabling System 
/K— EF3-64- 1 0/ 
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ESD 106001 MSC 09 03 

Digital Computer Complex for Apollo Checkout 
Equipment, Spacecraft Stations 


09 03 


ESD— 106002 Msc 

Tape ftecorder/Computer Time Decoder and 
Search Unit 

ES D -i06003 MSC Q9 03 

Digital Acquisition and Decommutation System 


ESD— 106004 

Signal Simulator 

ESD-106005 

X-Y Plotter 


MSC 

MSC 


ESD 106006 MSC 

Alphanumeric Cathode Ray Tube Display 

ESD— 106007 Msc 

Magnetic Tape Recorder/Reproducer 


09 03 
09 03 
09 03 
09 03 


ESD-106008 


MSC 


Digital Test Command UP-LINK Digital Decoder 


09 03 


ESD— 106009 Msc 

Data Transmission Verification Converter 

ESD 106010 MSC 

Decommutator/Computer Interface Unit 


MSC 

MSC 


ESD— 106011 

Decommutator Line Driver 

ESD— 106012 

BB204 Callup Module 

ESD— 106013 Msc 

Pulse Code Modulation Telemetry System 

ESD— 106014 Msc 

Digital Acquisition and Decommutation Syste 
/Pulse Code Modulation Telemetry Station/ 

ESD-106015 Msc #9 # , 

Magnetic Tape Recorder/Reproducer System 

E3D - 106016 MSC 09 03 

Interim Alphanumeric Cathode Ray Tube Display 


09 03 
09 03 
09 03 
09 03 
09 03 
09 03 


MSC 


E3 D— 106017 

Subcarrier Discriminator 

ES D— 106018 Msc 

Direct Writing Analog Recording System 

ESD— 106019 MSC 

Pulse Amplitude Modulation/Pulse Detector 
Modulation/Pulse Code Modulation Digital 
Decommutator 


ESD— 106020 

Telemetry Receiver 


MSC 


09 03 
09 03 
09 03 

09 03 


ESD— 106021 

MSC 

09 

0 

Digital Test Command System 


ESD-106022 

MSC 

09 

0 

Electronic Counter 



ESD— 106023 

MSC 

09 

0 

Subcarrier Indicator and Calibration System 



ESD-106024 

MSC 

09 

0 

Pulse Amplitude Modulation/Pulse Detector 
Modulation Digital Decommutator System 



ESD-1 06025 

MSC 

09 

0 

High Speed Digital Computer /Interim/ 



ESD-106026 

MSC 

09 

0 

Magnetic Tape Recorder/Reproducer 



ESD-106027 

MSC 

09 

0 

Digital Communication and 

Control Unit 



ESD— 106028 

MSC 

09 

0 

Decommutator Computer Interface 



ESD-1 06029 

MSC 

09 

0 

Meter Display Module 




ESD-1 06 030 

MSC 

09 

0 

Decimal Display Module 




ES D-106031 

MSC 

09 

0 

Event Display Module 



ESD- 106032 

MSC 

09 

0 

Frequency Modulation Subcarrier Discriminator 


ESD-106033 

MSC 

09 

0 

General Test Equipment 




ESD-1 06034 

MSC 

09 

0 

Terminal Facility Complex 




ESD-106035 

MSC 

09 

0 

Radio Frequency Interference Shielded 



Enclosures 




ESD-106036 

MSC 

09 

0 

System Cabling, Wiring and 

Connectors 



E5 D- 106037 

MSC 

09 

0 

Line Ampl i f i ers 




ESD-106038 

MSC 

09 

0 

Programmed Apollo Checkout 

Equipment, 



Spacecraft Programmed Apol 

lo Checkout 



Equipment, Launch Vehicle 

Computer Interface 


ESD-1 06039 

MSC 

09 

0 

Direct Writing Recording System 



ESD-106040 

MSC 

09 

0 


Telemetry Receiver System 
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ESD-106041 

Electronic Counter Systea 


HSC 


ESD-106042 MSC 

Prototype Communications Unit Executor and 
Selection to Activate Random Testing 
Modules 

ESD-106043 MSC 

Digital Magnetic Tape Specification 

ESD-106044 MSC 

Decoamutator Display Distribution Systea 

ESD-106045 MSC 

Electrical Prototype Digital Test Coaaand 
Systea 

ESD— 106047 MSC 09 03 

Direct Writing 100-Channel Event Recording 
Systea 

ESD-106048 MSC 09 03 

Direct Writing 32-Channel Event Recording 
System 


ESD-106049 MSC 

Status Control and Monitor Systea 


ESD-106079 

Renote Facilities 


MSC 


09 03 
09 03 

09 03 
09 03 
09 03 


ESD-106080 MSC 

Closed Circuit Television Systea /Merritt 
Island Launch Area/ 

ES0-106G81 MSC 

Programmed Apollo Checkout Equipment* 

Spacecraft Requirements 

ESD-106082 MSC 

Progressed Apollo Checkout Equipment* 

Spacecraft External Interfaces 

ESD-106083 MSC 

Progressed Apollo Checkout Equipment* 

Spacecraft Mechanical and Electrical 
Requirements for North American Aviation 
Facilities 

ESD-106084 MSC 

Prograsned Apollo Checkout Equipment* 

Spacecraft Mechanical and Electrical 
Requirements for Merritt Island Launch Area 
Facility 

ESD-106085 MSC 

Progressed Apollo Checkout Equipaent* 

Spacecraft Mechanical and Electrical 
Requirements for Space Environmental 
Facil ity 

ESD-106086 MSC 09 03 

Prograsned Apollo Checkout Equipaent* 

Spacecraft Mechanical and Electrical 
Requirements for Grumnen Aircraft 
Engineering Corporation Facility 

ESD-106087 MSC 09 03 

High Speed Digital Computer /Data 
Process i ng/ 

ESD-10606B NSC 09 03 

Video Distribution and Tape Transport Control 
Unit 


09 03 
09 03 
09 03 

09 03 

09 03 

09 03 

09 03 

09 03 


ESD-106089 MSC 09 03 

Countdoan Generator/Computer Interface Unit 

ESD-106090 MSC 09 03 

Facility Criteria, Prograsned Apollo Checkout 
Checkout Equipaent, Spacecraft Ground 
Station* North American Aviation Facility 

ESD-106091 MSC 09 03 

Communications Unit Executor Selection to 
Activate Random Testing Modules 

ESD-106092 MSC 09 03 

Digital Test Coaaand System /On-Board/ 

ESD-106094 MSC 09 03 

North American Aviation Programmed Apollo 

Checkout Equipment, Spacecraft Control Room 

ESD-106095 MSC 09 03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment* Spacecraft Control Room 

ESD-106096 MSC 09 03 

North American Aviation Programmed Apollo 

Checkout Equipment, Spacecraft Computer 
Room 1 and 2 

ESD— 106097 MSC 09 03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment* Spacecraft Computer Room 

ESD- 106098 MSC 09 03 

North American Aviation Programmed Apollo 

Checkout Equipment, Spacecraft Terminal 
Facil I ty Room 

E5D-106099 MSC 09 03 

Merritt Island Launch Area Programmed Apollo 
Checkout Equipment, Spacecraft Terminal 
Facility Room 

ESD-106100 MSC 09 03 

Control Room Layout and Rack Elevation for 
Houston Space Environmental Facility 

ESD— 106101 MSC 09 03 

Computer Room Layout and Rack Elevation for 
Houston Space Environmental Facility 

ESD-106102 Msc 09 03 

Control Room Layout and Rack Elevation for 
Grumman Aircraft Engineering Corporation 

ESD— 106103 MSC 09 03 

Computer Room Layout and Rack Elevation for 
Grumman Aircraft Engineering Corporation 

ES D-106104 MSC 09 03 

Terminal Facility Layout for Grumman 
Aircraft Engineering Corporation 

ESD— 106105 MSC 09 03 

Ground Composite Signal Mixer and Separator 

ESD-106106 MSC 09 03 

Closed-Circuit Television System for North 
American Aviation Programmed Apollo 
Checkout Equipment, Spacecraft Ground 
Stat i on 
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ESD-106107 MSC 09 03 

Intercoaaunicat i on Systea for Programmed 
Apollo Checkout Equipment) Spacecraft Ground 
Station 


ESD-106108 MSC 09 03 

Command Monitor Unit 

ESD-106109 HSC 09 03 

Apollo Checkout Equipaent, Spacecraft 
Equipaent in Blockhouse 34 

ESD-106110 HSC 09 03 

Apollo Checkout Equipaent, Spacecraft 
Equipaent in Blockhouse 37 

ESD-106111 HSC 09 03 

Apollo Checkout Equipaent, Spacecraft 
Equipaent In the Launch Control Center of 
Coapiex 39 


ESD-106112 HSC 09 03 

Astronaut Coaauni cat i ons Panel 

ESD-106U3 HSC 09 03 

X-Y Plotter 

ESD-106114 HSC 09 03 

Recording Oscillograph 

ESD-106115 HSC 09 03 

Pulse Code Modulation Subcoaaut ator , 

Portable Data Gathering Systea 


ESD-106116 HSC 09 03 

Systea Specification for Merritt Island 
Launch Area Laboratory Ground Station 

ESD— 106117 HSC 09 03 

2200-2300 Megacycle Nulticoupler 

NSC-ASPO— EMI-10A HSC 09 01 

Addendua to NIL-I-26600 /Interference Control 
Requi resents, Aeronautical Equipaent/ 


MSC— ASPO-GORP— 4 

HSC 

09 

03 

Apollo Spacecraft Integrated 
Requireaents Plan 

Ground 

Operations 


msc-aspo-rqa-ii 

MSC 

09 

01 

Qualification Test Guideline 


MSC-ASPQ-S-5C 

HSC 

09 

03 

Aaendaent to Soldering Specification 

MSFC 


PR0C 158B 




NSC-ASPO— S-6 

MSC 

09 

03 

MSC Suppleaent to NPC 200-4 




NSC-C0C-1 

MSC 

09 

03 

Apollo Checkout Criteria 




NSC-GSE-1B 

NSC 

09 

03 


Apollo Ground Support Equipaent General 
Environaental Criteria and Test 
Specification 

MSC— MSFC— JD-001 HSC 09 03 

Criaping of Electrical Connections Requireaents 
for 

HSC-PPD-1 HSC 09 03 

Solvent Tr i ch 1 or oaonof 1 uoroae thane 


MSC-PPD-2 MSC 09 01 

Propellant, Inhibited Nitrogen Tetroxide 

MSC-Q-1 HSC 09 0: 

Criaping of Electrical Connections 


MSC-Q-3 HSC 09 0: 

Pre-Treataent /Etching/ of Teflon Surfaces 
Prior to Potting Process 


NSC-SPEC-1 

MSC 

09 

o: 

Microf i laing 

of Drawings and Associated 



Docuaents, Specification for 



MSC-SPEC— 3 

MSC 

09 

0 

Microf i laing 

of Engineering Docuaents 16 

MM, 


Requi reaents 

for 



MSC-SPEC-7 

MSC 

09 

0 

Microfiche Preparation, Specification for 


HSC-PROC-31 

MSC 

09 

0 

Passive Theraal Protection Systea 



Instal 1 ation 

, Procedures for 



MSC-STD-103 

MSC 

09 

0 

Preparation 

of Test Reports Standard 



MSC— STD— 104 

MSC 

09 

0 

Preparation 

of Prograa Plans Standard 



MSC-STD-105 

MSC 

09 

0 

Preparation 
Requi reaents 

of Perforaance and Design 



MSC-STD-106 

MSC 

09 

0 

Preparation 

of Test Plans Standard 



HSC-STD-107 

MSC 

09 

0 

Preparat i on 

of Test Procedures Standard 



MSC— STD— 108 

MSC 

09 

0 


Preparation of ISD Engineering Applications 
Docuaentat i on Standard 

MSC— STD— 109 MSC 09 0 

Preparation of Space Environaent Siaulation 
Laboratory and Space Environaent Effects 
Laboratory Test Procedures 

MSC-STD-C-1 HSC 09 0 

Definitions for Contaainat ion Prograas 

MSC-SPEC-C-2A HSC 09 0 

Clean Rooa Garaents, Specification for 


MSC-SPEC— C— 3 

MSC 

09 

0 

Decals, Certification of Clean) 
Specification for 

L iness. 



MSC-SPEC— C— 4 

MSC 

09 

0 

Clean Rooas and Work Stations 




MSC-SPEC-C-5A 

MSC 

09 

0 

Apollo Spacecraft Cleanliness, 
for 

Specification 


MSC-SPEC— C— 6 

MSC 

09 

0 

Apollo Spacecraft, Fluid Cleanliness 



MSC-SPEC— C— 7 

MSC 

09 

0 


Apollo Spacecraft Fluid Systeas Surface 
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NSC-SPEC-C-8 

MSC 

09 

03 

Apollo On-Board Equipment 

Cleanliness 



NSC— SPEC— C-9 

MSC 

09 

03 

Cleanliness of Non-Airborne Breathing 

Systems 


MSC-SPEC— C-10 

MSC 

09 

03 

Control During Repair, Replacement or 



Ha Intenance 




NSC-SPEC-C-11 

MSC 

09 

03 

Precision Cleaning 




NSC-SPEC-C-12 

MSC 

09 

03 

Precision Clean Packaging 




NSC— SPEC— C— 13 

MSC 

09 

03 

Fluid Sampling 




NSC— SPEC— C-l 4 

MSC 

09 

03 

Spacecraft Fluid Analysis 




NSC-SPEC— C-15 

MSC 

09 

03 

Pressure Garment Assembly 

Cleanl i ness 



NSC— SPEC— C- 20 

MSC 

09 

03 

Water, High Purity 




NSC— SPEC— C -21 

MSC 

09 

03 

Water, Potable, Specification for 



NSC— SPEC— C- 2 2 

MSC 

09 

03 


Ethylene G1 ycol-Water 
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ABMA-STD-3 MSFC 08 01 

Etching of Aluminum before Spotwelding, 

Standard for 09/23/1958 

ABMA-STD-18 MSFC 08 01 

Torque Specification, Threaded Fasteners, 

Standard for 07/07/1958 

ABMA-STD-21 MSFC 08 01 

Acceptability Units for All Selectively 
Etched Aluminun Components, Standard for 
06/30/1958 

ABHA-PD-W-45 MSFC 08 01 

Welding, Fusion, Shielded Arc, Missile 
Components, Aluminun and Magnesium Manual 
or Automatic 01/10/1958 

ABMA-PD-A-48A MSFC 08 01 

Arning Unit, Remote, Destruction, and 
Separation, 09/21/59 

ABMA-V-53 MSFC 08 01 

Valves, Pressure Regulating for Missile Use, 
General Specification for 05/04/1959 

ABMA-PD-D-461 MSFC 08 01 

Aluninun Drum, Type 42D, Double-Head 
/86-Gallon Capacity/, Specification for 
02/27/1959 

ABMA-PD-C-711A MSFC 08 01 

Cable and Harness Assemblies, Electrical, 

Missile Systems, General Specification for 
12/15/1959 

MSFC— STD— 100 MSFC 08 01 

Castings, Aluminum and Magnesium Alloy, 
Radiographic Inspection of. Acceptance 
Standard for, 05/16/61, Anendnent 1, 

08/17/66 

MSFC— SPEC— 104 MSFC 08 01 

Aluninun Alloy, 2014 Bars, Plate, and Sheet, 
Specification for, 04/02/62, Anendnent 1, 
04/30/64 


MSFC-STD-105A MSFC 08 

Synthetic Rubber, Age Control of. Standard for 
12/21/62, Anendnent 1, 04/16/65 


MSFC— ST D— 1 0 6B MSFC 01 

Testing Conpat i bi 1 i ty of Materials for Liquid 
Oxygen Systems, 09/16/66 


MSFC-SPEC-108A MSFC 

Microf lining of Drawings and Associated 
Documents, Specification for 09/04/1963 


08 01 


MSFC-STD-110A MSFC 08 

Electrical Hardware, Equipment, Materials, and 
Methods Used in Saturn Ground Support 
Equipment, Standard for 03/16/1962 


MSFC-SPEC-11 1 MSFC 08 01 

Coating Compounds, Ceramic Enamel and Gold, 
Preparation and Application, Specification 
for 04/05/1963 

MSFC-SPEC-11 3A MSFC 08 01 

Filter, Elements, Hydraulic, Wire Mesh, 
Specification for, 07/26/63, Anendnent 1, 

05/08/64 

MSFC-SPEC-116 MSFC 08 01 

Hose Assemblies, Flexible, Hydraulic, Medium 
and High Pressure, High Temperature, 

Specification for, 01/18/63, Anendnent 2, 

05/20/64 

MSFC-SPEC-119A MSFC 08 01 

Connectors, Receptacles, Electrical, Printed 
Wiring Board, General Purpose, Edge 
Type, 05/01/66 

MSFC— SPEC— 124 MSFC 08 01 

Tape, Pressure-Sensitive Adhesive, for 
Preservation and Sealing, Specification for 
03/07/1962 

MSFC— SPEC— 130 MSFC 08 01 

Certification of Welding Machine Operators 
and Weldors, Specification for 03/27/1963 

MSFC-SPEC-131C MSFC 08 01 

Tubing, Steel, Corrosion-Resistant /Type 304 
and 304L/, Seanless, Specification for 
12/23/1964 

MSFC-SPEC-133A MSFC 08 01 

Direct Current Amplifier Module, Specification 
for, 08/13/62, Anendnent 1, 03/26/63 

MSFC-SPEC— 135 MSFC 08 01 

Welding, Fusion, Specification for 01/16/1963 

MSFC-SPEC-137A MSFC 08 01 

Aluminun Alloy Sheet, Raw Material, General 
Specification for, 03/18/63, Amendment 1, 
07/14/65 


MSFC-PRDC-140A MSFC 08 01 

Cable Assemblies, Fabrication of, for 
Electrical Ground Support Equipment, 

Procedure for 10/12/1964 


MSFC-SPEC-142 MSFC 08 01 

Coating Compound, MSFC-X-258, Preparation 
and Application of. Specification for 
05/19/1961 


MSFC-SPEC-143B MSFC 08 01 

Fittings, Flared Tube /Premium Quality/, 

Pressure Connections, Specification for, 

02/10/65, Amendment 5, 09/21/66, QPL-143-1, 

01 / 10/66 
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ISFC-SPEC-144B MSFC 08 01 

Aluminum Alloy Forgings, Premium Quality, 

Heat Treated, Specification for, 03/31/64, 
Amendment 1, 09/08/64 QPL-144-1, 07/26/65 

!SFC-SPEC-145A HSFC 08 01 

Steel, Corrosion Resistant and Super Alloy, 

Bars, Shapes, and Forgings /Premium 
Quality/, Specification for, 05/15/63, 

Amendment 4, 08/19/66, QPL-145-1, 02/16/66 

ISFC-PROC-151 MSFC 08 01 

Contaninat ion Control and Envl ronmental 
Protection of Space Launch Vehicles and 
Associated Equipaent, Procedure for 
03/29/1963 

1SFC-STD-154A MSFC 08 01 

Printed-Viri ng Boards /Copper-Clad/ Design, 
Docuaentat 1 on, and Fabrication of, 12/15/65 


1SFC-STD-156 MSFC 08 01 

Riveting, Fabrication and Inspection, 

Standard for, 04/02/62, Notice 1, 11/14/63, 

Amendment 1, 11/15/63 

1SFC-PR0C-158B MSFC 08 01 

Soldering of Electrical Connections /High 
Reliability/, Procedure for, 02/15/63, 

Amendment 1, 09/27/63 


1SFC-STD-162A MSFC 08 01 

Mechanical Synbols, Standard for, 02/14/64, 
Amendment 1, 12/18/64 


MSFC— SPEC— 189 MSFC 08 01 

Chain, Weldless , Single Jack, and S Hooks, 
Specification for 02/12/1962 

HSFC-PR0C-195A MSFC 08 01 

Cleanliness Level Requirements and Inspection 
Methods for Determining Cleanliness Level 
of Gas Bearing Gas Supply and Slosh 
Measuring Systems, 08/10/66 

MSFC-PR0C-196B MSFC 08 01 

Potting Cable Assemblies, Using Epoxy Resin 
Compounds, 09/09/65, Amendment 1, 12/13/65 

MSFC-SPEC-197A MSFC 08 01 

Material, Unfired, Ceramic, Thermal 
Insulation for Radiant Heating, M-31, 
Specification for, 03/04/63, Amendment 1, 
06/28/63 

NSFC-SPEC-198A MSFC 08 01 

Material, Rework and Repair for M-31 Thermal 
Insulation, Specification for 03/22/1963 

NSFC-SPEC-199A MSFC 08 01 

Coating, Vapor Barrier, M-31C, 

Specification for 04/12/1963 

NSFC-SPEC-202A MSFC 08 01 

Compound, Potting and Molding, Elastomeric, 
12/11/1964, ]qpl-202-4 02/09/1966 

MSFC-SPEC-203A MSFC 08 01 

Subliming Coating Compounds, Preparation and 
Application of. Specification for 06/12/1964 


ISFC-STD— 163 MSFC 08 01 

Electrical Engineering Design Practice, 

Standard for 03/15/1962 


NSFC-STD-204A MSFC 

Weight Notation Systems, Standard, 
Amendment 1, 01/15/63 


08 01 
12/06/62, 


ISFC-SPEC-164 MSFC 08 01 

Cleanliness of Components for Use In Oxygen, 

Fuel, and Pneumatic Systems, Specification 
for, 04/16/62, Amendment 4, 07/17/64 

ISFC-PR0C-166C MSFC 08 01 

Hydraulic Systems Components and Hydraulic 
Fluids for Space Vehicles, Cleaning, 

Testing, and Handling, Procedure for 
06/18/1965 

ISFC-SPEC-171 MSFC 08 01 

Fittings /Pressure Connection/, Flared Tube, 
Specification for, 02/13/62, Amendment 1, 
09/27/65 


MSFC— P ROC-2 05 MSFC 08 01 

Prims Coat, EX 176, Preparation and 
Application of, Procedure for 01/17/1963 

MSFC-PROC-208A MSFC 08 01 

Weight Documentation Form Completion, Space 
Vehicle, Procedure for 10/10/1962 

NSFC-SPEC-209 MSFC 08 01 

Terminal-Cable Assemblies, Swaged Type, 
Specification for 04/20/1962 

HSFC-SPEC-217 MSFC 08 01 

Cover Sheet to 0-T-634a /Trichloroethylene, 
technical/ 08/10/1962 


•PROC-175 

MSFC 

08 01 

MSFC-SPEC-219A 

MSFC 

Coating Procedures, 
03/26/1962 

Saturn Ice-Shields 


Connectors, Flat Conductor, 
Electrical Cable, 05/05/66 

Flexible 


08 01 


ISFC-STD-181 MSFC 08 01 

Finishes and Coatings for Corrosion Protection 
of Space Vehicle Structures and 
Associated Equipment, Standard for 
02/07/1962 

1SFC-PR0C-186C MSFC 08 01 

Potting and Molding Cable Assemblies, Using 
Elastomeric Compounds, 09/13/65 

1SFC-SPEC-188 MSFC 08 01 

Hydraulic System, H-l Engine, Checkout 
Requirements, Specification for 08/30/1963 


MSFC-SPEC-220B MSFC 01 

Cable, Flat Conductor, Flexible, Electrical, 
Copper, 01/28/66 

MSFC-SPEC-222B MSFC 0 

Resin Compounds, Electrical and Environmental 
Insulation, Epoxy, Specification for, 
10/19/65, QPL-222-1, 10/25/65 


MSFC— PRDC-224 MSFC < 

Printed Circuit Assemblies, Automatic Single 
Wave Soldering of. Procedure for, 01/10/64, 
Amendment 2, 10/25/65 
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MSFC-PROC-226 MSFC 08 01 

Threaded Fasteners, Lubricant Application, 
Procedure for 07/12/1962 

NSFC-PRDC-22BA MSFC 08 01 

Microfilm Logging Form Completion, MSFC 
Microfilming Program Support, Procedure for 
05/24/1963 

MSFC-SPEC-233A MSFC 08 01 

Nitrogen, Instrument Grade, Specification for 
09/21/1964 

MSFC-SPEC-234 MSFC 08 01 

Nitrogen, Space Vehicle Grade, Specification 
for 09/21/1964 

MSFC— SPEC— 236 MSFC 08 01 

Polytetrafluoroethylene /Teflon/ Molded and 
Extruded Parts, Sheets, Rods, and Tubing, 
Specification for, 07/20/62, Amendment 1, 
09/20/65 

MSFC-SPEC-237A MSFC 08 01 

Solvent, Precision Cleaning Agents, 

Specification for 10/16/1964 

MSFC— PR0C— 238 MSFC 08 01 

Fittings, Female Threads /Premium Quality/, 
Preparation and Lubrication, Procedure for 
05/15/1963 

MSFC— PROC— 239 MSFC 08 01 

Technical Writing Guide, Procedures, 

Vol. I, 06/15/63, Vol • II A, 04/15/65, 

Vol. IIIA, 10/15/64 

MSFC— SPEC— 241 MSFC 08 01 

Preparation for Delivery of Aluminum Alloy 
Plate and Sheet, Specification for 04/22/1963 


MSFC— PROC— 245 MSFC 08 01 

Carbon Tetrachloride, Scrubber Method for 
Analysis of Condensible Hydrocarbon 
Contamination in Compressed Gases, 

Procedure for, 01/16/63, Amendment 1, 

05/23/63 


MSFC— STD— 246 MSFC 08 01 

Design and Operational Criteria of Controlled 
Environment Areas, Standard for 07/29/1963 

MSFC— SPEC— 248 MSFC 08 01 

Tubing, Steel, Corrosion and Heat-Resistant 
/18-8 Stabilized/, Type 321 and 347, 

Specification for 04/23/1963 

MSFC— SPEC— 250 MSFC 08 01 

Protective finishes for Space Vehicles, 

Structures and Associated Flight Equipment, 
Specification for, 02/28/63, Amendment 1, 
02/26/64 

MSFC-PROC— 252 MSFC 08 01 

Weight and Balance Requirements, Procedure for 
09/19/1962 

MSFC-SPEC-253 MSFC 08 01 

Lubricant, Dry-Film Ceramic, MLF-5, 

Preparation and Application of. Specification 
for 04/15/1963 


MSFC-PROC-256 MSFC 08 01 

Electrical Fabrication, Procedure for 
03/01/1964 

NSFC-PR0C-257A MSFC 08 01 

Conformal Coating /Epoxy/, Application of, 
Procedure for, 11/05/63, Amendment 2, 

06/30/65 

MSFC-ADL-258B MSFC 08 01 

Space Vehicles and Supporting Equipment, 
Applicable Documents, Listing for, 02/23/65 

MSFC-SPEC-259A MSFC 08 01 

Radiographic Inspection - Soundness 
Requirements for Fusion Welds in Aluminum 
and Magnesium Alloy Sheet and Plate 
Material /Space Vehicle Components/, 

4/09/65 

MSFC— SPEC— 262 MSFC 08 01 

Corrosion Preventive Compound, Oil Type, 

Water Displacing Saturn Engines and Related 
Components Preservative, Specification for 
01/15/1963 

MSFC-STD-263A MSFC 08 01 

Data Submittal Documentation, Contractor, 
Preparation of 12/18/1963 

MSFC-SPEC-266A MSFC 08 01 

Plates, Identification, Metal Foil Adhesive 
Backed, Specification for 10/07/1964 

MSFC-STD-267A MSFC 08 01 

Hunan Engineering Design Criteria, Standard 
for, 09/23/66 

MSFC-SPEC-270B MSFC 08 01 

Component Lead and Interconnection Materials, 
for Welded Electronic Modules, 10/17/66 

MSFC-STD-271 MSFC 08 01 

Fabrication of Welded Electronic Modules, 

Standard for, 04/30/64, Amendment 2, 

10/29/65 

MSFC— PR DC— 273 MSFC 08 01 

Tubing, Heat Reactive, Installation of. 

Procedure for 04/19/1963 

MSFC-PROC— 274 MSFC 08 01 

Terminals, Installation of. Procedure for 
06/07/63, Amendment 1, 12/15/63 

MSFC-STD-275A MSFC 08 01 

Marking of Electrical Ground Support 
Equipment, Front Panels, and Rack Title 
Plates, Standard for 05/22/1964 

MSFC-SPEC-276A MSFC 08 01 

Tubing, Heat Reactive, Specification for 
02/17/1965 


MSFC-SPEC-278A MSFC 08 01 

Terminals Bifurcated and Turret, Swage Type 
and Standoff, Insulated Screwtype, 

Terminals, Solder Pot, Swage Type 
07/01/64, Amendment 2, 10/05/64 

NSFC-SPEC— 279 MSFC 08 01 

Electromagnetic Compatibility, Specification for 
06/01/1964 
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MSFC-STD— 280 MSFC 08 01 

Radio Interference Electric Field Attenuation 
Measurements for Shielded Equipment 
Enclosures, Standard for 06/26/1963 

IS FC— SPEC-282 MSFC 08 01 

Steel, Structural, Lou Alloy, High Yield 


Strength, Specification for, 03/25/64 
Amendment 1, 05/26/65 

MSFC-SPEC-283 MSFC 08 01 

Testing, Ultrasonic, Aluminum Alloy Plate, 

Specification for 12/10/1963 

1SFC-PR0C-285 MSFC 08 01 

Sequencer, Flight, Acceptance Test, Procedure 
for 07/15/1963 

1SFC— PROC-289 MSFC 08 01 

Timer Assembly, Acceptance Checkout, Procedure 
for, 07/16/63, Amendment 1, 03/31/64 

4SFC-PR0C— 290A MSFC 08 01 

Voltage Supply, Measuring, Acceptance 
Checkout, Procedure for 11/03/1964 

1SFC-PR0C-291 MSFC 08 01 

Sequencer, Flight, Slave Unit, Acceptance 
Test, 07/18/63, Amendment 1, 12/16/63 

1SFC-PR0C-292A MSFC 08 01 

Voltage Supply, Master Measuring, Acceptance 
Checkout, Procedure for 11/02/1964 

1SFC-PR0C-293A MSFC 08 01 

Coating Conformal /Polyurethane/, Printed 
Circuit Assemblies, Procedure for, 11/15/63, 
Amendment 3, 05/06/65 

15 FC- SPEC— 295 MSFC 08 01 

Receiving Station, Pulse Code Modulated 
Digital Data Acquisition Subsystem, Model 
DRS-1 , Specification for 09/16/1963 

IS FC— SPEC-297 MSFC 08 01 

Digital Signal Simulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 08/07/1963 

1SFC— SPEC— 298 MSFC 08 01 

Quick-Look Assembly, Pulse Code Modulated 
Digital Data Acquisition Subsystem 
Receiving Station, Specification for 
08/08/1963 

1SFC-SPEC-299 MSFC 08 01 

Data Switch Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

1SFC— SPEC— 300 MSFC 08 01 

Correlator Panel Assembly, Pulse Code 
Nodulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

ISFC— SPEC— 301 MSFC 08 01 

Source Selector, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/02/1963 


MSFC— SPEC-302 MSFC 08 01 

Computer Interface Panel, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/08/1963 

MSFC— SPEC-303 MSFC 08 01 

Data Control Panel Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/14/1963 

MSFC-SPEC-304A MSFC 08 01 

Digital Signal Synchronizer, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 01/05/1965 

MSFC-SPEC-305A MSFC 08 01 

Receiver and Demodulator Panel Assembly, 

Pulse Code Modulated Digital Data 
Acquisition Subsystem Receiving Station, 
Specification for 03/25/1965 

MSFC— SPEC-306 MSFC 08 01 

Power Supply, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 

MSFC— SPEC- 307 MSFC 08 01 

Blower Assembly, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 09/04/1963 

MSFC— SPEC- 30 8 MSFC 08 01 

Patch Panel, Pulse Code Modulated Digital 
Data Acquisition Subsystem Receiving 
Station, Specification for 08/15/1963 

MSFC— SPEC-309 MSFC 08 01 

Digital Gate Rack Assembly, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem Receiving Station, Specification 
for 08/15/1963 

MSFC— P ROC- 310 MSFC 08 01 

Potting of Electrical Distributors, Procedure 
for 09/18/1963 

MSFC-SPEC-312A MSFC 08 01 

Converter Assembly, D ig i ta 1 -t o-Ana 1 og , 
Specification for 03/29/1965 

MSFC— SPEC-31 3 MSFC 08 01 

Telemetry Receiving Station, Pulse Code 
Modulated Digital Data Acquisition 
Subsystem, Specification for 09/20/1963 

NSFC-PROC-321 MSFC 08 01 

Accelerometer Assemblies, Donner, Alignment, 
Procedure for, 06/18/63, Amendment 1, 

08/12/63 

MSFC-SPEC-323A MSFC 08 01 

Converter, Analog-to-Digi tal , Subassembly, 

Vehicl eborne. Pulse Code Modulated Digital 
Data Acquisition System, Specification for 
05/15/1964 

MS FC-SP EC-324 MSFC 08 01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for 
08/15/63, Amendment 2, 11/20/63 
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MS FC-SP EC-325 

Welded Modules, Series 300 
11/04/1963 

MSFC-SPEC-325/1 

Welded Module, Series 300, 
/IB-3/ 11/04/1963 

MSFC— SPEC— 325/2 

Welded Module, Series 300, 
/SW-1/ 11/04/1963 

MSFC-SPEC-325/3 

Welded Module, Series 300, 
11/04/1963 

MS FC-SPEC- 325/4 

Welded Module, Series 300, 
/D-2A/ 11/04/1963 

MSFC— SPEC— 325/5 

Welded Module, Series 300, 
/II-2/ 11/04/1963 

MSFC— SPEC— 325/6 

Welded Module, Series 300, 
/BD-1A/ 11/04/1963 

MSFC— SPEC— 325/7 

Welded Module, Series 300, 
11/04/1963 

MSFC— SPEC— 325/8 

Welded Module, Series 300, 
/D-1A/ 11/04/1963 

HSFC-SP EC- 325/9 

Welded Module, Series 300, 
11/04/1963 

MSFC-SPEC-325/10 

Welded Module, Series 300, 
11/04/1963 

MS FC-SPEC- 325/ 11 

Welded Module, Series 300, 
11/04/1963 

MSFC— SPEC-325/12 

Welded Module, Series 300, 
/I~l/ 11/04/1963 

MSFC— SPEC— 325/13 

Welded Module, Series 300, 
/I-2/ 11/04/1963 

MSFC-SPEC-325/14 

Welded Module, Series 300, 
/I-3/ 11/04/1963 

MSFC-SPEC-325/15 

Welded Module, Series 300, 
/I-4/ 11/04/1963 

MSFC— SPEC- 32 5/ 16 

Welded Module, Series 300, 
/I-5A/ 11/04/1963 

MSFC— SPEC— 325/17 

Welded Module, Series 300, 
/IB-1/ 11/04/1963 


MSFC 08 01 

, Specification for 


MSFC 08 01 

Inverter Buffer 


MSFC 08 01 

Analog Switch 


MSFC 00 01 

Line Driver /LD-2/ 


MSFC 08 01 

Delay Circuit 


MSFC 08 01 

Double Inverter 


MSFC 08 01 

Input Delay 


MSFC 08 01 

Core Write /CW-1/ 


MSFC 08 01 

Delay Circuit 


MSFC 08 01 

Flip-Flop /F-1A/ 


MSFC 08 01 

Flip-Flop /F-2A/ 


MSFC 08 01 

Flip-Flop /FB-1A/ 


MSFC 08 01 

Inverter Circuit 


MSFC 00 01 

Inverter Circuit 


MSFC 08 01 

Inverter Circuit 


MSFC 08 01 

Inverter Circuit 


MSFC 08 01 

Inverter Circuit 


MSFC 08 01 

Inverter Buffer 


MSFC— SPEC— 325/18 MSFC 08 01 

Welded Module, Series 300, Inverter Buffer 
/IB-2/ 11/04/1963 

MSFC— SPEC— 325/19 MSFC 08 01 

Welded Module, Series 300, Inverter Flip-Flop 
/IFB— 1/ 11/04/1963 


MS FC-SP EC-325/20 

Welded Module, 
Circuit /M-1A/ 


MSFC 08 01 

Series 300, Serializing Logic 
11/04/1963 


MSFC— SPEC— 325/21 

Welded Module, Series 300, 
Network /M-7A/ 11/04/1963 


MSFC 

Diode Logic 


MSFC-SPEC-325/22 

Welded Module, Series 300, 
Network /M-8/ 11/04/1963 


MSFC 

Diode Logic 


08 01 


08 01 


MSFC-SPEC-325/23 

Welded Module, Series 300, 
11/04/1963 


MSFC 08 01 

Line Driver /LD-1/ 


MSFC-PR0C— 326 MSFC 

Testing of Welded Modules, Series 300, 
Procedure for 09/20/1963 


08 01 


MS FC-SP EC— 331 MSFC 01 

Enclosures, Modular Shielded, Radio Frequency 
Interference, Specification for 07/05/1963 


MSFC-SPEC— 332B MSFC 08 

Cables, Electrical, General Specification for, 
08/30/6 6, Suppleaent 1, 08/30/66, Notice 2, 

08/30/66, QPL-332-5, 10/20/66 


MSFC-SPEC-332/1B MSFC 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for, 08/30/66 


MSFC-SPEC-332/2B MSFC 

Cable, Electrical, 2 Conductor, Unshielded, 
American Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/3B MSFC 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gduge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 


MSFC-SPEC-332/4B MSFC 

Cable, Electrical, 3 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 


MS FC-SP EC-332/5B MSFC 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 
Polyethylene Insulated, Specification for 
08/30/66 


NSFC-SPEC-332/6B MSFC 08 01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 


MS FC-SP EC-332/7B MSFC 

Cable, Electrical, 4 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 12, Polyethylene Insulated, 
Specification for, 08/30/66 
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MSFC-SPEC-332/8B MSFC 08 01 

C«ble, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 10, Butyl Rubber 
Insulated, Specification for, 08/30/66 


MSFC-SPEC-332/22B MSFC 08 01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


NSFC-SPEC-332/9B MSFC 08 01 

Cable, Electrical, 4 Conductor, Unshielded, 
American Wire Gauge Size 6, Butyl Rubber 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/10B MSFC 08 01 

Cable, Electrical, 4 Conductor, Unshielded, 
Anerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/11B MSFC 08 01 

Cable, Electrical, 10 Conductor, Single 
Conductor Shielded, Anerican Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

NSFC-SPEC-332/12B MSFC 08 01 

Cable, Electrical, 18 Conductor, Single 
Conductor Shielded, Anerican Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

NSFC-SPEC-332/13B MSFC 08 01 

Cable, Electrical, 19 Conductor, Unshielded, 
Anerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 

NS FC-SP EC-332/1 4B MSFC 08 01 

Cable, Electrical, 39 Conductor, Unshielded, 
Anerican Wire Gauge Size 16 and 20, 

Polyethylene Insulated, Specification for, 
08/30/66 

NSFC-SPEC-332/15B MSFC 08 01 

Cable, Electrical, 39 Conductor, Unshielded, 
Anerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 

NSFC-SPEC-332/16B MSFC 08 01 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Anerican Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

NSFC-SPEC-332/17B MSFC 08 01 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Anerican Wire Gauge 
Size 20, Polyethylene Insulated, 

Specification for, 08/30/66 

NSFC-SPEC-332/18B MSFC 08 01 

Cable, Electrical, 61 Conductor, Unshielded, 
Anerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for, 08/30/66 

NSFC-SPEC-332/19B MSFC 08 01 

Cable, Electrical, 2 Conductor, Unshielded, 
Anerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

HSFC-SPEC-332/20B MSFC 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 
Anerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

NSFC-SPEC-332/21B MSFC 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 
Anerican Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for, 08/30/66 


NSFC-SPEC-332/23B MSFC 

Cable, Electrical, 4 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 4/0, 
Butyl Rubber Insulated, Specification for, 
08/30/66 

NSFC-SPEC-332/24B MSFC 

Cable, Electrical, 4 Conductor, Unshielded, 
Anerican Wire Gauge. Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 

NSFC-SPEC-332/25B MSFC 

Cable, Electrical, 4 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 1/0, 
Butyl Rubber Insulated Specification for, 
08/30/66 


08 01 


08 01 


MSFC-SPEC-332/26B MSFC 

Cable, Electrical, 4 Conductor, Overall 
Shielded, Anerican Wire Gouge Size 4, 

Butyl Rubber Insulated Specification for, 
08/30/66 

NSFC-SPEC-332/27B MSFC 

Cable, Electrical, 4 Conductor, Overall 
Shielded, Anerican Wire Gouge Size 6, 

Butyl Rubber Insulated, Specification for, 
08/30/66 


MSFC-SPEC-332/28B MSFC 

Cable, Electrical, 4 Conductor, Overall 
Shielded, Anerican Wire Gouge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 


NSFC-SPEC-332/29B MSFC 

Cable, Electrical, 5 Conductor, Unshielded, 
Anerican Wire Gouge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


HSFC-SPEC-332/30B MSFC 

Cable, Electrical, 6 Conductor, Unshielded, 
Anerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


NSFC-SPEC-332/31B MSFC 0Q 01 

Cable, Electrical, 7 Conductor, Single 
Conductor Shielded, Anerican Wire Gouge 
Size 18, Polyethylene Insulated, 

Specification for, 08/30/66 


NSFC-SPEC-332/32B MSFC 08 01 

Cable, Electrical, 7 Conductor, I Unshielded, 

3 Pair Twisted and Shielded, Anerican Wire 
Gauge Size 8, Butyl Rubber Insulated, 

r* I # I I ““ ^ 


HSFC-SPEC-332/33B MSFC 

Cable, Electrical, 7 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 8, 

Butyl Rubber Insulated, Specification for, 
08/30/66 

NSFC-SPEC-332/34B MSFC 

Coble, Electrical, 8 Conductor, Overall 
Shielded, Anerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for, 
08/30/66 
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NSFC-SPEC-332/35B MSFC 

Cable, Electrical, 0 Conductor, Overall 
Shielded, American Wire Gauge Size 20, 
Polyethylene Insulated, Specification for. 
08/30/66 


HSFC-SPEC-332/36B MSFC 

Cable, Electrical, 10 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for. 
00/30/66 


MSFC-SPEC-332/37B HSFC 

Cable, Electrical, 60 Conductor, 20 Triple 
Twisted and Shielded, Overall Shielded, 
Aierican Wire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 


MSFC-SPEC-332/38B HSFC 

Cable, Electrical, 10 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

NSFC-SPEC-332/39B HSFC , 

Cable, Electrical, 19 Conductor, Single 
Conductor Shielded, Aierican Mire Gauge 
Size 18, Polyethylene Insulated, 
Specification for,. 08/30/66 


MSFC-SPEC-332/40B HSFC 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Anerican Mire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
00/30/66 


NSFC-SPEC-332/41B HSFC 08 01 

Cable, Electrical, 37 Conductor, Unshielded, 
Anerican Mire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

HSFC-SPEC-332/42B HSFC 08 01 


Conductor Shielded, Aaerican Mire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 06/30/66 


HSFC-SPEC-332/43B HSFC 

Cable, Electrical, 37 Conductor, Unshielded, 
Aaerican Mire Gauge Size 12, Polyethylene 
Insulated, Specification for, 08/30/66 


HSFC-SPEC-332/44B HSFC 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Aaerican 
Mire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 


MSFC-SPEC-332/45B MSFC 

Cable, Electrical, 45 Conductor, IS Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Mire Gauge Size 14, 
Polyethylene Insulated, Specification for, 
nn /^n ycc * 


08 01 


MSFC-SPEC-332/46B HSFC 

Cable, Electrical, 47 Conductor, 1 Pair 
Twisted Shielded and Insulated, 4 Quad 
Twisted Shielded and Insulated, 29 
Unshielded, Aaerican Mire Gauge Size 8, 12, 
and 18, Polyethylene and Butyl Rubber 
Insulated, Specification for, 08/30/66 


MARSHALL SPACE FLIGHT 


NSFC-SPEC-332/47B HSFC 

Cable, Electrical, 47 Conductor, Overall 
Shielded Double Braid, Aaerican Hire Gauge 
Size 8, 12, and 16, Polyethylene and Butyl 
Rubber Insulated, Specification for, 
08/30/66 

MSFC-SPEC-332/48B MSFC 

Cable, Electrical, 60 Conductor, Unshielded 
Aaerican Mire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/49B HSFC 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Aaerican Hire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 

MSFC-SPEC-332/50B MSFC 

Cable, Electrical, 60 Conductor, Unshielded 
Aaerican Mire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 

HSFC-SPEC-332/51B HSFC 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Aaerican Hire Gauge 
Size 16, Polyethylene Insulated, 
Specification for, 08/30/66 

MSFC-SPEC-332/52B MSFC 

Cable, Electrical, 60 Conductor, 15 Single 
Conductor Shielded, 10 Pair Twisted and 
Shielded, and 3 Triple Twisted and Shielded, 
Aaerican Mire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/53B MSFC 

Cable, Electrical, 60 Conductor, Overall 
Shielded Double Braid, Aaerican Hire Gauge 
Size 18, Polyethylene Insulated, 
Specification for, 08/30/66 

MSFC-SPEC-332/57B HSFC 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Overall Shielded, 
Aaerican Hire Gauge Size 14, Polyethylene 
Insulated, Specification for, 08/30/66 

HSFC-SPEC-332/58B HSFC 

Cable, Electrical, 60 Conductor, Single 
Conductor Shielded, Overall Shielded, 
Aaerican Hire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 


HSFC-SPEC-332/59B HSFC 

Cable, Electrical, 60 Conductor, Overall 
Shielded, Aaerican Mire Gauge Size 14, 
Polyethylene Insulated, Specification for. 
08/30/66 


HSFC-SPEC-332/60B HSFC 

Cable, Electrical, 60 Conductor, 15 Quad 
Twisted and Shielded, Overall Shielded, 
Aaerican Mire Gauge Size 14, Polyethylene 
Insulated Specification for, 08/30/66 

MSFC-SPEC-332/618 MSFC 

Cable, Electrical, 60 Conductor, 30 Pair 
Twisted and Shielded, Aaerican Hire Gauge 
Size 20, Polyethylene Insulated, 
Specification for, 08/30/66 


CENTER 
08 01 

08 01 

* 

08 01 

08 01 
t 

08 01 
06 01 

08 01 
08 01 
08 01 

08 01 

08 01 

08 01 
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HSFC-SPEC-332/63B MSFC 08 01 

Cable, Electrical, 21 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 8, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/64B MSFC 08 01 

Cable, Electrical, 4 Conductor, Overall 
Shielded Double Braid, American Wire Gauge 
Size 1/0, Butyl Rubber Insulated, 

Specification for, 08/30/66 

MSFC-SPEC-332/65B MSFC 08 01 

Cable, Electrical, 5 Conductor, Overall 
Shielded, American Wire Gauge Size 12, 

Polyethylene Insulated, Specification for, 

08/30/66 

HSFC-SPEC-332/66B MSFC 08 01 

Cable, Electrical, 8 Conductor, Unshielded, 

Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/67B MSFC 08 01 

Cable, Electrical, 10 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for, 08/30/66 

MSFC-SPEC-332/68B MSFC 08 01 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 12, Polyethylene 
Insulated, Specification for 08/30/66 

HSFC-SPEC-332/69B MSFC 08 01 

Cable, Electrical, 54 Conductor, Unshielded, 
Aaerican Wire Gauge Size 18, Polyethylene 
Insulated, Specification for 08/30/66 

NSFC-SPEC-332/70B MSFC 08 01 

Cable, Electrical, 6 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 18, 

Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/71B MSFC 08 01 

Cable, Electrical, 10 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 18, 

Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC- 3 32/7 2B MSFC 08 01 

Cable, Electrical, 15 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 18, 

Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/73B MSFC 08 01 

Cable, Electrical, 13 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/74B MSFC 08 01 

Cable, Electrical, 13 Conductor, Unshielded, 
Aaerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/75B MSFC 08 01 

Cable, Electrical, 18 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC-332/77B MSFC 08 01 

Cable, Electrical, 60 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC- 3 32/7 9B MSFC 08 01 

Cable, Electrical, 7 Conductor, 3 Pair 
Twisted and Shielded and 1 Unshielded, 

Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/80B MSFC 08 01 

Cable, Electrical, 7. Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 


HSFC-SPEC-332/81B MSFC 

Cable, Electrical, 7 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/83B MSFC 

Cable, Electrical, 20 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC-332/84B MSFC 

Cable, Electrical, 32 Conductor, Unshielded, 
Aaerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 


MSFC-SPEC-332/87B MSFC 

Cable, Electrical, 2 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/88B MSFC 

Cable, Electrical, 3 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


MSFC-SPEC-332/89B MSFC 

Cable, Electrical, 2 Conductor, Unshielded, 
Aaerican Wire Gauge Size 8, Butyl Rubber 
Insulated, Specification for 08/30/66 


MSFC-SPEC-332/90B MSFC 

Cable, Electrical, 2 Conductor, Unshielded, 
Aaerican Wire Gauge Size 1/0, Butyl Rubber 
Insulated, Specification for 08/30/66 


MSFC-SPEC-332/91B MSFC 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 


MSFC-SPEC-332/92B MSFC 

Cable, Electrical, 2 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/93B MSFC 

Cable, Electrical, 6 Conductor, Unshielded, 
Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 
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MSFC-SPEC-332/94B MSFC 08 01 

Cable, Electrical, 4 Conductor, Unshielded, 

Aaeri can Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/95A MSFC 08 01 

Cable, Electrical, 37 Conductor, Overall 
Shielded Double Braid, Aaerican Wire Gauge 
Size 16, Polyethylene Insulated, 

Specification for, 08/30/66 

NSFC-SPEC-332/96A MSFC 08 01 

Cable, Electrical, 10 Conductor, 2 Pair 
Twisted and Shielded and 6 Unshielded, 

Aaerican Wire Gauge Size 16, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/97A MSFC 08 01 

Cable, Electrical, 10 Conductor, Unshielded, 
Anerican Wire Gauge Size 20, Polyethylene 
Insulated, Specification for 08/30/66 


MSFC-SPEC-332/98A MSFC 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/99A MSFC 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 00 A MSFC 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 01 A MSFC 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification for 
08/30/66 


08 01 


08 01 


08 01 


08 01 


MSFC— SPEC— 332/1 02 A MSFC 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 14, 
Polyethylene Insulated, Specification for 
08/30/66 


08 01 


MSFC-SPEC-332/103A MSFC 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 20, 
Polyethylene Insulated, Specification fo 
08/30/66 


08 01 


MSFC— SPEC— 33 2/ 104 A MSFC 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 


MS FC-SP EC-332/ 105A MSFC 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC-332/106A MSFC 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/1 07 A MSFC 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 18, 
Polyethylene Insulated, Specification for 
08/30/66 

MS FC-SP EC— 332/1 08A MSFC 

Cable, Electrical, 48 Conductor, 12 Quad 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/109A MSFC 

Cable, Electrical, 40 Conductor, 20 Pair 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/11 0A MSFC 

Cable, Electrical, 45 Conductor, 15 Triple 
Twisted Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/11 1A MSFC 

Cable, Electrical, 30 Conductor, Single 
Conductor Shielded and Insulated, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC— SPEC— 332/ 11 2A MSFC 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 4, Butyl Rubber 
Insulated, Specification for 08/30/66 

MSFC-SPEC-332/113A MSFC 

Cable, Electrical, 3 Conductor, Unshielded, 
ARerican Wire Gauge Size 14, Polyethylene 
Insulated, Specification for 08/30/66 

MSFC— SPEC— 332/1 14A MSFC 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 2, Butyl Rubber 
Insulated, Specification for 08/30/66 

MSFC— SPEC— 332/1 15A MSFC 

Cable, Electrical, 37 Conductor, Overall 
Shielded, Aaerican Wire Gauge Size 16, 
Polyethylene Insulated, Specification for 
08/30/66 

MSFC-SPEC— 332/1 16A MSFC 

Cable, Electrical, 3 Conductor, Unshielded, 
Aaerican Wire Gauge Size 2/0, Butyl Rubber 
Insulated, Specification for 08/30/66 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 


08 01 
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MSFC-SPEC-338A MSFC 08 01 

Semiconductor Devices, General Specification 
for 12/18/1964 

NSFC-SPEC-338/1 MSFC 08 01 

Diode, Silicon, S1N483B 12/13/1963 

MSFC-SP EC-33 8/2 HSFC 08 01 

Diodes, Silicon, S1N540 and S1N547 12/13/1963 

MSFC-SP EC~ 338/3 HSFC 08 01 

Diode, Silicon, S1N626 12/13/1963 

MSFC-SP EC-338/4 HSFC 08 01 

Diode, Silicon, S1M643 12/13/1963 

MSFC-SP EC-338/ 5 HSFC 08 01 

Diode, Silicon, S1N793 12/13/1963 

MSFC-SP EC- 338/6 HSFC 08 01 

Diodes, Silicon, S1N645 and S1M649 12/13/1963 

MSFC-SP EC- 338/7 HSFC 08 01 


Diodes, Silicon, S1M3016B through S1N3028B 
12/13/1963 

MSFC-SP EC-338/8 A HSFC 

Semiconductor Devices S1M4370A through 
S1N4372A and S1N476A through S1N759A, 

04/12/66 

MSFC-S PEC- 338/9 HSFC 

Diodes, Silicon, S1N761A through S1N769A 
12/13/1963 

MSFC— SPEC-338/10 HSFC 

Diodes, Silicon, S1N827A, S1N939A, and 
S1N944B 12/13/1964 

MSFC-SP EC- 3 38/ 11 HSFC 

Diodes, Silicon, S1N962B through S1N973B 
12/13/1963 

MSFC— SPEC- 33 8/ 12 HSFC 

Diodes, Silicon, S1N1189 12/13/1963 

MSFC-SP EC- 3 38/ 13 MSFC 

Diodes, Silicon S1N1204A and S1N1206A 
12/13/1963 

MSFC-SP EC-3 38/ 14 MSFC 

Diode, Silicon, S1N1616 12/13/1963 

MSFC— SPEC- 338/ 15 HSFC 

Diode, Silicon, S1N916B 12/13/1963 

MSFC-SP EC- 338/ 16 HSFC 

Diodes, Silicon, S1N2970B through S1N2958B 
02/17/1964 

MSFC-SPEC-338/100A HSFC 08 01 

Semiconductor Devices, S2N1724 and S2N1724I, 
06/25/66 

MSFC-SP EC-338/1 01 HSFC 08 01 

Transistors, Silicon, NPM, S2N335B 12/13/1963 


MSFC-SPEC-338/102 HSFC 08 01 

Transistor, Silicon, NPN, S2N338B 12/13/1963 

NSFC-SPEC-338/103 MSFC 08 01 

Transistors, Silicon, PN, Unijunction, 

S2N491B and S2N2419B 12/13/1963 


08 01 

08 01 

08 01 

08 01 

08 01 
08 01 

08 01 
08 01 
08 01 


MSFC— SPEC-338/104 

Transistor, Silicon, NPN, 


MSFC 08 01 

S2N657A 12/13/1963 


MSFC— SPEC- 33 8/ 105 HSFC 

Transistor, Silicon, Planar, NPN, S2N697 
12/13/1963 


MSFC— SPEC-338/106 HSFC 

Transistor, Silicon, Planar, NPN, S2N708 


08 01 


08 01 


12/13/1963 

MSFC-SP EC- 33 8/ 107 

Transistors, Silicon, NPN, 
S2N1613 02/17/1963* 

MSFC— SPEC- 338/ 108 

Transistors, Silicon, PNP, 
S2N1132 12/13/1963 

MSFC— SPEC- 33 8/ 109 

Transistor, Silicon, NPN, 

MSFC-SPEC-338/110 

Transistor, Silicon, NPN, 


MSFC 08 01 

S2N718A and 


MSFC 08 01 

S2N722 and 


MSFC 08 01 

S2N1514 12/13/1963 

MSFC 08 01 

S2N834 12/13/1963 


MSFC— SPEC- 33 8/1 1 1 MSFC 08 01 

Transistor, Silicon, Planar, NPN, S2N910 
12/13/1963 

MSFC— SPEC-338/1 12 MSFC 08 01 

Transistor, Silicone, Planar, NPN, S2N918 
12/13/1963 

MSFC— SPEC- 338/ 11 3A HSFC 08 01 

Semiconductor Devices S2N930 and S2N2586, 

09/09/66 

MSFC-SP EC-338/1 14 MSFC 08 01 

Transistor, Silicon, NPN, S2N2034A 12/13/1963 

MSFC— SPEC-338/1 15 MSFC 08 01 

Transistor, Silicon, NPN, Planar, S2N2102 
12/13/1963 

MSFC— SPEC-338/1 16 MSFC 08 01 

Transistor, Silicon, Planar, PNP, S2N2412 
12/13/1963 


MSFC-SPEC-338A/117B HSFC 08 01 

Semiconductor Devices, S2N1016D and S2N3432, 
09/24/65, Amendment 1, 10/28/66 

MSFC— SPEC- 33 8/1 1 8A MSFC 08 01 

Semiconductor Devices, S2N2126 and S2N2772, 
09/30/65 


MSFC— SPEC-338/1 19 HSFC 08 01 

Transistor, Silicon, NPN, S2N1486 12/13/1963 

MSFC-SP EC- 3 3 8/ 122 HSFC 08 01 

Semiconductor Device S2N2501, 8/26/66 

MSFC-SP EC-3 39 MSFC 08 01 

Relags, Direct Current Hermetically Sealed, 
for Space Vehicles and Ground Support 
Equipment, General Specification for, 

Supplement IE, 9/16/66, QPL-339-4, 4/25/65, 

Amendment 2, 2/07/66 

MSFC-SPEC-339/1B HSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S6GH-2-1B, 04/01/65, Amendment 1, 07/29/66 
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MSFC-SPEC-339/2B HSFC OB 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 6 Pole Double Throw, 2A, Plug-In, 

Two Hole Flange Mounting, S6GP-2-2B, 

08/31/64, Aaendaent 1, 07/29/66 

HSFC-SPEC-339/19A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-1.5-19A, 04/01/65, Aaendaent 1, 

07/29/66 

HSFC-SP EC-339/20 A HSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 7.5A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S * GH-3 ~20A, 04/01/65, Aaendaent 1, 07/29/66 

HSFC-SPEC-339/22A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-2-22A, 03/16/64 

MSFC-SPEC-339/23A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 4 Pole Double Throw, 10A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S4GH-3.25-23A, 08/31/64 

MSFC-SPEC-339/24A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-24A, 

08/31/64 

MSFC— SPEC— 33 9/25A MSFC 08 01 

Relay, Special Purpose, /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-25A, 

04/01/65 

MSFC-SPEC-339/26A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Solder Hook, Four Hole 
Reverse-Flange Mounting, S4LH-6-26A, 

04/01/65 


MSFC-SPEC-339/33B MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Two Hole Flange Mounting, 

S2GP-6— 33B , 04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC-339/41B MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole 
Reverse-Flange Mounting, S2LH-8-41B, 

04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC-339/42A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-42A, 04/01/65, 

Aaendaent 1, 07/29/66 


MSFC-SPEC-339/43B MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-43B, 04/01/65, Aaendaent 1, 

07/29/66 


MSFC-SPEC-339/51A MSFC 08 01 

Relay General Purpose, 28 Volta, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse— FI ange Mounting, 
S2GH-6-51A, 04/01/65 

MSFC-SPEC-339/52A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 

S2GH-6-52A, 04/01/65 

MSFC-SPEC-339/53B MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Plug-In, 2 One-Hole Ears Mounting, 

Current, 2 Pole Double Throw, 2A, 

Plug-In, 2 One-Hole Ears Mounting, 

S2GP-6-53B, 04/01/65 


MSFC-SPEC-339/54A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, S2GP-6-54A, 

04/01/65 


MSFC-SPEC-339/27A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Plug-In, Two One-Hole Ears 
Mounting, S4LH-6-27A, 04/01/65 

MSFC-SPEC-339/28A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 4 Pole Double 
Throw, 3A, Printed Circuit Board Plug-In, 

Two Stud Mounting, S4LP-6-28A, 04/01/65 

MSFC-SPEC-339/31B MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 
S2GH-6-31B, 04/01/65, Aaendaent 1, 07/29/66 


MSFC-SPEC-339/58A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 10A, Solder 
Hook, 2 One-Hole Reverse-Ears Mounting, 
S2GH-3-58A, 04/01/65, Aaendaent 1, 07/29/66 

MSFC-SPEC-339/59A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Printed 
Circuit Board Plug-In, Side Header 
Mounting, S2GP-8-59A, 04/01/65 

MS FC-SP EC-339/61 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/ 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-61A, 04/01/65 


MSFC SPEC— 339/32A MSFC 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Four Hole Side-Plate Mounting, 
S2GH-6-32A, 04/01/65, Aaendaent 1, 07/29/66 


MSFC-SPEC-339/62A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-62A, 04/01/65 
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MSFC-SPEC-339/63B HSFC 08 01 

Relay, Special Purpose Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One-Hole Ears 
Mounting, S2LP-8-63B, 04/01/65 

MSFC-SPEC-339/64B MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-0-64B, 04/01/65 

MS FC-S PEC- 3 3 9/68 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse-Ears Mounting, S2LH-6-68A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-SPEC-339/69A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A* Printed Circuit Board Plug-In, 

Side Header Mounting, S2LP-8-69A, 04/01/65 

MS FC-S PEC- 3 39/71 A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, Solder 
Hook, Two Hole Reverse-Flange Mounting, 

S2GH-7 . 25-71 A, 04/01/65 

MS FC-S PEC- 3 3 9/73 A MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
Current, 2 Pole Double Throw, 2A, 

Plug-In, Plain Case Mounting, 

S2GP-7 • 25-73 A, 09/30/65 

MS FC-S PEC- 3 39/74 MSFC 08 01 

Relay, General Purpose, 28 Volts, Direct 
2 One-Hole Ears Mounting, S2GP-7-74 
Current, 2 Pole Double Throw, 2A, 2 
One-Hole Ears Mounting, S2GP-7-74 
04/01/1965 

NSFC-SPEC-339/81 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-81A, 04/01/65, 

Amendment 1, 07/29/66 


MS FC-S PEC-3 3 9/ 82 A MSFC 

Relay, Special Purpose /Magnetic Latch/, 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Four Hole Side- 
Plate Mounting, S2LH-8-82A, 04/01/65, 

Amendment 1, 07/28/66 


MSFC-SPEC-339/83A MSFC 

Relay, Special Purpose /Magnetic Latch/, 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Two Hole Flange 
Mounting, S2LP-8-83A, 04/01/65, 

Aaendnent 1, 07/29/66 


MSFC-SPEC-339/91 A MSFC 

Relay, Special Purpose /Magnetic Latch/, 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole, 
Reverse-Flange Mounting, S2LH-8-91A, 
04/01/65 


08 01 

28 


08 01 

28 


08 01 

28 


MSFC-SPEC-339/92A HSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Solder Hook, Two Hole Reverse- 
Flange Mounting, S2LH-8-92A, 04/01/65 

MS FC-SP EC-339/93 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, 2 One Hole Ears 
Mounting, S2LP-8-93A, 04/01/65 

MS FC-S PEC-339/94 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 2A, Plug-In, Plain Case Mounting, 
S2LP-8-94A, 08/31/64 

MS FC-S PEC- 33 9/98 A MSFC 08 01 

Relay, Special Purpose /Magnetic Latch/, 28 
Volts, Direct Current, 2 Pole Double 
Throw, 10A, Solder Hook, 2 One-Hole 
Reverse— Ears Mounting, S2LH— 6— 98A, 

04/01/65, Amendment 1, 07/29/66 

MSFC-S PEC- 33 9/101 MSFC 08 01 

Relay, Special Purpose /Sensitive/, 28 Volts, 
Direct Current, 2 Pole Double Throw, 2A, 

Solder Hook, Two-Hole Reverse-Flange 
Mounting, S2SH-50— 101, 12/14/64, 

Amendment 1, 07/29/66 

MS FC-SP EC- 342 A MSFC 08 01 

Rocket Fuel, RP-1, Specification for 
06/28/1965 

MSFC-STD-343 MSFC 08 01 

Preservation, Packaging, Handling, and 
Shipping of Space Vehicle Supplies and 
Associated Equipment, General Standard for 
03/09/1965 

MSFC— STD-34 3/1 MSFC 08 01 

Flared Tube Fittings, Handling, Protection, 
and Packaging of 03/09/1965 

MSFC— STD-343/2 MSFC 08 01 

Valves and Control Devices, Handling, 

Protection, and Packaging of 03/09/1965 

MSFC— STD-343/3 MSFC 08 01 

Electronic Parts and Components Protection, 
Handling, and Packaging of 03/09/1965 

MSFC-STD-349A MSFC 08 01 

Electrical and Electronic Reference 
Designations, 10/29/65 

MSFC— STD-350 MSFC 08 01 

Abbreviations for Use on Drawings, Standard 
for, 05/07/64, Amendment 1, 06/30/64 


MSFC-STD-352 MSFC 

Electrical Symbols, Standard for 09/28/1964 


08 01 


MSFC-STD-353 MSFC 08 01 

Logic Functions, Symbols and Definitions, 

Standard for, 06/22/64, Notice 1, 07/30/64, 

Amendment 1, 03/08/65 

MSFC-STD-355A MSFC 08 01 

Radiographic Inspection of Electronic Parts, 
06/07/65, Amendment 1, 08/17/66 
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MSFC— SPEC— 356 MSFC 08 01 

Hydrogen, Liquid, Specification for 01/27/1965 

MSFC— PROC— 359 MSFC 08 01 

Determination of Voltage Controlled Oscillator 

Frequency Stabilization Network, Procedure 
for, 04/09/65 


MSFC— STD— 362 MSFC 

Qualification Testing, Separable Tube 
Connectors, 04/27/64, Amendment 1, 
03/05/65 

MSFC— SPEC- 3 63 MSFC 

Argon Gas /Welding/, Specification for 
10/09/1964 

MSFC-SPEC-364A MSFC 

Heliua, 08/04/64, Amendment 1, 03/18/66 

MSFC-STD-366 MSFC 

Penetrant Inspection Method, Standard for 
10/27/1964 


08 01 


08 01 


08 01 


08 01 


MSFC— PRDC— 371 MSFC 08 01 

Epoxy Treataent of Alualnua and Magnesiua 
Castings for Pressure Sealing, Procedure 
for 04/07/1964 

MSFC-STD-372 A MSFC 08 01 

Silk Screening of Electrical Equipaent, 

10/24/66 

MSFC— STD— 373 MSFC 08 01 

Lettering of Electrical Equipaent, Standard for 
04/30/1964 

MSFC-PR0C-374A MSFC 08 01 

Exploding Bridgewire /EBW/ Destruct Systea 
Controller, Acceptance Test, Procedure for 
03/13/1964 

MSFC-PR0C-376B MSFC 08 01 

Etching, Fluorocarbon Insulation, Procedure for 
05/10/1965 

MSFC-SPEC-377A MSFC 08 01 

Plastic Sheet, Laainated Copperclad /for 
Printed Wiring/, 11/16/66 

MSFC— PRDC- 378 MSFC 08 01 

Tiaer Asseablies, Selection of Tiaing and 
Teaperature Compensating Resistors, 

Procedure for 11/05/1963 


MSFC-SPEC-379A MSFC 08 0] 

Compounds, Potting and Encapsulating, 

Silicone, 09/13/65, QPL-379-1, 11/26/65 

MSFC— PRDC— 380 MSFC 08 01 

Potting, Encapsulating and Molding, Using 
Silicone Rubber, 01/26/65, Aaendaent 1, 
07/07/65 

MSFC-PR0C-382B MSFC 08 0: 

Range Safety, Systea Controller, 40M32016, 
Acceptance Test, 10/14/65 


MSFC-STD-383A MSFC 08 

Rubber staaping of Electrical Equipaent and 
Components, 10/24/66 
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MSFC— SPEC-384 MSFC 08 01 

Leak Test Compounds, LOX Compatible, 

Specification for 05/05/1964 

MSFC— SPEC— 389 MSFC 08 01 

Aluminum Alloy, Bars, Rods, Wire and Special 
Shapes, Rolled, Drawn, Extruded or Cold 
Finished, 7075, 05/28/64, Amendment 1, 

10/04/66, QPL-389-2, 01/28/66 

MSFC-SPEC-390 MSFC 08 01 

Connections, Electrical, Wire Wrapped, 
Specification for 02/09/1965 

MSFC— STD— 391 MSFC 08 01 

Human Factors Engineering Program, 7/28/65 

MSFC-SPEC-393A MSFC 08 01 

Compound, Printed Circuit Board, Conformal 
Coating, Elastomeric, 04/19/65, QPL-393-1, 
04/19/65, Amendment 1, 02/17/66 

MSFC— PROC-395 MSFC 08 01 

Application of Heat and Blast Resistant 
Coatings to Electrical Cables, Procedure for 
08/24/1964 

MSFC-PRDC-396B MSFC 08 01 

Exploding Bridgewire /EBW/ Firing Unit, 

Checkout, Procedure for 04/15/1965 

MSFC— STD-397 MSFC 08 01 

Radiographic Laboratory Qualification, 

Standard for, 06/21/64, Amendment 2, 

03/24/65 

MSFC— SPEC— 399 MSFC 08 01 

Oxygen, Specification for 04/24/1964 

MSFC— SPEC-4 OOA MSFC 08 01 


Capacitors, Fixed Glass-Dielectric, 
Established Reliability, Specification for 
07/20/64, Marshall Space Flight Center- 
QPL-400-1 04/19/65 


MSFC-SPEC-400A/1A MSFC 08 01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 10, Established Reliability 07/20/1964 

MSFC-SPEC-400A/2A MSFC 08 01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 15, Established Reliability 07/20/1964 

MS FC-S PEC- 400 A/3 A MSFC 08 01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 20, Established Reliability 07/20/1964 

MS FC-S PEC-4 00 A/4 A MSFC 08 01 

Capacitors, Fixed, Glass-Dielectric, Style 
ECY 30, Established Reliability 07/20/1964 

MSFC— PROC— 404 MSFC 08 01 

Gases, Drying and Preservation, Cleanliness 
Level and Inspection Methods, Procedure for 
10/20/1964 

MSFC— SPEC— 41 0 MSFC 08 01 

Decals, Elastomeric Pigmented Films, for Use 
on Exterior Surfaces, Specification for 
10/07/1964 

MSFC— SPEC-41 1 MSFC 08 01 

Adhesive, Epoxy Resin, 3/01/66, QP1-411-1, 
3/01/66 
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MSFC— PRQC-412 MSFC 08 01 

Modules, Electronic, Encapsulating, 

03/03/65, Amendment 2, 09/24/65 

MSFC-STD-417A MSFC 08 01 

Vehicle Configuration System, Data 
Requirements for, Marshall Space Flight 
Center, Data Center, 12/22/65, Notice 1, 

12/13/66 

MSFC— SPEC— 418 MSFC 08 01 

Polyurethane Foams for Electronic Equipment 
04/09/1965 

MSFC-STD-420 MSFC 08 01 

Master Drawings and Patterns, Und i sens i oned , 
General Requ i remen t s , 02/03/65, Amendment 

1, 04/09/65 

HSFC-STD-421 MSFC 08 01 

Electrical Support Equipment, General Design 
Requirement for. Standard for 08/14/1964 

MSFC-STD-428 MSFC 08 01 

Drafting Manual, Preparation and Maintenance 
of. Standard for 09/30/1964 

MSFC-PRQC-429 MSFC 08 01 

Gap Welding of Electrical Circuits 06/11/1965 

MSFC-PROC-431 MSFC 08 01 

Power Supply, 56 Volt Direct Current, Model 

2, Acceptance Checkout, Procedure for 
11/02/1964 

MSFC— STD- 4 32 MSFC 08 01 

Engineering Procedures Manual, Preparation, 
Revision, and Publication of, Standard for 
01/25/1965 

MSFC-SPEC-437 MSFC 08 01 

Fittings, Military Connector, Classification of 
Defects, Specification for 02/11/1965 

MSFC— SPEC— 438 MSFC 08 01 

Semiconductor Devices, Established Reliability, 
Specification for 09/30/1964 

MSFC— SPEC— 438/1 00 MSFC 08 01 

Established Reliability Semiconductor Device 
E2N657A 05/31/1965 

MSFC-SPEC-438/101 MSFC 08 01 

Established Reliability Semiconductor Devices 
E2N722 and E2N1132 05/31/1965 


MSFC-PROC-439 MSFC 08 01 

Cleaning Solvent, Printed Circuit Assemblies, 
4/30/65 

MSFC-PR0C-440 MSFC 08 01 

Optical Tooling Instruments, Calibration and 
Test, 10/24/66 

MSFC-PRQC-442 MSFC 08 01 

Use of Foam-i n-Pl ace Polyurethane, for 
Electronic Equipment 04/20/1965 

MSFC-SPEC-445 MSFC 08 01 

Adhesive Bonding, Process and Inspection 
Requirements for 05/07/1965 

MSFC-SPEC-449 MSFC 08 01 


Controller, Range Safety System, 1/21/66 


MSFC— SPEC— 451 MSFC 08 01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN51 , General 
Specification for 03/01/1965 

MSFC— SPEC-451/1 MSFC 08 01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN511, General 
Specification for 03/01/1965 

MSFC-SPEC-451/2 MSFC 08 01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN513, General 
Specification for 03/01/1965 

MSFC— SPEC-45 1/3 MSFC 08 01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN514, General 
Specification for 03/01/1965 

MSFC-SPEC-451/4 MSFC 08 01 

Integrated Circuits, Resistor Capacitor 
Transistor Logic, Series SMN515, General 
Specification for 03/01/1965 

MSFC-PR0C-452A MSFC 08 01 

Timer, 40-Second, Acceptance Test, 06/10/65 

MSFC-PR0C-453A MSFC 08 01 

Timer, 40 Second, Component Selection, Time 
and Temperature Compensating, 06/10/65 

MSFC-STD-454 MSFC 08 01 

Engineering Bulletins, Preparation and 
Revision of 06/23/1965 

MSFC— SPEC- 4 55 MSFC 08 01 

Plastic Sheet, Laminated, N 1 eke 1 -Ir on-Coba 1 1 

Clad /for Weldable Printed Wiring/ 

05/07/1965 

MSFC-SPEC-456 MSFC 08 01 

Film, Transparent, Plastic, LQX Compatible, 

Gas and Contamination Barrier, 8/01/66 

MSFC— SPEC-457 MSFC 08 01 

Cover Sheet to QQ-S-571d /Solder, Tin 
Alloy, Lead-Tin Alloy, and Lead Alloy 
05/10/1965 

MSFC-PROC-459 MSFC 08 01 

Configuration Management Accounting Reports, 
Preparation of, 10/01/65 

MSFC-STD— 460 MSFC 08 01 

Strength Analysis Requirements for Propulsion 
System Components and Assemblies, 9/21/66 


-SPEC-461 MSFC 

Valve Relief, Pneumatic, Low-Pressure, 

10 / 20/66 


08 01 


MSFC-PROC-463 MSFC 08 01 

Cleaning of Aluminum Alloy Weld Joints for 
High Quality Welds, 12/06/65 


MS FC-SP EC-470 MSFC 08 01 

Castings, High Strength, Aluminum Alloy M-45, 
6/28/66 


MSFC— SPEC-47 1 MSFC 

Solvent, 1, 1, 1 - Trichloroethane, High 
Purity, Inhibited, 7/11/66 


08 01 
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MSFC-PROC-485 MSFC 00 01 

Input for Configuration Management Accounting 
and Reporting System, Preparation of, 

12 / 01/66 

10N01000A MSFC 08 01 

Valve, Main L0X, /H-l Rocket Engine/, 

Reliability Test Requirements 05/08/1961 

10H01001 MSFC 08 01 

Valve Assembly, Main Fuel, /H— 1 Rocket 
Engine/, Reliability Test Requirements 
05/06/1961 

10M01002 MSFC 08 01 

Blender Unit Assembly, Fuel Additive, /H-l 
Rocket Engine/, Reliability Test 
Requirements 03/29/1961 

10M01003 MSFC 08 01 

Duct, Fuel, High Pressure, H-l Rocket 

Engine, Reliability Test Requirements 
04/14/1961 

10M01004 MSFC 08 01 

Gimbal Assembly, H-l Rocket Engine, 

Reliability Test Requirements 05/10/1961 

10M01005 MSFC 08 01 

Generator Assembly, Gas, H-l Rocket Engine, 
Reliability Test Requirements 05/01/1961 

10M01006 MSFC 08 01 

Container, Hypergolic Igniter Type FX H-l 
Rocket Engine, Reliability Test 
Requirements 05/10/1961 

10M01008 MSFC 08 01 

Valve, Explosive Actuated /300 degrees F/, 

H-l Rocket Engine, Reliability Test 
Requirements 05/26/1961 

10M01010 MSFC 08 01 

Duct, Liquid Oxygen, High Pressure, H-l 
Rocket Engine, Reliability Test 
Requirements 05/01/1961 

10M01011 MSFC 08 01 

Switch, Pressure, Thrust OK, H-l Rocket 
Engine, Reliability Test Requirements 
05/25/1961 

10M01012 MSFC 08 01 

Line, LOX Bootstrap, H-l Rocket Engine, 
Reliability Test Requirements, Specification 
for 04/17/1961 

10M01013 MSFC 08 01 

Line, Fuel Bootstrap, H-l Rocket Engine, 
Reliability Test Requirements 04/15/1961 

10M01014 MSFC 08 01 

Hose, Flexible, Blender Filter, 

/H-l Rocket Engine/, Reliability Test 
Requirements 04/19/1961 

10M01015 MSFC 08 01 

Hose, Engine Control, H-l Rocket Engine, 
Reliability Test Requirements 04/20/1961 

10H01016 MSFC 08 01 

Heater Assembly, Fuel Additive Blender Unit, 

H-l Rocket Engine, Reliability Test 

Requirements 06/15/1961 


10M01017 MSFC 08 01 

Manifold Assembly, Lube Drain, H-l Rocket 
Engine, Reliability Test Requirements 
04/^0/1961 

1OMO1O10 MSFC 08 01 

H-l Rocket Engine, SA-3 Outboard, Reliability 
Test Requirements 09/06/1961 

10M01019 MSFC 08 01 

Valve Assembly, Ignition, Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements 06/01/1961 

1QM01020 MSFC 08 01 

Valve, Main LOX, /H-l Rocket Engine/, 
Qualification 03/13/1961 

10M01022 MSFC 08 01 

Hose Assembly, Oxidizer Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 

10M01 023 MSFC 08 01 

Hose, Assembly, Fuel Bootstrap H-l Rocket 
Engine, Reliability Test Requirements 
05/04/1961 

10M01025 MSFC 08 01 

Control Valve, Fuel Container Pressurizing, 
Reliability Test Requirement 05/28/1961 

10M01026 MSFC 08 01 

Switch, High Pressure, Reliability Test 
Requirements 04/04/1961 


10M01027 MSFC 08 01 

Pressure Switch, 750 Pounds Per Square Inch, 
Reliability Test Requirements, 04/01/1961 


10M01028 MSFC 08 01 

Switch Assembly, LOX, Level, Reliability Test 
Requirements 05/15/1961 


10M01030 MSFC 08 01 

Thermostat, Reliability Test Requirements 
04/19/1961 

10M01031 MSFC 08 01 

Regulator, Air Pressure, Reliability Test 
Requirements 03/16/1961 

10M01032 MSFC 08 01 

Relay Assembly, Reliability Test Requirements 
06/12/1961 

10M01034 MSFC 08 01 

Check Valve, /1/4-Inch/, Reliability Test 
Requirements 03/22/1961 

10M01035 MSFC 08 01 

Valve, Check /3/8-Inch/, Reliability Test 
Requirements 04/13/1961 

10M01036 MSFC 08 01 

Pressure Switch, Fuel Container, Reliability 
Test Requirements 09/12/1961 

1QM01037 MSFC 08 01 

Switch Assembly, LOX Pressurizing and Relief, 
Reliability Test Requirements 09/19/1961 
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10M01038 MSFC 08 01 

Snitch Assembly, Emergency, LOX Vent, 

Reliability Test Requirements 09/09/1961 

10H01039 MSFC 08 01 

Control Valve, Reliability Test Requirements 
06/12/1961 

10H01040 MSFC 08 01 

Control Valve, MV-74V, Reliability Test 
Requirements 04/01/1961 

10M01041 MSFC 08 01 

Bottle Fill and Vent Valve, Reliability 
Test Requirements 04/04/1961 

10M01042 MSFC 08 01 

Regulator Assembly, 750 Pounds Per Square 

Inch Gravity, Reliability Test 
Requirements, 03/31/1961 

10M01043 MSFC 08 01 

Pressure Switch, L0X Differential Step, 
Reliability Test Requirements 03/17/1961 

10M01044 MSFC 08 01 

Valve, Pressure Regulating, Reliability Test 
Requirements 06/30/1961 

10M01045 MSFC 08 01 

Heater Assembly, Reliability Test Requirements 
06/29/1961 

10M01046 MSFC 08 01 

Switch, Assembly, Fuel Step Pressure, 

Reliability Test Requirements 06/15/1961 

10M01047 MSFC 08 01 

Switch, Absolute Pressure, Reliability Test 
Requirements 04/01/1961 

10M01048 MSFC 08 01 

Regulator, Constant Flow, Reliability Test 
Requirements 04/01/1961 

10M01049 MSFC 08 01 

Pressure Switch, 1475 Pounds Per Square Inch 
Gravity, OK, Reliability Test 
Requirements, 04/06/1961 

10M01050 MSFC 08 01 

Filter Assembly, /3/4-Inch/, Reliability Test 
Requirements 04/14/1961 

10M01052 MSFC 08 01 

Valve Assembly, Fuel Fill and Drain, 

Reliability Test Requirements 04/04/1961 


10M01053 MSFC 08 01 

Filter Assembly, /3/8-Inch/, Reliability Test 
Requirements 04/06/1961 

10M01054 MSFC 08 01 

Valve Assembly, LOX-Relief, Reliability 
Test Requirements 03/31/1961 

10H01055 MSFC 08 01 

Valve Assembly, LOX-Vent, Reliability Test 
Requi rements 

1 0 M0 1 056 MSFC 08 01 

Valve, Check, Reliability Test Requirements 
04/07/1961 


10M01057 MSFC 08 01 

Check Valve, Reliability Test Requirements 
03/15/1961 

10M01058 MSFC 08 01 

Switch Assembly, Fuel Level, Reliability Test 
Requirements 05/15/1961 

10M01059 MSFC 08 01 

Pressure Relief Valve, Reliability Test 
Requirements 04/07/1961 

10(401060 MSFC 08 01 

Valve Assembly, Fuel Vent, Reliability Test 
Requirements 04/01/1961 

10M01061 MSFC 08 01 

Fuel Safety Valve, Reliability Test 

Requirements 04/01/1961 

10M01062 MSFC 08 01 

Valve Assembly, Preliminary Fuel, Reliability 
Test Requirements 04/04/1961 

10M01063 MSFC 08 01 

Valve Assembly, L0X Preliminary, Reliability 
Test Requirements 04/07/1961 

10M01064 MSFC 08 01 

Valve Assembly, LOX Fill and Drain, 

Reliability Test Requirements 04/03/1961 

10M01070A MSFC 08 01 

Valve Assembly, Fuel Level Control, 

Specification for 08/09/1961 

10M01071 MSFC 08 01 

Environmental Protection when using Electrical 

Equipment within the Areas of Saturn 
Complexes where Hazardous Areas Exist, 

Procedure for, 03/06/61, EQ-1 03/20/62 

10M01073A MSFC 08 01 

Valve, Fuel Safety, Specification for 
08/21/61, E0-1 12/10/61, EO-2 02/20/62, 

ED-3 05/25/62, EO-4 10/02/62 

10M01164 MSFC 08 01 

Line, Drain, Lube Oil, Specification for, 

2/15/63, EO-1, 6/11/63 

10(10121 1 MSFC 08 01 

Cooling System Vent Valve, Solenoid Operated, 

Specification for, 08/30/61, EO-1 05/17/62 

1 0 M0 121 2 MSFC 08 01 

Cooling System Relief Valve, Specification for 
08/30/61, E0-1A 07/25/62 

1 OHO 1293 MSFC 08 01 

Tank Liquid Nitrogen Inflight-Cooler 
Assembly, Specification for 10/31/1961 

10 MO 1364 MSFC 08 01 

Filter, Lube System, Turbopump, H-l Rocket 
Engine 06/08/1961 

1 0 M0 1 365 MSFC 08 01 

Check Waive, Fuel, H-l Rocket Engine, 

Reliability Test Requirements 06/16/1961 

10M01366 MSFC 08 01 

Check Valve, Liquid Oxygen, H-l Rocket 
Engine, Reliability Test Requirements 
06/13/1961 
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10M01367 MSFC 08 01 

Check Valve, LOX Dome, H-l Rocket Engine, 
Reliability Test Requirements 06/28/1961 

10M01369 MSFC 08 01 

Switch, Hypergolic Igniter Monitor, H-l 
Rocket Engine, Reliability Test 
Requirements, 06/09/1961 

10M01417 MSFC 08 01 

Filters, Pneumatic, Specification for 
11/27/1961 

10M01445A MSFC 08 01 

Cleaning of Pressurized and Mon— Pressurized 
Instrument Compartments, Procedure for, 

12/30/65 

10M01446A MSFC 08 01 

Regulator and Heater Assembly, Gas Bearing, 

Gas Supply, ST-90, Specification f'or 
01/25/63, EO-2 03/27/63 

10M01449 MSFC 08 01 

Generator, Gas Assembly, Reliability Test 
Requirements 08/25/1961 

10H01450 MSFC 08 01 

Valve Assembly, Push Button, Bleed, H-l 
Rocket Engine, Reliability Test 
Requirements 08/09/1961 

10M01559 MSFC 08 01 

Valve, Calibration, Specification for 
12/20/1961 

10M01561 MSFC 08 01 

Arming Unit, Remote, Primacord Initiator, 

Specification for 10/25/1961 

10M01569 MSFC 08 01 

Relay, Hermetically Sealed, Specification for 
01/24/1962 

10M01575 MSFC 08 01 

Valve, Butterfly, 4-Inch, Motor Operated, 
Specification for, 01/30/62, EO-1 

06/01/62, EO-2 07/20/62, EO-3 04/02/63 

10M01579 MSFC 08 01 

Sensor, Temperature, Cooling System, 

Specification for, 04/16/62, EO-1 12/04/63 

10M01580 MSFC 08 01 

Valve, Butterfly, 2-Inch, Specification for 
01/30/62, E0-1 04/15/62, EO-2 06/01/62 

10M01585 MSFC 08 01 

Switches, Electrical, Toggle, Rotary, 

Pushbutton and Associated Hardware, 

Specification for 04/30/1962 

10M01586 MSFC 08 01 

Blowers, 'Cooling System, Specification for 
01/31/62, EO-1 05/10/62, EO-2 05/08/63, 

EO-3 05/20/63 

10M01587 MSFC 08 01 

Adhesive, Silicone Rubber, Two-Component, 
Low-to-Moderate Temperature Resistant, 
Room-Temperature Vulcanizing, General 
Purpose, 01/16/62, E0-1 08/03/62 
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10M01588 MSFC 08 01 

Adhesive, Silicone Rubber, One— Component , 
Moderate-to-High Temperature Resistant, 

Room Temperature Vulcanizing, General 
Purpose, 01/16/62, EO-1 08/03/62 

10M01589 MSFC 08 01 

Silicone Rubber, Insulation Material, Thermal, 
Room Temperature Vulcanizing, General 
Purpose, Specification for, 01/16/62, E0-1 

08/03/62 


10M01591 MSFC 08 01 

Curtains, Heat Shield, Flexible, Acceptance, 
Specification for, 03/09/62, EO-1 08/03/62 

10M01592 MSFC 08 01 

Ducts, Flexible, Cooling System, Specification 
for 03/13/1962 

10H01593 MSFC 08 01 

Manufacturing Procedure for Saturn Heat Shield 
Curtains /Outboard/ 05/04/1962 

10M01595 MSFC 08 01 

Silicone Rubber, Insulation Material, Therfcal, 
Elevated Temperature Vulcanizing, General 
Purpose, 02/02/52, E0-1 08/03/62 

10M01596 MSFC 08 01 

Silicone Rubber, Insulating Material, 
Two-Component, Thermal Curing, General 
Purpose, 01/31/62, E0-1 08/16/62, EO-2 
10/10/62 

10M01597 MSFC 08 01 

Tape, Heat-Reflective, Pressure Sensitive, 


Aluminum Coated Fiberglass Cloth, 

Specification for, 02/23/62, EO-1 08/03/62, 

EO-2 09/25/62 

10M01598 MSFC 08 01 

Adhesive, Silicone Rubber, Solvent Type, 

General Purpose, Specification for 
02/01/1962 

10M01599 MSFC 08 01 

Rope, Fiberglass, One-Quarter Inch, 

General Purpose, Specification for 
01/31/1962 

10HO 1602 MSFC 08 01 

Molds, Plastic, Fabrication of. Procedure for 
03/06/1962 


10 MO 160 3A MSFC 08 01 

Probe, Thermal, Specification for, 02/27/64, 

EQ-2 08/21/64 

10M01604 MSFC OS 01 

Control Assembly, Temperature, Specification 
04/16/62, E0-1 07/06/62, EO-2 06/03/63, 

ED-3 08/28/63 

10MQ1613 MSFC 08 01 

Switch, Absolute Pressure, Specification for 
04/04/62, EO-1 11/07/62 

10MO161 4 MSFC 08 01 

Valve, Control, Specification for, 11/07/62 

10M01615B MSFC 08 01 

Potting and Molding Configuration, Connectors 
09/05/1962 


365 



MARSHALL SPACE FLIGHT CENTER 


10M01616A MSFC 08 01 

Valve Assembly, Solenoid Operated, 

Specification for, 01/23/63, EO-1 03/11/63, 

EO-2 09/16/63, EO-3 11/18/63 

10M01617 HSFC 08 01 

Welding, Spot, Resistance, Nonstruc t ural , 
Specification for, 04/06/62, EO— 1 10/11/63 

10M01618 HSFC 08 01 

Welded Module Wiring, Standard for, 

04/12/62, E0-1 10/11/63 

1QM01619 MSFC 08 01 

Thread, Fiberglass, Specification for 
03/28/62, EO-1 08/03/62 

10M01620 MSFC 08 01 

Primer, Silicone Rubber, Solvent Type, 
Specification for, 03/28/62, EO-1 08/03/62 

10M01622A HSFC 08 01 

Packaging, Electronic Components, Standard for 
11/20/1963 

10M01624 HSFC 08 01 

Motor, Electric, Specification for 07/20/1962 

10M01625 HSFC 08 01 

Potentiometer, Linear, Specification for 
10/24/1962 

10M01626 HSFC 08 01 

Sensor, Temperature, Cooling System, 

Specification for, 04/16/62, EO-1 06/28/62 

10M01627 HSFC 08 01 

Valve, Check, Liquid Nitrogen, Cooling 

System, Specification for, 05/15/62, EO-1 
07/27/62 

TO M0 1628 HSFC 08 01 

Switch, Thermal, Hydraulic, Specification for 
07/17/1962 

10M01629 HSFC 08 01 

Transducer, High Pressure, Hydraulic, 
Specification for 10/25/1962 

10M01630 MSFC 08 01 

Control Assembly, Temperature, Specification 
for, 04/16/62, ED-1 05/22/63, ED-2 
08/28/63 

1 0 M0 1631 HSFC 08 01 

Cloth, Glass, Leached, Fluorocarbon 
Impregnated, General Purpose 04/25/1962 

10M01646A MSFC 08 01 

Aluminum Alloy Plate 2219, Specification for 
05/29/1962 

10M01647 MSFC 08 01 


Steel, Expanded Sheet, Corrosion-Resisting, 
Specification for 05/17/1962 


10M01668 MSFC 08 01 

Valve Assembly, Butterfly, 4-Inch, Motor 
Operated, Reliability, Specification for 
08/28/1962 

10 H01671B HSFC 08 01 

Cleanliness Levels, Cleaning, Protection and 
Inspection Procedures for Parts, Field 
Parts, Assemblies, Subsystems, and Systems 
for Pneumatic Use in Support Equipment, 
Specification for, 4/28/64, EO-2, 7/28/64, 

EQ-4 , 9/15/64, EO-5, 12/22/64 

10M01672A HSFC 08 01 

Cover Sheet to Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 

08/27/1963 

10M01674 MSFC 08 01 

Cover Sheet for QQ-S-766 /Steel Plates, 

Sheets, and Strips, Corrosion Resisting/ 
07/17/1962 

10M01677 MSFC 08 01 

Preparations for Delivery of Aluminum Alloy 
Plates and Sheets, Specification for 
09/06/1962 

10M01678 MSFC 08 01 

Tagging of Saturn Vehicle Non-Flight Items, 
Procedure for, 01/22/63, EO-1 08/07/63 

10M01681B HSFC 08 01 

Regulator and Heater Assembly, Gas Bearing 
Gas Supply, Specification for, 05/13/64, 

EO-2 07/07/64, EO-3 08/25/64, EQ-4 
01/19/65, EO-5, 10/13/65 


10M01682A MSFC 08 01 

Tags, Identification, Saturn Environment 
Protection Items, Specification for 
07/18/1963 

10M01683 HSFC 08 01 

Actuator, Thrust Vector Control, Specification 
for, 06/17/63, E0-1 09/09/64 

10M01687 MSFC 08 01 

Welding, HY-80 Armor Plate Steel, Static 
Test Holddown Arm, Procedure for 02/26/1963 

10M0 1691 MSFC 08 01 

Installation of Strain Gauges, Procedure for 
04/02/1963 

10 M0 1693 HSFC 08 01 

Ground Support Hydraulic System and Checkout 
Unit, Specification for 03/13/1963 

10M01694 MSFC 08 01 

Prevalve Assemblies, Normally Open, 


Specification for, 3/08/62, E0-1, 6/17/63, 

EO-3, 10/01/63, EO-5, 8/17/64, E0-6, 

8/24/64 


10M01648B MSFC 08 01 

Welding, Fusion, Four- to Six-Inch Thick 
Aluminum Alloy Plate, 2219 For Y Ring, 

Procedure for, 02/01/63, E0-1 03/27/63 

10M01667 MSFC 08 01 

Valve Assembly, Precooling, Check, 

Reliability Test Requirements 08/28/1962 


10M01695 MSFC 08 01 

Inert Prefill Unit, Specification for 
05/06/63, EO-1 07/09/63 


10M01696 HSFC 

Flush and Purge Ground Support Servicing 
System, Specification for 01/22/1964 
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10M01699A MSFC 08 01 

Ground Support Cooling Unit, Specification 
for 03/04/1964 

10H0 1701 MSFC 08 01 

Cover Sheet for Marshall Space Flight Center- 
STD-110 /Electrical Hardware, Equipment, 

Material, and Methods Used in Saturn 
Ground Support Equipment/ 06/25/1964 

10M01702 MSFC 08 01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-164 /Cleanliness of Components for Use 
in Oxygen, Fuel, and Pneumatic Systems/ 

06/25/1964 

10M01703 MSFC 08 01 

Cover Sheet for 10509313 /Lubricant, Antiseize 
and Sealing Liquid Oxygen Systems/ 

06/25/1964 

10M01704 MSFC 08 01 

Cover Sheet for Marshall Space Flight Center- 
STD-163 /Electrical Engineering Design 
Practice/ 06/25/1964 

10M01705 MSFC 08 01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-171 /Fittings, Pressure Connections, 

Flared Tube/ 06/25/1964 

10M01706 MSFC 08 01 

Cover Sheet for Marshall Space Flight Center- 
SPEC-106 /Testing Compatibility of 
Materials, for Liquid Oxygen Systems/ 

06/25/1964 

10M01707 MSFC 08 01 

Cover Sheet for ABMA-PD-R-187 /Relays, 
Hermetically Sealed Missile Equipment/ 

06/25/1964 

10M01710A MSFC 08 01 

Mechanical Ground Support Equipment, Support 
Plan, Standard for, 05/24/65 

10M0171 1 MSFC 08 01 

Interface Control Documents to Engineering 
Documentation Cross Reference Index, 

Preparation and Submittal of. Data for. 

Standard for 05/24/1965 


10H01714A MSFC 08 01 

Design Loads, S-IC, Standard, 9/30/66 

10M01718 MSFC 08 01 

Torque Valves, Threaded Fastener, Standard 
for, 1/26/66 

10M01734 MSFC 08 01 

Tubing, Steel, Corrosion-Resistant, Type 316, 
Seamless, Specification for 06/28/63, 

EQ-1, 03/29/64 

10M01735 MSFC 08 01 

Switch Assembly, Pressure, Fuel Pressurizing, 
Specification for 08/16/1963 

10M01741 MSFC 08 01 

Attaching Thermocouples to Saturn Vehicle 
Skins, Procedure for 09/16/1963 

10M01744 MSFC 08 01 


Adhesive, Low Density, Epoxy, Specification 
for 03/12/1964 


10M01745A MSFC 08 01 

Safety and Arming Device /Remote 
Controlled/, Specification for, 06/13/66 

10 M01753 MSFC 08 01 

Gold Alloy /Gold 75-Silver 22-Nickel 3/, 

Wire Strip, Sheet, and Rod, Specification 
for, 10/29/63, EO-1 01/08/64 

10M01754 MSFC 08 01 

Gold, Coin /Gold 90-Copper 10/, Wire, Strip, 
Sheet, and Rod, Specification for, 10/21/63, 

EQ-1 01/08/64 


10M01755 MSFC 08 01 

Palladium Alloy /Palladium 35-Silver 30- 
Copper 14-Gold 10-Platinum 10-Zinc 1/, 

Wire, Sheet, Strip and Rod, Specification 
for, 11/07/63, E0-1 01/08/64 

10M01756 MSFC 08 01 

Platinum-Ruthenium Alloy /Platinum 90- 
Ruthenium 10/, Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/18/1963 

1 0M01757 MSFC 08 01 

Gold, Silver, Platinum Alloy /Gold 69-SiWer 
25-Platinum 6/, Strip, Sheet, Tubing, and 
Rod, Specification for 12/18/1963 

10 M01758 MSFC 08 01 

Gold, Silver, Zinc, Platinum, Copper Alloy 
/Gold 71.5-Silver 4.5-Zinc 1-Platinum 8.5- 
Copper 14.5/ Wire, Strip, Sheet, Tubing, 
and Rod, Specification for 12/31/1963 

10 H01 759 MSFC 08 01 

Gold, Platinum Alloy /Gold 98-Platinum 2/ 

Strip, Sheet, Tubing, and Rod, 

Specification for 12/31/1963 

10H01760 MSFC 08 01 

Platinum, Iridium Alloy /Platinum 85-Iridium 
15/, Wire, Strip, Sheet, Tubing, and Rod, 
Specification for 12/18/1963 

10H0 1761 MSFC 08 01 

Silver, Coin /Silver 90-Copper 10/, Sheet, 

Strip, Rod, and Tubing, Specification for 
12/18/1963 

10M01762A MSFC 08 01 

Saturn Technical Information Handbook, 

Preparation and Publication of, Standard for 
06/21/1965 

1 0H01764 MSFC 08 01 

Gold, 10 Carat, /Gold 41. 7-Copper 36.2-Si lver 
12.8-Zinc 9.3/, Sheet, Strip, Rod, and 
Tubing, Specification for 12/18/1963 

10M01765 MSFC 08 01 

Mobile Service Truck Unit, RJ-1 and Sodium 
Nitrite, Specification for 01/30/1964 

10M01769A MSFC 08 01 

Saturn Vehicle Data Book, Preparation and 
Publication of, Standard for 05/03/1965 

1 OM0177 0 MSFC 08 01 

Sling, Instrument Unit Container Handling, 
Specification for 02/24/1964 
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10M01771 MSFC 08 01 

Sling, Instrument Unit Segment Handling, 
Specification for 02/24/1964 

10M01772 MSFC 08 01 

Sling, Assembled Instrument Unit Handling, 
Specification for 02/24/1964 

10M01773 MSFC 08 01 

Ring-Segment, Instrument Unit Handling, 
Specification for 02/24/1964 

10M01774 MSFC 08 01 

Container, Special Handling and Protective, 
for Saturn IB and Saturn V Instrument 
Unit, Specification for 02/24/1964 

10M01776B MSFC 08 01 

Manuals, Operations and Maintenance, Ground 
Support Equipment, Preparation of. 

Standard for, 12/02/65 

1QM01777 MSFC 08 01 


Propellant Servicing Unit, Specification for 
04/06/64, E0-1 08/20/64 


10M01818 MSFC 08 01 

Motors, Auxiliary Solid Propellant, Model 
Specification, Preparation of. Standard for, 
6/23/66 

10M01819 MSFC 08 01 

Accumulator, S-IC Ground Hydraulic, 

Specification for, 8/26/66 

10M01820 MSFC 08 01 

Regulation Unit, Pneumatic, Portable, 
Specification for, 9/29/66 

10M01827 MSFC 08 01 

Human Engineering Design Criteria, Reference 
Abstracts, 11/01/66 

10M05060 MSFC 08 01 

Valve, Single-Solenoid, 2-Hay, 2-Position 
/P/N 805764-10460/ Qualification Test 
Specification, 12/08/66 

10M05072 MSFC 08 01 

Valve, Check, Hydraulic /P/M 204022-19/ 
Qualification Test Specification, 12/08/66 


10M01778 MSFC 08 01 

Polyurethane Foam, Filling S— 1 and S-1B 

Torque Boxes Using, Procedure for 
03/30/1964 

10M01792 MSFC 08 01 

Quality Control of Technical Manuals, 

Procedure for 02/15/1965 

10M01796 MSFC 08 01 

Vessels, Pressure, Design and Fabrication, 
Specification for 11/03/1964 


10M05074 MSFC 08 01 

Valve, Single-Solenoid, 3-Hay, 2-Position 

/P/N 803664-10469/ Qualification Test 
Specification, 12/08/66 

40M00200 MSFC 08 01 

Hiring, Electrical Components, Standard for 

04/01/64, EO-1 06/09/64 

40M00201B MSFC 08 01 

Frequency Changer, Static, 15-Kilowatt, 

120/20 B-Vo It, 3-Phase, 400-Cycles Per 
Second, Specification for, 07/01/64 


10M01801 MSFC 08 01 

Marking of Ground Support Equipment for 
Handling Purposes, Standard for 01/28/1965 

10M01805C MSFC 08 01 

Capacitors and Resistors, Preferred, Approved 
Source List, 06/03/66 

10 MO 1807 MSFC 08 01 

Documentation Checkers, Training, Qualifying, 
and Certification of, 7/19/65 

10M01811 MSFC 08 01 

Saturn IB and Saturn V Mechanical Ground 
Support Equipment General Test and 
Documentation Plan, Procedure for, 3/23/66 

10M01812 MSFC 08 01 

Hazardous Gas Analyzer System, General 
Design, Operation, and Sampling 
Requirements, Specification for, 2/09/66 

10M01813 MSFC 08 01 

Couplings, Pressure Balanced, Cryogenic, 

Quick Disconnect, Specification for, 

4/25/66, EO-1, 10/24/66 

10M01815 MSFC 08 01 

Handbook, Saturn IB Vehicle, Preparation and 
Publication of. Standard for, 4/08/66 

10M01817 MSFC 08 01 

Ullage Motor, S-II Stage, Test Specification 

for, 6/23/66, E0-1, 7/22/66 


40M00202A MSFC 08 01 

Motor Generator Set, 3-Phase, 120/208-Volt, 
400-Cycles Per Second, 60-Kilowatt, 

Specification for 08/19/1964 

40 M0 0203 A MSFC 08 01 

Power Supply Set, 3-Phase, 60-Kilowatt, 

60-Cycles Per Second, Specification for 
05/18/1964 

40 M0 020 4 MSFC 08 01 

Battery, Nickel Cadmium, 28-Cell, 160-Ampere- 
Hour, Specification for 02/05/64 

40M00205 MSFC 

Power Supply Set, Direct Current 56-Volt, 
50-Ampere, Specification for, 02/28/64, 

E0-1, 06/22/64 


40M00206 MSFC 

Power Supply Set, Direct 28-Volt, 50-Ampere, 
Specification for, 02/28/64, EO-1 06/22/64 


08 01 


08 01 


40M00207 MS ^ it 1A 

Power Supply Set, Direct Current 28-Volt, 
100-Ampere, Specification for, 02/28/64, 
EO-1 06/22/64 

40M00208 

Power Supply Set, Direct Current 28 Volt, 
250-Ampere, Specification for, 02/28/64, 
E0-1, 06/22/64 
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40M00209 MSFC 08 01 

Power Supply Set, Direct Current 28-Volt, 

500— Anpere, Specification for, 02/28/64, 

EO-1 06/22/64 

40H00214 MSFC 08 01 

Evaluator, Digital Events, Specification for 
08/20/1964 

40H00217 MSFC 08 01 

System, Televi sion, Closed-Circuit, Four- 
Caaera, Specification for 05/20/1964 

40M00220 MSFC 08 01 

Hiring, Electrical Ground Support Equipment, 
Identification Harking and Color Coding, 

Standard for 09/02/1964 

40M00224A MSFC 08 01 

Engineering Drawings, Electrical Support 
Equipment, Preparation of. Standard for, 

11/30/66 

40H00228 MSFC 08 01 

Manually Activated Priaary Battery /MAP 4240/ 
Qualification Test Procedure, 9/29/65 

40M00313B MSFC 08 01 

Aaplifier Module, Direct Current, 

Specification for, 7/06/66 

40M00319 MSFC 08 01 

Coating, Chroaate Conversion, of Saturn ESE 
Panels, Chassis, and Racks, Procedure for, 

5/04/66 

40M00322A MSFC 08 01 

Mechanical Design Standards List, Electrical 
Support Equipaent, 7/07/66 

40M00325 MSFC 08 01 

Painting, Final, of Saturn ESE Panels, 

Procedure for, 5/04/66 

40M00326 MSFC 08 01 

Painting, Final, of Saturn ESE Racks, 

Procedure for, 5/04/66 

40M00376A MSFC 08 01 

Coding Electrical Support Equipaent Power 
Supply Buses, Standard for, 7/14/66 

40M00380 MSFC 08 01 

Plating, Mechanical, Zinc, Specification for, 
7/18/66 


40M20793 MSFC 08 01 

Battery, Priaary, Specification for 
07/06/1965 

40H21010 MSFC 08 01 

Switch, Motor-Driven, Power Transfer, 
Specification for, 10/05/65 

40M37496 MSFC 08 01 

Relays, DC, Heraetically Sealed, Established 
Reliability for Space Vehicles and Ground 
Support Equipaent, Specification, 10/01/65 

50M02505 MSFC 08 01 

Eaitter Followers, Design Specification for 
04/21/1965 


50H11544 MSFC 08 01 

Switch Selector, MOD I, Specification for 
04/28/1965 

50M11548 MSFC 06 01 

Switch Selector, MOD I and MOD II, Checkout 
Procedure for, 06/11/65, EO-1, 08/13/65, 

E0-2, 09/30/65, EO-3, 10/04/66 

50M35008C MSFC 08 01 

Servoactuator , Mechanical Feed-back, Thrust 
Vector Control, Saturn S-IC Stage, 

Specification for 05/15/1965 

50M60000 MSFC 08 01 

Measurement Calibrator, Specification for 
08/13/1963 

50M60001 MSFC 08 01 

Measurement Rack Selector, Specification for 
08/13/1963 

50M60002B MSFC 08 01 


Telemetry Assembly, Single Sideband Airborne, 
Specification for, 10/19/64, EO-1 
12/11/64, EO-2, 03/23/65, EO-3, 04/30/65, 

EQ-4, 07/28/65, E0-5, 10/05/65, ED-6, 

11/05/65, EO-7, 12/10/65, EO-8, 01/26/66, 

ED— 9, 03/14/66, ED-10, 07/05/66 


50M60003A MSFC 08 01 

Frequency Divider, Specification for 
12/09/1964 

50M60004 MSFC 08 01 

Spectrum Analyzer, Inflight, Models 3 and 10, 

Specification for 03/16/1964 

50M60005B MSFC 08 01 

Test Methods for Vehicle Measuring and 
Telemetry Electronic Parts, Assemblies, and 
Subsystems, Standard for, 06/22/66 

50M60006 MSFC 08 01 

Connectors, Electrical Feedthrough, 50N10622 

and 50M10623, Specification for 11/12/1963 

50M60007 MSFC 08 01 

Probe, Liquid Level, Specification for 
11/27/1963 

50M60008 MSFC 08 01 

Filter, Bandpass, Specification for 
08/06/1963 

50M60009 MSFC 08 01 

Filter, Mechanical, 455 Kilocycle, Upper 
Sideband Ferrite Drive Selector, 

Specification for 08/06/1963 

50M60010A MSFC 08 01 

Telemetry Assembly, Single Side-band, 

Airborne, Specification for 01/31/1964 

50M6001 1 MSFC 08 01 

Sub-Multiplexer Assembly, Remote, Digital, 
Acceptance Test Procedure for 11/14/1963 

50M60012 MSFC 08 01 

Calibrator Assemblies, Telemeter, Model 2, 

Part Numbers 50M12011-1 and 50M12011-3, 

Bench Checkout, Procedure for 01/09/1964 


369 



MARSHALL SPACE FLIGHT CENTER 


50M60013 MSFC 08 01 

Telemeter Calibrator, Model I, Acceptance 
Test, Procedure for 09/09/1963 

50M60015 MSFC 08 01 

High Voltage Strobe Light Cable, 

Specification for 08/26/1963 

50M60016B MSFC 08 01 

Recorder Assembly, Tape /Airborne/, Model 101, 

Specification for, 10/22/64, ED-1, 12/16/64, 

EO-2, 07/14/65, ED-3, 07/14/65, ED-4, 

10/27/65, EO-5, 12/04/65, ED-6, 12/04/65, 

EO-7, 01/14/66, ED-8, 07/06/66 

50M60017 MSFC 08 01 

Telemeter Calibrator Assembly, Model I, 
Specification for 09/09/1963 

50M60018A MSFC 08 01 

Submultiplexer, Assembly, Remote Digital, 
Specification for, 06/16/64, E0-1, 

10/13/64, ED-2, 11/04/64, ED-3, 12/16/64, 

ED-4, 01/29/65, EO-5, 07/20/65, EO-6, 

07/20/65, ED-7, 07/20/65, E0-8, 07/20/65, 

ED-9, 11/15/65, ED-10, 12/17/65, EO-11, 

01/05/66, EO-12, 01/14/66, EO-14, 04/13/66, 

EO-15, 07/05/66 

50M60019 MSFC 06 01 

Telemetry Oscillator Assembly, Model B, 

Specification for 09/11/1963 

50M60020 MSFC 08 01 

Telemetry Oscillator Assesbly, Model A, 

Specification for 09/11/1963 

50M60021A MSFC 08 01 

Single Output Mixer Amplifier Specification 
for, 12/30/64, E0-1, 07/14/65, ED-2, 

07/14/65, EO-3, 07/14/65, EO-4, 12/30/65, 

EO-5, 07/06/66 

50M60022C MSFC 08 01 

Filter, Bandpass, Specification for, 

02/25/66 

50M60023 MSFC 08 01 

Multiplexer Assembly, Model 245, Specification 
for, 10/05/64, ED-1, 01/04/65, EO-2, 

02/16/65, EO-3, 04/12/65, ED-4, 06/09/65, 

EO-5, 07/28/65, EO-6, 10/05/65, EO-7, 

03/14/66 

50M60024 MSFC 08 01 

Transponder /Dffset Doppler Frequency/, 

890/960 Megahertz, Checkout Procedure for, 
11/07/1963 


50M60025 MSFC 06 01 

Transponder /Offset Doppler Frequency/, 

890/960 Megahertz, Specification for, 

10/08/1963 

50H60026B MSFC 08 01 

Calibrator Assembly, Telemeter Model II 
and I I A , Specification for, 03/15/66, 


EO-6, 07/06/66 




50M60027 


MSFC 

08 01 

Inverter, Static 

450, 

Volt-Ampere, Model 

0 and 

1, Specification 

for 

11/08/1963 



50M60029A MSFC 08 01 

Radio Frequency Assembly, Pulse Code 
Modulated, Model CT-19B, Specification for, 
07/15/64, EO-1, 04/07/65, E0-2, 05/17/65, 

EO-3, 07/15/65, ED-4, 07/24/65, EO-5, 

01/05/66, ED-6, 07/06/66 

50M60031A MSFC 08 01 

Digital Data Acquisition Subsystem, Pulse 
Code Modulated, Assembly, Model 301, 

Checkout Procedure for, 6/16/64 

50M60032B MSFC 08 01 

Oscillator, Subcarrier, Narrowband, 

Specification for, 12/14/64, EO-1, 10/27/65, 

ED-2, 12/30/65, ED-3, 07/06/66 

50M60033 MSFC 08 01 

Heat Sink, Connection Compound, Specification 
for 11/15/1963 

50M60034C MSFC 08 01 

Amplifier, Power, Radio Frequency, 

Specification for, 04/12/65, ED-1, 06/07/65, 

EO-2, 07/15/65, ED-3, 07/15/65, ED-4, 

01/05/66, ED-5, 07/06/66 

50M60035C MSFC 08 01 

Filter, Antenna, Low-Pass, Specification for, 
08/15/66 

50M60036B MSFC 08 01 

Amplifier, Mixer, Output, Dual /Isolated/ 
Specification for, 04/12/65, EO-2, 07/14/65, 

EO-3, 07/14/65, ED-4, 07/15/65, ED-5, 

12/30/65 

50M60037B MSFC 08 01 

Oscillator, Wideband, Subcarrier, Specification 
for, 04/20/65, EO-3, 07/14/65, EO-4, 

07/14/65, EO-5, 07/15/65, ED-6, 12/30/65 

50 M60038A MSFC 08 01 

Video Transformer, Specification for, 

02/26/65, E0-1, 05/17/65, ED-2, 07/27/65, 

EO-3, 01/05/66 

50M60039B MSFC 08 01 

Transmitter, Telemetry, Solid State, Frequency 

Nodulated /Very High Frequency/, 

Specification for, 02/09/65, EO-1, 05/17/65, 

ED-2, 07/15/65, ED-3, 07/15/65, EO-4, 

01/05/66, ED-5, 07/06/66 


50M60040C MSFC 08 01 

Converter, Direct Current to Direct Current, 
Specification for, 11/04/65, EO-2, 11/04/65, 

ED-3, 11/04/65, ED-6, 12/12/65, ED-7, 

01/21/66, ED-8, 01/14/66 

50M60042A MSFC 06 01 

Divider, Power, Telemetry Antenna, 

Specification for, 07/26/65 


50M60043A MSFC 08 01 

Command Power Divider Assembly, Model 307, 
Specification for, 07/23/65 

50M60044A MSFC 08 01 

Antenna, Television, Model 402, Specification 
for, 07/22/65 
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50H60045A HSFC 08 01 

Antenna, Teleaetry, Model 213, Specification 

fop, 07/22/65 

50M60046A HSFC 08 01 

Antenna, Coaaand, Model 308, Specification 
fop, 12/10/65 

50N60047 HSFC 08 01 

Caaera, Television, Space Vehicle, 

Specification for 02/03/1964 

50M60049 HSFC 08 01 

Transaitter, Television, Space Vehicle, 

Specification for 02/03/1964 

50M60051A MSFC 08 01 

Register, Video, Space Vehicle, Specification 
fop 09/22/1964 

50M60053 HSFC 08 01 

Decoder, Television Sequence, Ground Support 
Equipaent, Specification for 06/15/1964 

50H60054 HSFC 08 01 

Decoder, Sequence, Ground Support Equipaent, 
Checkout Procedure for 10/20/1964 

50M60055 HSFC 08 01 

Viewing Unit, Television, Ground Support 
Equipaent, Specification for 05/28/1964 

50M60061 A HSFC 08 01 

Multiplexer Asseably, Tine Division, Model 
270, Specification for, 05/27/66, ED-10, 

07/06/66 

50M60062 MSFC 08 01 

Detector, Pulse, Specification for 10/21/1963 

50M60063 MSFC 08 01 

Pressure, Transducer Unit, Type 2-11, 
Specification for 10/23/1963 

50H60064 MSFC 08 01 

Pressure Transducer Unit, Type 2-12, 

Specification for 10/23/1963 

50M60065 MSFC 08 01 

Servo Accel eroaeter Units, Types NP-1 , 

NP-1/2, Specification for 10/23/1963 

50M60066B MSFC 08 01 

Leak Meter Asseably, Gaseous Oxygen 
Measuring, Specification for, 02/17/66 

50M60067 MSFC 08 01 


Digital Data Acquisition Subsystea, Pulse 
Code Modulated, Asseably, Model 301, 
Specification for, 09/14/64, ED-1, 12/04/64, 

ED-2, 12/10/64, EO-3, 07/15/65, EO-4, 

11/22/65, EO-5, 01/05/66, EO-6, 01/14/66, 

EO-7, 05/25/66 


50M60069A MSFC 08 01 

Leak Meter Asseably, Hot Gas Measuring, 
Specification for, 02/27/66 


50H60070B MSFC 08 01 

Adapter, Signal, Differential /Wideband/, 
Specification for, 03/30/66 


50M60071B MSFC 08 01 

Radio Frequency Asseably, Model 1, 

Specification for, 06/22/66 

50M60072A MSFC 08 01 

Transaitter, Teleaetry, Vacuua Tube or Hybrid, 

Frequency Modulated /Very High Frequency/, 
Specification for, 07/08/64, EO-1, 05/17/65, 

EQ-2, 07/15/65, ED-3, 07/15/65, EO-4, 

10/05/65, EO-5, 01/05/66, EO-6, 07/06/66 


50M60074A MSFC 08 01 

Aaplifier Module, Direct Current, 

Specification for, .03/05/65, EO-1, 07/14/65, 

EQ-2, 03/25/66 

50M60075A MSFC 08 01 

Aaplifier Module, Alternating Current, 
Specification for, 04/20/65 

50M60076 MSFC 08 01 

Channel Selectors, A and B, Specification for 
02/26/1965 

50M60077 MSFC 08 01 

Selector, Measuring Rack, Specification for 
03/30/1965 

50M60078 MSFC 08 01 

Deaul t iplexer. Single Sideband Frequency 
Modulated, Specification for 12/02/1963 

50M60079A MSFC 08 01 

Leak Meter Asseably, Gaseous Hydrogen 
Measuring, Specification for, 03/08/66 

50M60080 MSFC 08 01 

Teaperature Transducer Asseably, Resistance 
Type 8, Specification for 07/22/1964 

50M60081A HSFC 08 01 

Flowaeter, Voluaetric, Turbine Type, 

50M60085B MSFC 08 01 

Radio Frequency Asseably, Model II, 

Specification for, 08/31/66 

50M60086A MSFC 08 01 


Filter Asseably, Power Line, Specification 
for, 07/23/64, ED-1, 06/04/65, EO-2, 

07/29/65, EO-3, 10/13/65, EO-4, 10/13/65, 

EO-5, 01/05/66, EO-6, 01/27/66, EO-7, 

07/06/66 


50M60088 MSFC 06 01 

Digital Adapter, Liquid Level Measuring, 
Specification for 02/17/1964 

50M60089A MSFC 08 01 

Teaperature Gauge Asseably, Theraistor, Type 
11, Specification for 04/14/1965 

50M60090A MSFC 08 01 

Data Register Asseably, Specification for, 
10/22/65 

50M60092A MSFC 08 01 

Deaul tiplexer. Single Sideband Frequency 

Modulated, Specification for, 01/22/65 

50M60098 MSFC 08 01 

Adapter, Rate Gyro, Specification for 
03/19/1964 
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5QM60100A MSFC 08 01 

Oscillator Assembly, Telemetry, Model Cl, 
Specification for, 02/23/66 

50M6010 1 A MSFC 00 01 

Teleaetry Oscillator Assembly, Models A1 and 
A2 , and A3, Specification for, 02/26/65, 

EQ-5, 07/14/65, EO-6, 07/14/65, EO-7, 

06/16/65, EO-8, 07/28/65, EO-9, 10/05/65, 

EO-10, 12/10/65, EQ-11 , 07/06/66 

50M60102A MSFC 08 01 

Oscillator Assembly, Teleaetry, Model Bl, 
Specification for, 02/23/66 

50(160103 MSFC 08 01 

Teleaetry Asseably, Single Sideband, Airborne, 
Acceptance Test, Procedure for 03/03/1964 

50N60106 MSFC 08 01 

Tape Recorder/Reproducer, Wideband, 

Specification for 04/15/1964 

50M60107 MSFC 08 01 

Transmitter, Minitrack, Saturn IB and Saturn 

V Space Vehicle, Specification for 

04/16/64, EO-1 05/25/64 


50M60108 MSFC 08 01 

Transmitter, Minitrack, Saturn IB and Saturn 
V Space Vehicle, Checkout Procedure for 
07/14/1964 

50M60125 MSFC 08 01 

Viewing Unit, Television, Single Channel, 

Ground Support Equipment, Specification for 
06/15/1964 


50M60126 MSFC 08 01 

Study Unit, Television, Standard for 
05/28/1964 

50M60127 MSFC 08 01 

Decoder, Television Test Set, Sequence, 
Specification for 04/30/1964 

50M6012BA MSFC 08 01 

Frequency to Direct Current Converter, 
Specification for 03/30/1965 


50M60134 MSFC 08 01 

Antenna Assembly, Offset Doppler Frequency, 

Model 405, Specification for 03/16/1965 


50M60135 MSFC 08 01 

Antenna System, Offset Doppler Frequency, 
Transmitting, Model 405, Checkout Procedure 
for 11/04/1964 

50M60136 MSFC 00 01 

Antenna Assembly, Offset Doppler Frequency, 

Model 404, Specification for 03/18/1965 


50M60137 MSFC 00 01 

Antenna System, Offset Doppler Frequency 
Receiving Model 404, Checkout Procedure for 
11/04/1964 

50M60138 MSFC 08 01 

Antenna System, Radar, Model 708, Checkout, 
Procedure for, 3/10/65 

50M60139 MSFC 08 01 

Antenna System, Azusa, Model 711, Checkout, 
Procedure for, 3/10/65 

50M60140 MSFC 08 01 

Antenna System, Altimeter, Model 503, Checkout 
Procedure for 11/04/1964 

50M60143 MSFC 08 01 

Antenna System, Television, Model 402, 

Checkout, Procedure for, 3/10/65 

50M60144 MSFC 08 01 


Antenna System, Telemeter, Model 219, Checkout 
Procedure for 11/04/1964 


50M60145 MSFC 00 01 

Color Code for Zone Boxes and Thermocouple 
Leads and Extensions, Standard for 
04/07/1964 

50M60146A MSFC 08 01 

Leak Meter Assembly, RP-1 Measuring, 

Specification for, 03/15/66 

50M60147 MSFC 08 01 

Resistors, Fixed, Precision, Wirewound /Style 
SRB/, Specification for, 04/17/64, EQ-1 
04/21/65 


50H60129 MSFC 08 01 

Antenna Assembly, Missile Trajectory 
Measurement, Model 802, Specification for 
03/18/1965 


50M60148 MSFC 08 01 

Capacitors, Fixed, Plastic Dielectric 
/Nonmetallic Case/, /Style SCTM/, 

Specification for, 04/17/64, EO-1 04/21/65 


50M60130 MSFC 08 01 

Antenna Assembly, Missile Trajectory 
Measurement, Model 803, Specification for 
03/18/1965 

50N60131 MSFC 08 01 

Antenna Systems, Mistram, Models 802 and 803, 
Checkout Procedure for, 11/04/64 

50M60132A MSFC 08 01 

Antenna Command, Model 309, Specification for, 
03/15/66 

50M60133 MSFC 08 01 

Antenna Systems, Command, Models 308 and 309, 
Checkout Procedure for 11/04/1964 


50M60149 MSFC 08 01 

Resistors, Precision, Fixed, Film /Style 
SRN/, Specification for 04/17/1964 

50M60150A MSFC 08 01 

Flexible Circuits, Wiring, and Cable, Design, 
Construction, and Inspection of, 

Specification for, 09/15/66 

50M60151 A MSFC 08 01 

Decoder, Instrument Unit Command, 

Specification for, 02/09/66 

50M60153 MSFC 08 01 

Decoder, Instrument Unit Command, Acceptance 
Test, Procedure for, 7/22/66 
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50N60155 HSFC 08 01 

Coaaand Decoder, Secure Range Safety, 
Qualification Test Procedure, 4/06/66 

50M60156 MSFC 08 01 

Decoder, Secure Range Safety Coaaand, 

Acceptance Test Procedure, 8/04/66 

50M60157A MSFC 08 01 

CoMand Decoder, Secure Range Safety, Bench 
Checkout, Procedure for, 09/21/65, ED-1, 

03/17/66, EO-2, 04/13/66 

50N60158B MSFC 08 01 

Coaaand Decoder, Secure Range Safety, 
Specification for, 09/16/65, EO-1, 03/14/66 

50M60160 MSFC 08 01 

Coaaand Systea, Secure Range Safety, 

Specification for, 03/04/1965 

50H60161C MSFC 08 01 

CoBaand Receiver MCR503, Bench Checkout, 

Procedure for, 12/02/65, ED-1, 03/17/66, 

EO-2, 04/13/66, EO-3, 08/18/66, EO-4, 

12 / 02/66 


50M60162B MSFC 08 01 

CoBaand Systea, Secure Range Safety, Bench 
Checkout Procedure for, 12/21/65, E0-1, 

03/16/66 

50M60164 MSFC 08 01 

CoBaand Receiver, MCR 503 Acceptance Test, 
Procedure for, 12/05/66 

50M60165B MSFC 08 01 

CoBaand Receiver, MCR503, Specification for, 
09/27/65, ED-1, 03/14/66, EO-2, 04/13/66, 

ED-3, 07/27/66 

50M60166 MSFC 08 01 

Conaand Receiver, MCR 503, Qualification Test 
Procedure, 4/22/66, EO-1, 7/27/66 

50M60174 MSFC 08 01 

Transponder, C Band, Radar, Specification for 
11/12/1964 

50M60175 MSFC 08 01 

Transponder, C Band, Radar, Checkout 
Procedure for 11/12/1964 

50M60180 MSFC 08 01 

Capacitors, Fixed, Paper /or Paper-Plastic/ 
Dielectric /Heraet ical ly Sealed in Metallic 
Case/ /Style SCPVQ9/, Specification for, 

04/17/64, EO-1, 04/21/65, EO-2, 09/24/66 

50M60181 MSFC 08 01 


Teaperature Gauge Asseably, Resistance, Type 
17, Specification for 03/02/1965 

50M60183 MSFC 08 01 

Resistors, Variable, Wirewound, /Lead Screw 
Actuated/, /Style SRT/, Specification for, 
06/19/64, E0-1, 04/21/65, EO-2, 11/04/65, 

EO-3, 01/03/66 

50M60184 MSFC 08 01 

Resistors, Variable, Nonwi rewound /Lead Screw 
Actuated/, /Style SRJ/, Specification for, 
06/19/64, EO-1, 04/21/65, EO-2, 11/04/65, 

EO-3, 01/03/66 


5QH60185 MSFC 08 01 

Resistors, Fixed, Wirewound /Power/, /Style 
SRE/, Specification for, 05/21/64, E0-1, 
04/21/65, EO-2, 12/20/65 

50M60186 MSFC 08 01 

Capacitors, Fixed, Paper /or Mylar/ 

Dielectric, Metallized Dielectric 
Construction, Direct Current, HerBetically 
Sealed Metallic Case /Style SCH05/, 

Specification for 

50M60187 MSFC 08 01 

Capacitors, Fixed Ceranic-Dielectr ic /General 
Purpose/, /Style SCK/, Specification for 
06/19/64, EO-1 04/21/65 

50M60188 MSFC 08 01 

Resistors, Fixed, Wirewound /Insulated/, 

/Style SRW/, Specification for, 05/21/64, 

E0-1 04/21/65 

50M60192 MSFC 08 01 

Capacitors, Fixed, Nonsolid Electrolytic 
Tantaluw /Style SCS13/, Specification for 
06/19/64, EO-1 04/21/65 

50M60193 MSFC 08 01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalua, Foil and Sintered Slug/, /Style 

SCL/, Specification for, 06/24/64, EO-1 

04/21/65 

50M60196 MSFC 08 01 

Seniconductor Device, SM1186, Specification 
for, 10/22/64, E0-1, 12/14/64, EO-2, 

11/05/65, EO-3, 01/21/66 

50M60197 MSFC 08 01 

Seuiconductor Device, SMIN914, Specification 
for, 10/22/64, EO-1, 03/28/66, EO-2, 

01/14/66 

50M6O198 MSFC 08 01 

Seuiconductor Device, SM2N2907A, Specification 
for, 10/22/64, E0-1, 11/05/65, EO-2, 

01/21/66 

50M60199 MSFC 08 01 

Seuiconductor Device, SM1534, Specification 
for, 10/22/64, E0-1, 11/05/65, EO-2, 

01 / 21/66 

50M60200 MSFC 08 01 

Seal conductor Devices, SM3750, Specification 
for, 10/22/64, E0-1, 11/05/65, EO-2, 

01/21/66 

50M60201A MSFC 08 01 

Welded Modules, Series 300, Specification for, 
09/09/66 

50M60202 MSFC 08 01 

Subaul t iplexer Asseably, Analog, Reaote, Low- 
Level, Model 102, Specification for, 

10/28/64, EO-1, 12/16/64, E0-2, 07/27/65, 

EO-3, 07/27/65, EO-4, 01/04/66, ED-5, 

01/17/66, EO-6, 07/05/66 

50M60203 MSFC 08 01 

Subuult iplexer Asseably, Analog, Reaote, High- 
Level, Model 101, Specification for, 

10/30/64, E0-1, 12/16/64, E0-2, 07/14/65, 

EO-3, 07/14/65, EO-4, 01/04/66, EO-5, 

01/04/66, EO-6, 07/05/66 
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b0M60204 HSFC 08 01 

Amplifier, Differential, Low Level, 

Specification for, 10/12/64, EO-1, 12/15/64, 

EO-3, 06/25/65, EO-4, 10/05/65, ED-5, 

10/27/65, EQ-6, 11/05/65, EO-7, 11/14/65, 

EO-8, 11/22/65, EO-9, 11/22/65, E0-10A, 
01/14/66, EO-11, 07/06/66 


50M60219 HSFC 08 01 

Calorimeter Assembly, Radiation Type, 
Specification for 11/17/1964 

50M6022 1 HSFC 08 01 

Video Programmer, Television, Specification for 
12/01/1964 


50M60205 HSFC 08 01 

Semiconductor Devices, SM4419, Specification 
for, 10/20/64, ED-1, 03/14/66 


50M60222 HSFC 

Oscillator, Subcarrier, Dual Input, 
Specification for, 11/30/66 


08 01 


50M60206 MSEC 08 01 

Membrane Calorimeter Assemblies, Types 14, 15, 

16, 17, and 20, Specification for 05/17/1964 

50M60208A MSFC 08 01 

Filter, Presampling, and Power Supply, 

Modified, Subassembly, Specification for, 
03/02/65, EQ-3, 06/25/65, EO-4, 06/25/65, 

E0-5, 06/25/65, E0-6, 10/27/65, EO-7, 

11/05/65, EO-8, 01/05/66, E0-9, 06/22/66, 

ED— 10 , 07/06/66 

50M60209 HSFC 08 01 

Regulator, Precision Voltage, Assembly Model 
301, Pulse Code Modulated Digital Data 
Acquisition Subsystem, Specification for, 
10/06/64, EO-1, 07/20/65, EO-2, 01/05/66, 

EO-3, 05/18/66 

50M6021 0 HSFC 08 01 

Top Deck Assembly, Single Sideband 
Telemeter, Specification for, 09/28/64, 

E0-1, 12/11/64, EO-2, 07/15/65, EO-3, 

07/28/65, EO-4, 10/05/65, EO-5, 10/27/65, 

EQ-6, 06/13/66 


50M60223 MSFC 08 01 

Power Supply, Direct Current, 56 Volt, 
Specification for, 09/03/64, EO-1 01/13/65, 

EO-2 01/15/65, EO-3 03/26/65 

50M60228 HSFC 08 01 

Master Measuring Voltage Power Supply, 5 
Volts, Direct Current, Specification for 
12/03/1964 

50M60230 HSFC 08 01 

Transmitter, Telemetry, Solid State, Frequency 
Nodulated /Very High Frequency/, 

Specification for, 12/10/64, EO-1, 05/17/65, 

EO-2, 10/05/65, EO-3, 07/15/65, EO-4, 

01/05/66, EO-5, 07/06/66 

50H60231 HSFC 08 01 

Signal Conditioner, Pulse Code Nodulated, 
Specification for, 06/14/65, EO-1, 10/05/65, 

EO-2, 12/02/65, EO-3, 07/06/66 

50M60233 MSFC 08 01 

Networks, Passive, Printed Transmission Line 
Section, Standard for 11/18/1964 


50M6021 1 MSFC 06 01 

Converter, Direct Current to Direct Current, 
Specification for, 11/04/64, EO-1, 07/15/65, 

ED-2, 09/15/65, EO-3, 10/05/65, EO-4, 

11/05/65, EO-5, 09/15/65, ED-6, 12/17/65, 

EO-7, 01/05/66, EO-8, 06/06/66 

50M60212 MSFC 08 01 

Temperature Gauge Assembly, Thermistor, Type 
15, Specification for 04/20/1965 


50H60234 MSFC 08 01 

Temperature Gauge Assembly, Thermocouple, Type 
35, Specification for 03/19/1965 


50N60235 MSFC 08 01 

Transistor, PNP Dual-Chip Differential, 

High Frequency, Type SP494, Specification 
for, 03/24/65, E0-1, 04/13/66 


50M60213 HSFC 08 01 

Temperature Gauge Assembly, Resistance Type 3, 

Specification for 06/28/1965 

50M60214A HSFC 08 01 

Temperature Gauge Assembly, Thermistor, Type 
13, Specification for 05/03/1965 

50M6021 5 MSFC 08 01 

Temperature Gauge Assembly, Resistance Type 
10, Specification for 11/13/1964 

50H60216A MSFC 08 01 

Temperature Gauge Assembly, Thermistor Type 
15, Specification ror 04/21/1965 

50M60217 MSFC 08 01 

Welded Modules, Remote Digital Sub- 

Multiplexer, Specification for, 07/08/65, 

E0-1, 10/05/65, EO-2, 11/29/65 

50M60218 MSFC 08 01 


Calorimeter Assembly, Total Heat, Membrane 
Type, Specification for 12/01/1964 


50M60236 HSFC 08 01 

Transistor, Silicon, Precision, Type SP2N861, 
Specification for, 03/24/65, EO-1, 03/28/66, 

EO-2, 05/16/66 


50M60237 HSFC 08 01 

Servo Accelerometer Units, Types PM-1/2 and 
MP-1/2, Specification for 11/20/1964 

50M60239A MSFC 08 01 

Antenna, Radar, Model 708, Specification for, 
02/01/66 

50M60240A MSFC 08 01 

Antenna Telemetry, Model 219, Specification 
for, 01/28/66 


50M60241 MSFC 

Emergency Detection System, Q-Ball Angle of 
Attack, Sensor System, Specification for 
04/28/1965 


50M60242A 

Switch, Coaxial, 


MSFC 

Specification for, 


08 01 
01/28/66 


374 



MARSHALL SPACE FLIGHT CENTER 


50M60243 MSFC 08 01 

Transmitter, Television, S Band System, 
Specification for, 2/04/66 

50M60246 MSFC 08 01 

Power Supply, 300 Mi 1 1 1 amperes , 12 Volts 
Direct Current, Pulse Code Modulated 
Digital Data Acquisition System Receiving 
Station, Specification for 06/08/1965 

50M60247 MSFC 08 01 

Power Supply, One Ampere, 12 Volts, Direct 
Current, Pulse Code Modulated Digital Data 
Acquisition System Receiving Station, 
Specification for 06/11/1965 

50M60248 MSFC 08 01 

Output Register Panel Assembly, Specification 
for, 11/08/65, EQ-1, 6/22/66 

50M60249 MSFC 08 01 

Cards, Printed Circuit, Digital, Specification 
for, 2/21/66 

50M60250 MSFC 08 01 

Pulse Code Modulated Digital Synchronizer, 
Specification for, 11/26/65 

50M60251 MSFC 06 01 

Converter Assembly, Digital to Analog, 
Specification for 06/00/1965 

50M60252 MSFC 08 01 

Data Switch Panel Assembly, Specification for, 
11/04/65 

50M60253 MSFC 08 01 

Patch-Panel Assembly, Specification for, 

10/06/65 

50M60256B MSFC 08 01 

Divider, Power, Telemetry, Model 221, 
Specification for, 02/01/66 

50M60257 MSFC 08 01 

Vibration Accelerometer Transducer, 

Specification for 02/12/1965 

50M60258A MSFC 08 01 

Antenna Azusa, Model 711, Specification for, 
02/01/66 

50M60259A MSFC 08 01 

Measuring Assembly, Voltage Standing Wave 
Ratio Model 220, Specification for, 

01/28/66 

50H60260B MSFC 08 01 

Divider, Command, Power, Model 310, 

Specification for, 03/10/66 

50M60261 MSFC 08 01 

Antenna Assembly, Altimeter, Model 504, 
Specification for, 03/18/1965 


50M60263A MSFC 08 01 

Radio Frequency Telemetry Assemblies, Pulse 
Code Modulated, Specification for, 

11/17/66 

50M60264A MSFC 08 01 

Antenna, Telemetry, Model 223, Specification 
for, 02/28/66 


50M60265A MSFC 08 01 

Antenna Radar, Model 712, Specification for, 
01/28/66 

50M60267 MSFC 08 01 

Semiconductor Device, SMN1757, Specification 
for, 03/15/65, ED-1, 11/05/65, EO-2, 

01/21/66, EO-3, 04/06/66 

50M60268 MSFC 08 01 

Servo Accelerometer Unit, Specification for 
03/26/1965 

50M60269 MSFC 08 01 

Vibration Accelerometer Transducer, 

Specification for, 03/26/1965 

50M60270A MSFC 08 01 

Termination, Coaxial, Radio Frequency, 
Specification for, 02/01/66 

50M60271 MSFC 08 01 

Modules, Plug-In, Digital, Specification for, 
2/10/66 

50M6O273A MSFC 08 01 


Digital Data Acquisition Subsystem/ Computer 
Interface Unit, Model 501, Specification 
for, 3/04/66, EO-2, 5/06/66, EO-3, 5/25/66, 

ED-4, 7/05/66 

50M6O274A MSFC 08 01 

Digital Multiplexer Assembly, Model 410, 
Specification for, 2/23/66, ED-3, 4/12/66, 

EO-4, 5/06/66, EO-5, 5/25/66, 

EQ-6, 7/05/66 

50M60275 MSFC 08 01 

Microphone Assembly, Specification for 
03/26/1965 

50M60276 MSFC 08 01 

Accelerometer, Longitudinal, Specification for, 
03/26/65, E0— 1, 11/08/66 

50M60277 MSFC 08 01 

Accelerometer, Low Frequency, Vibration, 
Specification for 03/26/1965 

50M60278A MSFC 08 01 

Coupler, Radio Frequency Telemetry, 

Specification for, 01/01/66 

50M60280A MSFC 08 01 

Antenna, Command, Model 313, Specification for, 
3/14/66 

50M60282B MSFC 08 01 

Coupler, Command Directional, Model 314, 

Specification for, 03/14/66 

50M60283A MSFC 08 01 

DC to DC Converter, Telemetry Calibrator, 
Specification for, 3/29/66, EO-2, 7/06/66 


50M60284 MFSC 08 01 

Power and Control Assembly, Telemeter 
Calibrator, Specification for, 7/20/65, 

EQ-1, 7/06/66 

50M60285B MSFC 08 01 

Command Power Divider, Model 312, 

Specification for, 3/14/66 
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50N60287 HSFC 08 01 

Amplifier, Power, Coamand and Conauni cat i on, 
S-Band, Specification for, 1/19/66 

50M60288 HSFC 08 01 

Measuring Rack House Assembly, Specification 
for 05/12/1965 

50H60289B HSFC 08 01 

Divider, Power, Teleaetry, Hodel 607, 
Specification for, 02/14/66 

50M60290 HSFC 08 01 

Transducers, Pressure Specification for 

04/19/1965 

50H60291 HSFC 08 01 

Receiver and Deaodulator Panel Asseably, 
Specification for, 7/26/65 

50M60292 HSFC 08 01 

Digital Signal Siaulator Panel Asseably, 
Specification for, 11/26/65 

5QM60293 HSFC 08 01 

Source Selector Panel Asseably, Specification 
for, 11/08/65 

50H60294 NSFC 08 01 

Coaputer Interface Panel Asseably, 

Specification for, 11/23/65 

50H60295 HSFC 08 01 

Blower Asseably, Specification for, 12/17/65 

50H60296 HSFC 08 01 

Source Follower, Design Specification for 
05/05/1965 

50H60298 HSFC 08 01 

TV Antenna, Hodel 408, 11/26/65 

50H60302 HSFC 08 01 

Coaaand Antenna, Hodel 311, 12/15/65 

50M6303A HSFC 06 01 


Envi ronaental Test Methods for Vehicle 
Measuring and Teleaetry Electronic Parts, 
Asseabltes, and Subsysteas, Standard for, 

6/26/66 

50M60304A HSFC 08 01 

Teaperature Gauge Asseably, Thermocouple, Type 
55, Specification for, 06/10/65 

50H60305 MSFC 08 01 

Data Control Panel Asseably, Specification 
for, 12/28/65 

50M60306 HSFC 08 01 

Tape Recorder/Reproducer Asseably, Ground 
Support Equipaent, Specification for, 

2/21/66 

50M60307 MSFC 08 01 

Correlator Panel Asseably, Specification for, 
12/20/65 

50M60308 MSFC 08 01 

Quick-Look Panel Asseably, Specification for, 
9/08/65 


50M60309 HSFC 08 01 

Teaperature Gauge Asseably, Thermocouple, Type 
54, Specification for, 6/10/65 

50M6031 0 HSFC 08 01 

Explosive Bridge Wire /EBU/ Pulse Sensor 
224-1, Acceptance Test, 7/14/65 

50M6031 1 MSFC 08 01 

Power Supply, 1.5A, 36 VDC, SS/FH 
Demultiplexer, Specification for, 8/31/65 

50H60312 MSFC 08 01 

Subaul t ipl exer , High Level, Specification for, 
6/16/66 

50M60313 MSFC 08 01 

Signal Adapter, Pulse Code Modulated, 
Specification for, 8/08/66 

50H60315 MSFC 08 01 

Digital Receiving Station 50M69703-1, 
Specification for, 1/04/66 

50H60316 MSFC 08 01 

PCM Teleaetry Receiving Station 50M69803-1 
Specification for, 12/17/65 

50M60317 MSFC 08 01 

Digital Receiving Station 50M69753-1, 
Specification for, 1/04/66 

50M60320 MSFC 08 01 

Radio Frequency Assembly, Model III, 

Telemetry, Pulse Code Modulated, Ultra 
High Frequency, Specification for, 9/09/66 


50H60321 MSFC 08 01 

Transmitter, Teleaetry, Frequency Modulated, 

Ultra High Frequency, Specification for, 

9/09/66 

50M60322 HSFC 08 01 

Master Control Assembly, Model 810 
Multiplexer, Specification for, 10/17/66 

50M60326 MSFC 08 01 

Top Deck Assembly, Single Sideband 
Telemeter, Type III, Specification for, 

12/01/65, E0-1, 7/05/66 

50M60331 MSFC 08 01 

Power Amplifier, Radio Frequency, 860 MHz, 
Qualification Test Procedure for, 7/22/66 

50H60332 MSFC 08 01 

Accelerometer, Two Axis Low G, Specification 
for, 2/04/66 

50M60334 MSFC 08 01 

Divider, Power, Television, Hodel 409, 
Specification for, 4/04/66 

50M60337 MSFC 08 01 

Resistor, Fixed, Composition /Insulated/, 

Style RC07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-11/, 4/07/66 

50M60338 HSFC 08 01 

Sensor System, Redundant Emergency Detection 
System Q-Ball Angle of Attack, 

Specification for, 1/06/66 
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50M60355 HSFC 08 01 

Measuring Assembly, Voltage Standing Wave 
Ratio, Model 225, Specification for, 4/18/66 

50M60356 HSFC 08 01 

Antenna, Directional, Command and Communi cat ion 
System, Model 609, Specification for, 

7/15/66 

50M60358 HSFC 08 01 

Resistors, Fixed, Composition /Insulated/, 

Style RL07 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-22684/, 4/07/66 

50M60359 HSFC 08 01 

Resistor, Fixed, Film /High Stability/, 

Style RN55 with Weldable Leads, 

Specification for /Cover Sheet to 
Specification MIL-R-10509/, 4/07/66 

50M60360 HSFC 08 01 

Capacitor, Fixed, Ceramic-Dielectric, Styles 
CK05CW and CK06CW with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-11015/, 10/05/66 

50M60361 HSFC 08 01 

Capacitors, Fixed, Nonsolid Electrolytic 
/Tantalum, Foil and Sintered-Slug/ with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-C-3965/, 4/07/66 

50M60362 HSFC 08 01 

Capacitors, Fixed, Solid Electrolyte, 

Tantalum, Style CS13 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-26655/, 10/18/66 

50M60363 HSFC 08 01 

Lead Material, Weldable, for Interconnection 
and Component Parts, Specification for, 

3/17/66 

50M60364 HSFC 08 01 

Capacitor, Fixed, Mica-Dielectric, Style CM06 
with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-C-5/, 

4/07/66 

50H60365 HSFC 08 01 

Transistors, NPN, Silicon, Types 2N910, 

2N930, and 2N1482 with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-S-19500/ , 4/07/66 

50M60366 MSFC 06 01 

Transistors, PNP, Silicon, Types C920-1, 

C920— A, and C920-AA with Weldable Leads, 
Specification for, 11/17/66 

50M60367 HSFC 08 01 

Transistor, PNP, Type 577S2 with Weldable 
Leads, Specification for, 10/18/66 

50H60368 HSFC 08 01 

Transistor, PNP, Type 75P2B with Weldable 
Leads, Specification for, 10/19/66 

50M60369 HSFC 08 01 

Differential Amplifier, Transistor, NPN, Type 
301K5 with Weldable Leads, Specification 
for, 11/17/66 


50M60370 HSFC 08 01 

Transistor NPN, Silicon, Type 2N2432 with 
Weldable Leads, Specification for, 10/05/66 

50M60371 MSFC 06 01 

Transistor, PNP, Silicon, Type 2N936 with 
Weldable Leads, Specification for, 10/19/66 

50M60372 HSFC 08 01 

Transistor, PNP, Type NS1223 with Weldable 
Leads, Specification for, 10/13/66 

50M60373 HSFC 08 01 

Transistor, PNP, Silicon, Type 2N3251 with 
Weldable Leads, Specification for, 10/19/66 

50M60374 HSFC 08 01 

Transistor, PNP, Silicon, Type T6153 with 
Weldable Leads, Specification for, 10/18/66 

50M6Q375 HSFC 08 01 

Transistor, Field Effect, Type 2N3436 with 
Weldable Leads, Specification for, 10/05/66 

50M6037 6 MSFC 08 01 

Diodes, Silicon, Types IN458, IN459, and 
IN827 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL-S-19500/, 
4/07/66 

50M60377 HSFC 08 01 

Diode, Zener, Silicon, Type 1N936A with 
Weldable Leads, Specification for, 10/13/66 

50 M60378 HSFC 08 01 

Diode, Zener, Silicon, Type 1N1314A with 
Weldable Leads, Specification for, 10/13/66 

50M60380 HSFC 08 01 

Resistor, Fixed, Composition /Insulated/, Type 
CBD2265 through CBD10065 with Weldable 
Leads, Specification for, 10/13/66 

50M60381 HSFC 08 01 

Resistor, Fixed, Precision, Wire Wound /High 
Temperature/, Type SX063 with Weldable 
Leads, Specification for, 8/12/66 

50M6O382 MSFC 08 01 

Sensistor, Molded, Silicon, Type TM-1/8 with 
Weldable Leads, Specification for, 8/12/66 

50M60383 HSFC 08 01 

Inductor, Shielded, Type 1537734 with Weldable 
Leads, Specification for, 8/12/66 

50M60384 HSFC 08 01 

Switch, Coaxial, Model 612, Specification for, 
5/13/66 


50M60385 MSFC 08 01 

Ring, Hybrid, Command and Communication 
System, Model 608, Specification for, 

5/06/66 

50M60389 MSFC 08 01 

Antenna, Receive, Command and Communication 
System, Model 610, Specification for, 

6/10/66 

50M60390 MSFC 08 01 

Antenna, UHF, Model 613, Specification for, 
6/10/66 
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50M60393 MSFC 08 01 

Filter, UHF Telemetry, Specification for, 

9/01/66 

50M60394 MSFC 08 01 

Coupler, Radio Frequency, Telemetry, 

Specification for, 9/01/66 

50M60396 MSFC 08 01 

Coupler, Directional, Teleaetry Model 226, 
Specification for, 9/01/66 

50M60399 MSFC 08 01 

Resistors, Fixed, File, Insulated, Style RL 
20 with Weldable Leads, Specification for 
/Cover Sheet to Specification MIL— R— 22684/, 
10/17/66 

50M60400 MSFC 08 01 

Resistors, Fixed, Film, Insulated, Style RL 
32 with Weldable Leads, Specification for 
/Cover Sheet to Specification HIL-R-22684/, 
10/17/66 

50M60401 MSFC 08 01 

Transistors, N-Channel Junction, Silicon, 
Field-Effect, Type U182 with Weldable 
Leads, Specification for, 10/17/66 

50H60402 MSFC 08 01 

Transistors, Silicon, PNP, Types S2N722 and 
S2M1132 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MSFC— SPEC-3 30/1 00/, 10/17/66 

50M60403 MSFC 00 01 

Transistors, Silicon, NPN, Type S2N2102 with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MSFC-SPEC-338/115/, 
10/17/66 

50M60404 MSFC 00 01 

Semiconductor Device, Diode, Silicon, Type 
1N9418 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL— S-l 9500/, 10/17/66 

50M60405 MSFC 00 01 

Seaiconductor Devices, Diodes, Silicon, Type 
JAN-1N649 with Weldable Leads, Specification 
for /Cover Sheet to Specification 
MIL— S— 19500/, 10/17/66 

50H60406 MSFC 00 01 

See! conductor Devices, Diodes, Silicon, Types 
1M4370A, TX— 1N4370 A, 1N4371A, TX-1N4371A, 

1N4372A , TX-1N4372A, 1N746A, Through 
1N759A, and TX-1M746A Through TX-1N759A with 
Weldable Leads, Specification for /Cover 
Sheet to Specification MIL-S-19500/, 

10/17/66 

50M60407 MSFC 08 01 

Diode, Zener, Type 1N823A with Weldable 
Leads, Specification for, 10/17/66 

50M60408 MSFC 08 01 

Diodes, Zener, Diffused, Type 1N4105 with 
Weldable Leads, Specification for, 10/17/66 

50H60409 MSFC 08 01 

Capacitors, Fixed, Plastic Dielectric, DC 
/Noneetallic Cases/ with Weldable Leads, 
Specification for /Cover Sheet to 
Specification MIL-C-272 07/, 10/17/66 


50M69931 MSFC 08 01 

Emergency Detection Systee, Q-Ball Angle of 
Attack Sensor Systee, Test Procedure for 
03/15/1965 

50M71001 MSFC 08 01 

Sensor Systee, Redundant Eaergency Detection 
Systee Q-Ball Angle of Attack, In-Process 
Test Procedure, 1/06/66 

85M01305A MSFC 08 01 

Screening, Specification for Seeiconductor 
Device S1N916B, 6/06/62, ED-1, 11/04/65 

95M01101 MSFC 08 01 

Electro polishing Saturn Ducting for Space 
Launch Vehicles, Specification for 
10/21/1963 

95M01104 MSFC 08 01 

Silver Plating /Elec t rodepos l ted/. 

Specification for 01/24/1964 


95M01105 MSFC 08 01 

Zinc Plating /Elec t rodepos l ted/. Specification 
for 01/24/1964 

95M01106 MSFC 08 01 

Gold Plating /Electrodeposi ted/. Specification 
for 01/24/1965 

95M01108 MSFC 08 01 

Deoxidation of Aluminum Alloys 2014, 2219, 5060, 
5456, 6061 and 7075, Specification for 
02/06/1964 

95M01200 MSFC 08 01 

Welding Fabrication of Hastelloy Alloys, 
Specification for 10/16/1963 

95M01301 MSFC 08 01 


Precipitation Hardening /Aging/ and Foreing 
Tank Skin Segaents for S-IC Stage of 
Saturn V Vehicle, Specification for 
08/13/1963 

95M01400 MSFC 08 01 

Hydraulic Bui ge— Forei ng of 54— Inch Center 
Pieces for S-IC Stage of Saturn V Vehicle, 
Specification for 08/13/1963 

95M01500 MSFC 08 01 

Machining of Tank Skin Segments for S-IC 
Stage of Saturn V Vehicle, Specification 
for 08/13/1963 

10419900 MSFC 08 01 

Environeental Protection of Vehicle and Support 

Equipment Components and Assemblies, 

Specification for 07/01/1960 

10419901A MSFC 08 01 

Cleaning and Passivation of Bellows and Ducts, 

Specification for 02/26/1960 

10419902A MSFC 08 01 

Valve Assembly, LDX Relief, Specification 
for, 12/13/61, EO-5 04/20/62 

10419903 MSFC 08 01 

Valve, Check, Heat Exchanger, Specification 
for, 05/02/60, EO-7 05/07/62 
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10419905 MSFC 08 01 

Harking Method, /Silk Screen/, Standard for 
05/05/1960 


10419906B HSFC 08 01 

Cleanliness Levels, Cleaning and Inspection 
Procedures for Component Parts of Gas 
Bearing and Slosh Measuring Systems, 

Specification for, 06/26/62, EO-1 07/02/63, 

EO-3 04/03/64 

10419907 MSFC 08 01 

Spheres, Fiberglass, High Pressure, 

Specification for, 0k/04/60, EO-1 12/12/62, 

EO-2 11/21/63 

10419908 MSFC 08 01 

Filter, Air Performance, Specification for 
04/21/60, E0-1 03/15/61 

10419909B MSFC 08 01 

Drill Data, Lockwire Size, and Hethod of 

Application, Standard for 01/16/1962 

10419910 MSFC 08 01 

Valve, Vent , Liquid QxygeVi Container, 
Specification for, 05/19/60, EO-1, 12/06/60, 

EO-2, 06/29/61, E0-3A, 10/17/62, ED-4, 

10/17/62 


10419911 MSFC 08 01 

Valve, Fill and Vent, Specification for, 

05/19/60, EO-1, 12/06/60, EO-2, 03/16/61, 

E0-3, 04/28/61, ED-4, 04/28/61, EO-5, 

06/26/61, E0-6, 07/12/61, EQ-7, 08/11/61 


10419912A MSFC 08 01 

Regulator Assembly, Specification for 
02/21/61, ED-2 02/09/62 

10419913 MSFC 08 01 

LDX Replenishing Valve Assembly, Performance, 
Specification for, 05/02/60, EO-1, 12/06/60, 

EO-2, 02/21/62 

10419914 MSFC 

Switch, Assemblies, Liquid Level, 

Specification for, 07/13/60, EO-1 


08 01 


12/01/60 


10419916 


HSFC 


Computer, Propellant Utilization, 
Specification for, 12/05/60, EO-1 


08 01 


10/23/60 


MSFC 


08 01 


10419917 

Valve, Control, Pressurizing, Specification for 
07/18/60, E0-1 12/01/60, EO-2 04/05/61 

10419918A MSFC 08 01 

Valve, Flow Regulating Constant, Specification 
for, 09/05/61, EO-5 10/02/62, EO-6 
12/26/62 


10419919 MSFC 08 01 

Valve Assembly, Check /3/4-Inch/, 

Specification for, 07/13/60, E0-1, 05/16/61, 

EO-2, 05/10/62 

10419920A MSFC 08 01 

Regulator, Constant Flow, Specification for, 
07/15/61, EO-2, 07/17/61, EO-3, 05/15/62 

10419922 MSFC 08 Q1 

Valve Assembly Solenoid Operated, 

Specification for, 07/12/60, EO-1, 04/18/61 


10419923 MSFC 08 01 

Valve, Fuel, Safety, Containers, Specification 
for, 06/08/60, E0-1 11/29/61 

10 419925A MSFC 08 01 

Containers, Propellant, Specification for 
10/19/1961 

10419926 MSFC 08 01 

Valve, Needle, Three Way, Specification for 
06/22/1960 

10419927A MSFC 08 01 

Valve, Control, Specification for, 01/23/62, 
EO-7, 03/08/62 

10419928 MSFC 08 01 

Valve, Vent, Motor Operated, Specification for 
06/10/60, E0-1, 09/30/60 

10419929 MSFC 08 01 

Valve Assembly, LOX-Fill and Drain, 

Specification for, 12/28/60, E0-1, 04/28/61, 

ED-2, 06/24/61, EO-3, 01/24/62 

10419931A MSFC 08 01 

Switch, LOX Pressurizing and Relief, 

Specification for, 01/12/62, EO-1, 05/15/62 

10419932A MSFC 08 01 

Switch, LOX Vent and Emergency, Specification 
for, 01/17/62, EO-1, 05/15/62 

10419934 MSFC 08 01 

Valve Assembly, Check, 1/4 Inch and 3/8 Inch, 

Specification for 07/15/1960 

10419936A MSFC 08 01 

Switch, Pressure, Fuel Container, 

Specification for 01/15/1962 

10419937 MSFC 08 01 

Valve Assembly, Fuel Fill and Drain, 

Specification for, 12/20/60 EO-1, 04/18/61, 

EO-2, 02/02/62 

10419938 MSFC 00 01 

Valve, Fuel Vent, Specification for, 

12/15/60, E0-1, 04/28/61 

10419941 MSFC 08 01 

Filter, Air, High Pressure, Specification for, 
11/22/60, EO-2, 02/14/62 

10419942 MSFC 08 01 

Paper, Copyflo, Reproduction, Specification for 
08/22/1960 

10419943 MSFC 08 01 

Switches, Pressure, High, Low, Specification 
for, 12/20/60, E0-1A, 07/12/61, EO-2, 

07/14/61 

10419946 MSFC 08 01 

Valve Assembly, Pressure Relief, 750 Pounds 
Per Square Inch Gravity, Specification for, 
08/16/60, E0-1 , 12/18/61 

10419947 MSFC 08 01 

Valve Assembly, Fuel Level Control, 

Specification for, 12/28/60, ED-1, 02/19/62 

10419949 MSFC 08 01 

Switch Assembly, LOX Step Pressure, 


Specification for, 08/02/61, EO-1, 11/01/61 
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10419952 HSFC 08 01 

Heater Assembly, Specification for, 12/16/60, 
E0-1, 05/26/61 

10419953 MSFC 08 01 

Thermostat, Specification for, 11/08/60, 

ED-1* 01/23/61, ED-2, 04/19/61 

10419954 MSFC 08 01 

Regulator, Air Pressure, Specification for, 
03/13/61, ED-4, 09/06/61, EO-5, 01/16/62, 

EQ-6, 05/11/62 

10419955 MSFC 08 01 

Switch Assembly, Fuel Step Pressure, 

Specification for, 06/07/61, ED-1, 11/01/61, 

ED-2, 01/25/62 

10419956 MSFC 08 01 

Switch, Absolute Pressure, Specification for, 
11/08/60, E0-1A, 09/12/61, EO-2, 05/12/61 

10419956 MSFC 08 01 

Lightening Holes, Aluminum Alloy, Standard for 
06/29/1960 

10419959 MSFC 08 01 

Tube, Foraing, Standard for 06/23/1960 

10419960A MSFC 08 01 

Plating, Cadaiua, /El ectrodeposi ted/, /Cower 
Sheet for Specification QQ-P-416 Ag 
Aaendaent 1/, 11/30/64 

10419970 MSFC 08 01 

Coupling, Specification for 02/21/1961 

10419971 MSFC 08 01 

Switch, Pressure, 750 Pounds Per Square Inch 
Specification for 03/21/1961 

10419972 MSFC 08 01 

Valve, Control, Fuel Container Pressurizing, 

Specification for, 04/17/61, EO-2, 01/24/62 

10509302 MSFC 08 01 

Packaging and Packing of Parts /Repair Parts 

and Coaponents for Space Vehicles/, 

Specification for 05/16/1960 

10509306 MSFC 08 01 

Radiographic Inspection Procedures and 
Acceptance Standards for Fusion Welded 
Joints in Stainless and Heat Resistant 
Steel, Specification for, 06/01/60, EO— 1 
04/18/61, ED-2 06/05/62 

10509307A MSFC 08 01 

Brazing, Silver, Specification for 06/03/1961 

10509306 MSFC 08 01 

Welding, Carbon, Low Allow and Stainless 

Steel, /Manual or Automatic/, Specification 
for 06/02/1960 


10509313 MSFC 08 01 

Lubricant, Antiseize and Sealing, Liquid 
Oxygen Systems, Specification for, 06/28/60, 

EO-1 02/27/63 

10509316 MSFC 08 01 

Insulation of Metals in Mechanical Assemblies, 
Standard for 06/24/1960 


10509317 MSFC 08 01 

Sealants, Organic, Application of. 

Specification for 06/28/1960 

10509318B MSFC 08 01 

Hose Assemblies, Flexible, High-Pressure, 
Specification for, 08/16/61, EO-2, 07/19/62 
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